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REPORT 


To  THE  Legislature  : 

The  State  Commission  of  Prisons  herewith  submits  its  Twen- 
ty-second Annual  Report  as  required  by  section  43  of  the  Prison 
Law. 

There  was  but  one  change  in  the  personnel  of  the  Commission 
during  the  year,  Allan  I.  HoUoway  of  Buffalo  succeeding  Leon 
O.  Weinstock  of  New  York,  whose  term  expired  June  21st.  Com- 
missioners Frank  E.  Wade  of  Buffalo  and  Sarah  L.  Davenport 
of  Bath  were  reappointed. 


GENERAL  STATEMENT 

Conditions  in  the  various  penal  institutions  of  the  State  con- 
tinue to  improve.  The  Commission  presents  the  following  brief 
summary  of  the  more  important  accomplishments  of  the  past 
year: 

Legislation  was  enacted  reorganizing  the  Commission  on  New 
Prisons  and  authorizing  the  reconstruction  of  Sing  Sing  Prison 
as  a  receiving  and  distributing  station  and  the  construction  of  a 
new  farm  and  industrial  prison  on  either  the  Wingdale  or  Beek- 
man  site. 

As  an  incentive  to  faithful  and  efficient  work  on  the  part  of 
inmates  of  the  state  prisons  and  county  penitentiaries  a  law 
was  enacted  granting  a  diminution  of  sentence  for  services  well 
performed. 

Many  convicts  from  the  state  prisons  and  the  Erie  and 
Onondaga  county  penitentiaries  were  employed  on  highways. 

Work  on  the  new  tuberculosis  hospital  at  Clinton  Prison  has 
so  far  progressed  that  its  occupancy  during  the  coming  summer  is 
expected. 

Provision  has  been  made  for  a  new  workshop  at  Great 
Meadow  Prison. 

A  psychiatric  clinic  and  new  dietary  have  been  established 
at  Sing  Sing  Prison. 

A  laboratory  for  the  psychoanalysis  of  inmates  of  the  New 
York  State  Reformatory  at  Elmira  has  been  established. 

A  bureau  of  social  hygiene  has  been  formally  opened  at  the 
New  York  State  Reformatory  for  Women  at  Bedford. 

Improvements,  including  a  new  mess  hall  and  bath  house, 
have  been  made  at  the  Albany  County  Penitentiary,  and  the 
wearing  of  stripes  has  been  abolished. 
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The  development  of  the  Erie  County  Penitentiary  Farm  hat 
continued  Batisfactorily  and  additional  farm  land  has  been  pur- 
chased. 

The  use  of  chains,  imprisonment  in  dungeons  and  wearing 
of  stripes  have  been  discontinued  at  the  Onondaga  County  Peni- 
tentiary. 

The  Westchester  County  Pentientiary  and  Workhouse  has 
been  neariy  completed. 

The  New  York  County  Penitentiary  at  BlackwelPs  Island 
is  being  converi:ed  into  a  clearing  house  for  the  examination  and 
classification  of  inmates  under  the  indeterminate  sentence  law 
for  first  class  cities. 

The  New  York  City  Reformatory  for  Misdemeanants  has  been 
transferred  from  Hart's  Island  to  New  Hampton  Farms  in  Orange 
county  and  a  branch  of  the  New  York  County  Penitentiary  estab- 
lished on  Hart's  Island. 

Increased  hospital  facilities  have  been  provided  in  the  New 
York  Workhouse  on  BlackwelPs  Island,  and  Riker*s  Island  is 
being  developed  as  a  municipal  workhouse  and  farm. 

An  appropriation  has  been  made  for  a  farm  colony  institu- 
tion for  New  York  city's  female  prisoners. 

The  old  House  of  Detention  for  witnesses  in  New  York  city 
has  been  abandoned  and  plans  have  been  approved  for  a  new  one. 

New  county  jails  have  been  completed  in  Bronx  and  Columbia 
counties  and  a  new  court  house  jail  in  Albany  county. 

Essex  county  purchased  a  jail  farm  upon  which  a  substan- 
tial profit  was  made  during  the  year. 

Improvements  were  made  in  twenty-six  county  jails. 

Fifteen  new  city  jails  and  village  and  town  lockups  were  con- 
structed or  plans  for  new  ones  submitted  for  approval;  thirty- 
six  were  remodeled  or  otherwise  improved ;  five  were  closed  by 
order  of  the  Commission  and  the  use  of  eight  was  discontinued 
by  the  local  authorities. 

The  Commission  made  442  inspections  of  prisons,  reform- 
atories, penitentiaries,  county  jails,  city  jails,  and  town  and  vil- 
lage lockups  during  the  year.  The  reports  of  these  inspections 
wore  sent  to  the  responsible  authorities  and  many  of  the  recom- 
mendations in  these  reports  have  been  complied  with.  These  re- 
ports will  be  found  annexed  to  this  report  together  with  statisti- 
cal information  as  reported  by  the  institutions  under  the  Com- 
mission's jurisdiction. 


PRISON  POPULATION 

The  total  population  of  the  state  prisons.  State  Farm  for 
Women,  reformatories,  penitentiaries,  county  jails  and  New  York 
City  institutions  at  the  close  of  the  fiscal  period  on  June  .'^O,  1016, 
was  15,.S42  as  compared  with  17,171  on  September  80,  1915,  a  de- 
crease of  1,829.     Legislation  was  enacted  during  the  past  year 
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making  the  fiscal  year  end  June  30th  instead  of  September  30th 
as  formerly.  Ordinarily  there  are  fewer  prisoners  in  custody 
in  June  than  in  September  and  this  may  account  somewhat  for 
the  decrease.  There  was  an  increase  of  493  from  September  30, 
11)14,  to  September  30,  1915.  The  increase  for  the  year  1914  over 
3913  was  1,817.  Ten  years  ago  the  prison  poulation  was  12^277, 
which  was  3,065  less  than  at  the  close  of  the  last  fiscal  period. 

The  state  prisons  and  State  Farm  for  Women  show  a  slight 
increase  in  population,  while  the  reformatories,  penitentiaries, 
county  jails  and  New  York  city  institutions  show  a  decrease 
Various  causes  are  ascribed  for  the  decrease.  There  have  been 
fewer  arrests  in  New  York  city  and  fewer  immigrants  have 
reached  our  shores;  opportunities  for  employment  have  been 
great;  probation  is  having  its  effect;  and  in  no-license  counties 
arrests  generally  are  few. 

The  number  in  custody  at  the  four  state  prisons — Auburn, 
Clinton,  Great  Meadow  and  Sing  Sing,  including  the  State  Pris- 
on for  Women  at  Auburn — was  5,486,  an  increase  of  85  as  com- 
pared with  the  preceding  year.  The  average  daily  population 
increased  224. 

The  number  in  custody  at  the  State  Farm  for  Women  was 
76,  an  increase  of  9.    The  average  daily  population  increased  21. 

The  New  York  State  Reformatory  at  Elmira  and  the  Eastern 
Kew  York  Reformatory  at  Napanoch  had  a  population  of  1,316 
as  compared  with  1,655,  a  decrease  of  339.  The  average  daily 
population  decreased  357. 

The  population  of  the  New  York  State  Reformatory  for  Wom- 
en at  Bedford  and  the  Western  House  of  Refuge  for  Women  at 
Albion,  not  including  infants,  was  537,  a  decrease  of  58.  The 
average  daily  population  decreased  35,  including  infants. 

The  Albany,  Erie,  Monroe,  Onondaga  and  New  York  county 
penitentiaries  had  a  combined  population  of  2,478  as  compared 
with  3,028,  a  decrease  of  550.  The  average  daily  population  de- 
creased 707. 

The  number  in  custody  in  the  county  jails  was  1,339,  a  de- 
crease of  684. 

The  population  of  the  New  York  City  institutions  was  4,111, 
a  decrease  of  292. 

The  number  of  actual  commitments  to  the  various  prisons, 
reformatories,  penitentiaries,  county  jails  and  New  York  City 
institutions  during  the  nine  months  ending  in  June  was  78,325 
as  compared  with  121,110  the  preceding  year,  a  monthly  average 
of  8,703  as  compared  with  10,092.  These  figures  include  witnesses 
in  New  York  city.  They  do  not  include  commitments  to  the  dis- 
trict prisons. 

There  were  1,805  women  in  custody  in  the  various  penal  in- 
stitutions at  the  close  of  the  fiscal  period,  71  less  than  at  the  close 
of  the  preceding  fiscal  year.  The  number  of  women  admitted 
to  tbesp  institutions  during  the  nine  months  ending  June  30th 
was  16,852. 
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Annexed  to  this  report  will  be  found  detailed  statistics  of  the 
population  of  the  various  institutions  as  reported  to  the  Commis- 
sion. 

THE  MENTAL  DEFECTIVE 

The  Commission  in  previous  reports  has  recommended  the 
establishment  of  institutions  for  the  custody  of  feeble  minded  de- 
linquents. It  is  a  well  known  fact  that  a  considerable  percentage 
of  the  inmates  of  penal  institutions  in  the  State  are  mentally 
defective,  many  of  whom  although  not  insane,  are  borderline 
cases.  These  prisoners  are  the  cause  of  many  disciplinary  diflS- 
culties  and  many  of  them  ought  not  to  have  been  sent  to  a  penal 
institution.  Progressive  authorities  in  the  larger  cities  are  ask- 
ing that  scientific  examinations  be  made  of  offenders  in  order  that 
a  proper  disposition  may  be  made  of  their  cases. 

In  New  York  city  the  psychopathic  laboratory  at  police  head- 
quarters has  been  reestablished  during  the  past  year,  funds  for 
weeding  out  the  mental  defectives  having  been  subscribed  by 
public  spirited  citizens.  A  clearing  house  is  being  established 
in  the  New  York  County  Penitentiary  on  BlackwelPs  Island  for 
the  thousands  of  unfortunates  who  annually  pass  though  New 
York  city's  penitentiary,  workhouse  or  reformatory.  A  psychiatric 
clinic  in  charge  of  expert  alienists  has  been  at  work  in  Sing  Sing 
Prison  since  August  and  inmates  received  at  Auburn  Prison  are 
carefully  examined,  both  from  a  physical  and  mental  standpoint. 

A  laboratory  of  social  hygiene  was  formally  opened  in  Septem- 
ber at  the  New  York  State  Reformatory  for  Women  at  Bedford 
where  the  young  women  are  given  intensive  individual  study. 
The  New  York  State  Reformatory  at  Elmira  has  established  a 
bureau  for  the  psychoanalysis  of  its  inmates  with  a  trained  alien- 
ist in  charge,  and  a  segregation  of  the  mental  defectives  with 
special  training  is  reported  to  have  produced  satisfactory  results. 

There  is  at  present  no  institution  to  which  delinquent  defec- 
tives may  be  sent  except  to  a  penal  institution.  The  criminal  in- 
sane are  committed  either  to  the  Dannemora  or  Matteawan  State 
hospitals,  both  of  which  are  overcrowded.  There  is  urgent  need 
for  institutions  to  care  for  offenders  who  are  mental  defectives  of 
various  grades,  including  the  borderline  cases,  and  the  Commis- 
sion recommends  legislation  which  will  provide  for  the  custody 
and  care  of  such  cases. 


STATE  COMMISSION  OF  PRISONS 


STATE    PRISONS 


Legislation  was  enacted  during  the  past  year  providing  for 
the  reorganization  of  the  Commission  on  New  Prisons,  the  con- 
Btruction  of  a  new  farm  and  industrial  prison,  the  demolition  of 
the  old  cell  block  at  Sing  Sing  Prison,  and  the  construction  of  new 
buildings  necessary  to  convert  that  institution  into  a  receiving 
and  distributing  station  for  the  various  state  prisons.  Governor 
Whitman  appointed  Charles  Bulkley  Hubbell  and  Judge  Elbert 
H.  Gary,  both  of  New  York  city,  to  act  with  James  M.  Carter, 
gnperintendent  of  state  prisons,  General  W.  W.  Wotherspoon, 
Buperintendent  of  public  works,  and  Lewis  F.  Pilcher,  state  ar- 
chitect, named  by  the  statute  (chapter  394  of  the  laws  of  1916) 
as  members  of  the  commission.  The  statute  directed  the  commis- 
sion to  select  as  a  site  for  the  new  farm  and  industrial  prison 
either  the  site  acquired  by  the  State  at  Wingdale  for  prison  pur- 
poses or  the  one  at  Beekman  purchased  for  a  farm  and  industrial 
colony  for  tramps  and  vagrants,  and  authorized  it  to  adopt  and 
approve  plans  for  the  new  prison  to  cost  not  more  than  $1,2.50,000, 
of  which  amount  $200,000  was  appropriated  for  beginning  the  con- 
struction work.  The  commission  was  also  authorized  to  select  a 
location  on  the  Sing  Sing  Prison  site  for  the  new  buildings  nec- 
essary for  a  receiving  and  distribution  station  and  to  demolish  the 
old  cell  block  at  a  cost  not  to  exceed  |750,000,  of  which  amount 
1200,000  was  appropriated. 

The  commission  has  indicated  its  preference  for  the  Wingdale 
site  upon  which  preliminary  construction  work  for  a  new  institu- 
tion, to  be  known  as  "Harlem  Prison",  was  abandoned  in  1912. 
Tentative  plans  were  prepared  by  the  State  Architect  for  the  new 
institution  and  for  rebailding  Sing  Sing,  upon  which  hearings 
were  given  during  the  latter  part  of  the  past  year. 

The  Sing  Sing  plans  contemplate  the  demolition  of  the  old 
cell  block,  which  for  years  has  been  the  subject  of  much  criticism 
because  of  its  wretched  sanitary  conditions.  Some  of  the  other 
old  buildings  also  will  be  razed.  The  area  of  the  prison  grounds 
will  be  considerably  enlarged  and  the  reception  building,  cell 
blocks,  dormitories,  hospitals,  and  isolation  wards  will  be  built 
on  the  high  ground  overlooking  the  prison  plant.  The  industrial 
pori:ion  of  the  institution  will  be  located  as  at  present  along  the 
river  front. 

When  reconstructed,  Sing  Sing  will  have  a  capacity  of  about 
1,000,  according  to  the  tentative  plans,  while  that  of  the  new  farm 
and  industrial  prison  will  be  about  1,500.     Sing  Sing's  present 
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cell  capacity'  is  1,200.  It  is  proposed  to  do  much  of  the  construc- 
tion work  of  both  prisons  by  prison  labor. 

Sing  Sing  Prison  has  been  much  in  the  public  eye  during  the 
past  year.  George  W.  Kirchwey  of  New  York,  who  succ^ded 
Thomas  Mott  Osborne  as  warden  on  December  31,  1915,  continued 
as  such  until  July  15th  when  Mr.  Osborne  was  reinstated.  On 
October  16th  Mr.  Osborne  resigned  and  Calvin  Derrick,  former 
head  of  Preston  School  of  Industry  of  California  then  confiden- 
tial clerk  of  the  institution,  was  made  acting  warden.  On  De- 
cember 11th  Mr.  Derrick  was  succeeded  by  William  H.  Moyer,  for- 
mer warden  of  the  United  States  Penitentiary  at  Atlanta,  Ga. 

John  B.  Riley  was  removed  as  Superintendent  of  State 
Prisons  on  January  2l8t  by  the  Governor  and  James  M.  Carter 
of  Buffalo  was  named  as  his  successor  on  March  23rd.  Owen  L. 
Potter,  executive  legal  assistant,  was  designated  to  act  as  super- 
intendent in  the  interim. 

The  establishment  of  a  phychiatric  clinic  at  Sing  Sing  Prison 
under  the  direction  of  Dr.  Bernard  Glueck  promises  important 
scientific  results.  Since  August  1st  all  new  admissions  to  the 
prison  have  been  examined.  The  objects  of  the  clinic  are  briefly 
»et  forth  in  an  article  by  Dr.  Glueck  published  in  the  Mutual 
Welfare  League  Bulletin,  Sing  Sing's  prison  paper,  from  which 
we  quote  in  part: 

"The  first  consideration  which  led  a  group  of  prom- 
inent New  York  physicians  to  establish  a  psychiatric  clin- 
ic at  this  prison  was  the  therapeutic  value  to  the  individ- 
ual prisoner  of  such  a  clinic.  It  has  been  known  for  a  long 
time  that  mental  diseases  are  about  ten  times  as  fre- 
quent among  the  average  prison  population  than  among 
the  people  at  large.  A  good  many  of  these  upsets  are 
transitory  in  nature  and  are  the  result  of  the  oppressive 
prison  environment  acting  upon  an  individual  of  unsta- 
ble, nervous  makeup.  A  goodly  number  of  these  mental 
upsets  could  be  prevented  if  proper  treatment  were 
instituted  as  soon  as  the  first  inklings  of  their  develop- 
ment come  to  notice.  It  was  therefore  felt  that  by  hav- 
ing at  the  prison  physicians  especially  trained  in  mental 
diseases  this  necessary  first  aid  could  be  supplied  to  the 
prisoners. 

"Since  August  1st  of  this  year  all  new  admissions  to 
the  prison  have  been  examined.  As  a  routine  procedure 
the  objects  of  this  examination  are  the  following: 

"1.  To  weed  out  from  the  incoming  population  those 
prisoners  who  may  be  suffering  from  mental  disorders  on 
admission  so  that  they  might  be  put  under  treatment  at 
once  before  their  condition  assumes  too  grave  a  nature. 

"2.  As  result  of  the  routine  examination  an  esti- 
mate is  gained  of  the  individual's  special  capabilities  or 
disabilities  and  this  knowledge  is  utilized  in  assisting 
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the  warden  in  selecting  the  proper  kind  of  vocational 
and  general  industrial  activities  for  a  given  prisoner,  a 
selection  which  has  for  its  aim  the  most  good  to  the  pris- 
oner as  well  as  to  the  institution.  When  the  education- 
al activities  of  this  institution  will  have  become  more 
thoroughly  organized,  the  psychiatric  clinic  will  be  able 
to  assist  in  guiding  the  individual  prisoner  through  his 
educational  activities  so  that  he  may  gain  the  most  bene- 
fit out  of  the  procedure. 

"It  is  hoped  through  the  studies  made  at  this  psy- 
chiatric clinic  to  gain  some  reliable  information  con- 
cerning the  sources  which  are  operative  in  the  causation 
of  criminal  behavior  so  that  the  ultimate  solution  of  this 
problem  may  be  furthered." 

While  the  mental  condition  of  those  in  penal  institutions  is 
the  subject  of  much  discussion  at  this  time.  Dr.  Frank  L.  Heacox, 
physician  at  Auburn  Prison,  as  a  result  of  an  experience  of  several 
years  in  making  physical  and  mental  examinations  lays  particular 
stress  upon  the  necessity  of  the  physical  fitness  of  the  inmate.  He 
•tates  in  a  general  way  that  he  would  classify  89 y2  per  cent,  as 
normal  and  13%  per  cent,  as  defective  segregable  cases.  This  la 
a  lower  percentage  of  defectives  than  is  generally  assumed.  As 
to  the  health  of  the  inmates  Dr.  Heacox  found  that  of  584  cases 
examined  since  June  30,  1916,  454  were  received  in  good  health, 
78  were  in  fair  condition,  and  the  health  of  52  was  poor.  Of  the 
454  in  good  health  41  deteriorated  in  prison,  33  of  the  78  in  fair 
health  improved  and  4  died,  36  of  the  52  in  poor  health  improved, 
*nd  3  deteriorated,  showing  a  total  improvement  of  69  and  deteri- 
oration of  48.  The  general  percentage  of  improvement  within  the 
prison  was  3  per  cent. 

In  an  article  in  the  New  York  Medical  Journal  on  "The 
Physical  Examination  of  Persons  on  Admission  to  Prison"  Dr. 
Heacox  says  in  part : 

"At  this  time,  when  prison  problems  are  much  in  the 
public  mind,  and  are  being  discussed  in  terms  of  mental 
eflSciency  or  feeble  mindedness;  when  Binet-Simon  tests, 
point  scale  examinations,  and  intelligence  quotients  seem 
to  be  signs  of  modern  prison  progress  and  the  sine  qua 
non  of  consideration  of  the  physical  fitness  of  the  adult- 
delinquent  may  seem  like  a  reversion  of  the  archaic.  We 
present  these  statistics,  however,  as  a  reminder  that  this 
aspect  of  the  prison  problem,  a  knowledge  of  the  physical 
condition  of  inmates,  is  as  highly  important  as  the  de- 
termination of  their  mentality.  Even  a  normal  mind  re- 
quires a  healthy  body  to  attain  its  highest  eflBciency.  How 
necessary,  then,  in  studying  the  individual  delinquent,  we 
should  endeavor  to  obtain  the  physical  health  survey  as 
well  as  the  intelligence  quotient. 

**While  many  investigators  of  prison  problems  have 
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been  dazzled  by  the  opening  up  of  a  bright  vista  in  our 
recently  acquired  knowledge  of  methods  for  sorting  out 
the  feeble  minded,  the  prison  physician  cannot  lose  sight 
of  the  other,  the  physical  side  of  the  problem,  which  offers 
considerable  incentive  from  the  fact  that  while  feeble 
mindedness  cannot  be  cured,  physical  health  may  be 
restored. 

"The  object  of  these  examinations,  aside  from  the 
outlining  of  individual  treatment,  has  been  twofold 

1.  "To  determine,  as  accurately  as  possible  for  statisti- 
cal purposes,  the  actual  physical  condition  of  the  con- 
victed men  at  the  time  of  their  admission  to  prison. 

2.  "To  obtain  an  idea  of  the  amount  of  the  medical  and 
surgical  treatment  that  would  be  required  to  restore  these 
men  to  the  most  eflQcient  healthful  conditions." 

The  need  for  additional  facilities  for  caring  for  the  inmates 
of  the  staters  prisons  is  shown  by  reports  from  these  institutions. 
The  number  in  custody  on  June  30th  was  5,486  as  compared  with 
5,401  at  the  close  of  the  preceding  fiscal  year,  an  increase  of  85. 
There  was  an  increase  of  224  in  the  average  daily  population. 

The  following  table  shows  the  comparative  population  of  the 
state  prisons  during  the  fiscal  year  ending  September  30,  1915, 
and  the  nine  months  ending  June  30,  1916 : 

Population  at  Average  oailj  Cell 

PRISON  Close  of  Year  Population  Capacity 

1915  1916  1915  1915 

Airt>Tirn    1,429  1,355  1,427  1,455  1,282 

Auburn,  women's 117  117  111  117  135 

Clinton    1,400  1,443  1,447  1,404  1,214 

Great  Meadow   916  989  712  960  1,168 

Sing  Sing 1,539  1,582  1,618  1,603  1,200 


Total 5,401       5,486       5,315       5,539       4,99Q 

It  will  be  noted  from  the  foregoing  that  the  average  daily 
population  of  these  institutions  during  the  nine  months  ending 
in  June  exceeded  the  cell  capacity  by  540.  Sing  Sing  in  addition 
to  the  1,200  cells  reported  has  dormitory  accommodations  foF 
250,  but  the  average  daily  population  was  153  in  excess  of  these 
facilities.  On  the  other  hand  Great  Meadow  with  1,168  modem 
well  equipped  cells  had  an  average  daily  population  of  but  960. 
The  highest  number  in  custody  at  any  one  time  was  1,065  and  the 
lowest  831. 

With  a  view  to  relieving  the  congestion  in  the  state  prisons 
to  some  extent  the  Commission  in  October  adopted  a  resolution 
requesting  the  Board  of  Managers  of  Reformatories  to  take  up 
with  the  Superintendent  of  State  Prisons  the  matter  of  trans- 
ferring to  the  reformatory  at  Elmira  inmates  of  the  state  prisons 
under  twenty-five  years  of  age  who  are  first  offenders  and  whose 
records  warrant  such  transfer.    The  population  of  the  Elmira  in- 
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Btitution  is  low  and  the  Prison  Law  provides  that  whenever  there 
is  unoccupied  room  at  the  reformatories  at  Elmira  and  Napanoch 
the  Board  of  Managers  may  make  a  requisition  upon  the  Superin- 
tendent of  State  Prisons  for  the  transfer  of  a  suflQcient  number 
of  well-behaved  and  most  promising  convicts  under  thirty  years 
of  age  who  are  serving  their  first  terms. 

The  Board  of  Managers,  acting  on  this  resolution,  requested 
the  Superintendent  to  transfer  200  of  such  prisoners,  but  the 
Superintendent  replied  that  it  would  be  next  to  impossible  to 
find  in  the  state  prisons  200  first  termers  eligible  for  commitment 
to  Elmira  and  that  the  department  was  having  difiSculty  in  find- 
ing a  sufficient  number  of  inmates,  either  first  or  second  offenders, 
in  Auburn,  Sing  Sing  and  Clinton  prisons  to  keep  Great  Meadow 
Prison  filled. 

The  cost  of  maintenance  of  the  state  prisons  continues  to  in- 
crease. The  total  expenditures  for  the  fiscal  year  ending  Sep- 
tember 30,  1915,  were  f;i,012,792.11,  while  those  for  the  nine 
months  ending  June  30th  were  $837,201.46,  or  an  average  of 
?li3,022.38  per  month.  As  compared  with  an  average  of  $84,399.34 
during  the  year  1914-15  there  was  a  monthly  increase  of  |8,623.04. 

The  following  comparative  statement  shows  the  total  ex- 
penditures, per  capita  cost,  and  daily  average  population  for  the 
fiscal  year  ending  September  30, 1915,  and  the  nine  months  ending 
June  30,  1916: 


PRISON  EXPENDITURES 

1915  1916 

Auburn    $267,274.30  $210,033.39 

Auburn,  women's 29,612.82       23,347.55 

Clinton    259,373.08     205,939.15 

Great  Meadow 153,576.34    142,294.19 

Sing  Sing 302,982.57     255,587.18 

Total $1,012,792.11  $837,201.46    $190.55    $151.14    5,315    5,539 

The  foregoing  shows  an  average  monthly  per  capita  increase 
during  the  nine  months  ending  June  30th  of  $.91.  Auburn  Prison 
for  men  shows  a  monthly  increase  of  $.55;  Clinton,  an  increase 
of  $1.36;  and  Sing  Sing,  an  increase  of  $2.11.  The  State  Prison 
f<.r  Women  shows  a  decrease  of  $.06,  and  Great  Meadow  a  de- 
crease of  $1.50. 

Great  Meadow  Prison  is  located  on  a  site  of  about  1,100  acres, 
a  considerable  portion  of  which  is  under  cultivation.  With  an  in- 
creased population  more  land  could  be  worked  to  advantage.  In- 
mates from  this  institution  have  cultivated  the  Wingdale  prison 
site  and  others  have  been  assigned  to  the  State  Farm  for  Women 
at  Valatie  to  do  the  plowing  and  other  heavy  farm  work  there. 
Sing  Sing  inmates  were  employed  during  the  past  summer  at  the 
Beekman  site,  but  the  farming  operations  were  interfered  with  by 
the  military  camp  which  was  established  there  at  the  time  of  the 


Per  Cap 

ita 

Average  Daily 

Expenditures 

Population 

1915 

1916 

1915         1919 

$187.02 

$144.35 

1,427    1,455 

266.78 

199.55 

111       117 

179.24 

146.68 

1,447    1,404 

215.69 

148.22 

712      960 

187.26 

159.44 

1,608    1,603 
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mobilization  of  State  troops.  Clinton  Prison  has  a  farm,  bnt  a 
large  part  of  it  is  mountainous  and  timbered  and  nnsnited  for 
cultivation.  Auburn  has  none.  The  Commission  renews  its  rec- 
ommendation made  in  former  reports  that  additional  land  be 
purchased  for  Clinton  and  a  farm  for  Auburn.  The  warden  of 
Clinton  Prison  in  his  report  for  the  fiscal  year  ending  September 
30,  1915,  pointed  out  that  the  institution  was  purchasing  15,000 
bushels  of  potatoes  annually  while  within  a  mile  of  the  prison  is 
land  peculiarly  adapted  to  potato  growing.  It  was  his  opinion 
at  that  time  that  such  a  farm  would  pay  for  itself  in  less  than  five 
years.  Since  that  time  the  prices  of  potatoes  and  other  staples 
have  advanced  materially  and  the  necessity  for  the  purchase  of 
additional  land  has  become  more  apparent.  Auburn  Prison  could 
easily  cultivate  a  large  farm  near  the  institution  which  ought  te 
reduce  its  cost  of  maintenance. 

The  Mutual  Welfare  League,  a  system  of  self-government  de- 
signed to  develop  a  general  sense  of  responsibility  and  community 
of  interest,  has  been  continued  during  the  year  at  Auburn  and 
Sing  Sing  Prisons  and  the  "honor  system"  is  in  vogue  at  Great 
Meadow.  At  Clinton  Prison,  to  which  the  incorrigibles  and  more 
hardened  offenders  and  tuberculous  prisoners  are  transferred, 
the  discipline  is  more  strict. 

There  were  thirty-five  deaths  from  natural  causes  during  the 
nine  months  ending  in  June  as  compared  with  forty-four  the  pre- 
ceding fiscal  year.  Of  these  thirteen  were  at  Auburn,  nine  at 
Clinton,  two  at  Great  Meadow,  and  eleven  at  Sing  Sing.  There 
were  two  suicides,  one  at  Auburn  and  one  at  Sing  Sing.  Ten  men 
were  electrocuted,  one  at  Auburn  and  nine  at  Sing  Sing.  Here- 
after all  the  electrocutions  will  take  place  at  Sing  Sing. 

Forty  inmates  were  declared  insane  as  compared  with  forty- 
five  during  the  preceding  year.  Of  these,  nine  were  from  Auburn, 
eleven  from  Clinton,  four  from  Great  Meadow,  and  sixteen  from 
Sing  Sing. 

Seven  prisoners  were  reported  as  having  escaped  during  the 
nine  months,  five  from  Auburn,  one  from  Great  Meadow,  and  one 
from  Sing  Sing.  On  September  21st  the  Superintendent  of  State 
Prisons  notified  the  wardens  of  the  various  institutions  in  his  de- 
partment that  greater  restrictions  must  be  placed  on  the  inmates 
TO  prevent  escapes.  A  statement  issued  at  that  time  showed  that 
from  March  1st  to  that  date  thirty-five  convicts  had  escaped,  twen- 
tv-two  of  whom  are  still  at  large.  Of  these  sixteen  were  from 
Auburn,  one  from  Clinton,  five  from  Great  Meadow,  ten  from  Sing 
Sing,  and  three  from  the  State  Farm  for  Women.  Of  these  six 
had  been  returned  to  Auburn,  one  to  Clinton,  four  to  Sing  Sing, 
and  two  to  the  State  Farm  for  Women. 

"While  the  Superintendent  approves  of  the  aims  of  the  honor 
pystem  and  the  purposes  of  the  Mutual  Welfare  League,'*  the 
notification  read,  "the  number  of  recent  escapes  proves  conclusire- 
ly  that  greater  restrictions  must  be  placed  on  the  inmates.'' 

Subsequently,  on  October  19th,  six  convicts  made  a  sensatioii- 
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al  escape  from  Bing  Sing  by  driving  out  of  the  prison  gate  on  a 
motor  truck.    All  were  returned  to  the  institution. 


AUBURN  PRIBON 

AUBURN 

The  average  daily  population  of  Auburn  Prison  continues  t^ 

increase  although  tliere  were  fewer  prisoners  in  custody  on  Jun« 
30th  than  at  the  close  of  the  preceding  fiscal  year.  The  number  is 
custody  in  June  was  1,355  as  compared  with  1,429  in  September, 
The  average  daily  population  for  the  nine  months  ending  Jun^ 
80th  was  1,455  as  compared  with  1,427  the  preceding  year,  an  in- 
crease of  28.  The  number  in  custody  during  the  nine  monthi 
ranges  from  1,350  to  1,544.  The  institution  has  a  cell  capacity  oi 
1,282.  But  one  man  is  assigned  to  a  cell;  those  for  whom  no  cellf 
are  available  sleep  in  the  north  hall. 

Those  received  during  the  year  numbered  510  and  those  dis- 
charged, 584.  Of  those  received  6  were  transferred  from  Clinton 
Prison,  10  from  Great  Meadow,  and  124  from  Sing  Sing.  Of  those 
discharged  308  were  transferred  to  other  prisons. 

This  institution  is  about  a  century  old  and  the  cells  are  con- 
structed practically  the  same  as  those  at  Sing  Sing.  They  are 
without  sanitary  closets  and  lavatories,  and  the  ventilation  is  in- 
adequate. If  the  institution  is  to  be  retained  on  its  present  site, 
modern  cells  with  proper  sanitary  equipment  should  be  provided, 
particularly  in  the  south  cell  block.  The  kitchen  facilities  are 
old  and  inadequate  and  should  be  improved. 

The  warden  recommends,  among  other  things,  a  new  cell 
block,  the  establishment  of  a  central  heating,  lighting  and  power 
plant,  a  store  house,  the  purchase  of  a  farm,  an  indeterminate 
sentence  law  for  all  offenders,  and  a  pension  for  retired  employees. 

The  high  cost  of  food,  he  states,  has  made  the  matter  of  main- 
tenance a  very  serious  problem,  and  the  management  has  been 
unable  this  year  to  properly  feed  and  clothe  the  prisoners.  The 
necessity  for  larger  appropriations  for  maintenance,  he  states,  is 
very  apparent. 

The  warden  says  he  believes  the  conduct  of  the  institution,  so 
far  as  the  Mutual  Welfare  League  is  concerned,  has  been  success- 
ful. "Discipline  has  been  maintained,"  says  his  report,  "and  at 
all  times  the  management  of  the  institution  is  within  the  hands 
and  control  of  the  constituted  authorities.  ♦  ♦  ♦  ♦  ♦  There  can  be 
absolutely  no  question  that  the  physical  and  mental  condition  of 
the  men  in  the  institution  has  been  improved  by  the  exerci.se  and 
recreation  afforded  under  what  is  known  as  the  Mutual  Welfaw 
systenL** 
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STATE  PRISON  FOR  WOMEN 

AUBURN 

The  state  Prison  for  Women  at  Auburn,  formerly  used  as  an 
institution  for  the  care  of  the  insane,  is  in  the  immediate  charge 
of  a  matron,  but  is  under  the  general  supervision  of  the  warden 
of  Auburn  Prison. 

The  population  on  June  30th  was  117,  the  same  as  it  was  at 
the  close  of  the  preceding  fiscal  year,  but  the  average  daily  popula- 
tion increased  slightly  from  111  to  115.  There  are  135  cells,  or 
rooms,  in  the  prison.  There  was  one  death  during  the  nine  months 
ending  in  June,  a  suicide,  but  no  cases  of  insanity  were  reported. 

The  matron  renews  her  recommendation  for  facilities  to 
establish  a  domestic  science  department  which  she  thinks  would 
greatly  enhance  the  opportunities  of  discharged  inmates  to  earn 
their  livelihood.  The  appointment  of  three  additional  oflQcers  and 
a  dentist  is  recommended. 

The  warden  recommends  the  removal  of  the  Women^s  Prison 
to  some  other  site  and  the  use  of  the  present  building  and  grounds 
as  an  adjunct  of  the  men^s  institution. 

CLINTON  PRISON 

DANNKMORA 

Clinton  Prison  reports  a  cell  capacity  of  1,214  and  an  average 
daily  population  of  1,404  during  the  nine  months  ending  June 
30th,  43  less  than  the  average  for  the  preceding  fiscal  year.  No 
prisoners  are  "doubled  up"  in  this  institution,  provision  being 
made  for  caring  for  the  excess  population  in  the  corridors  of  the 
cell  block.  The  number  in  custody  on  June  30th  was  1,443  as  com- 
pared with  1,400  at  the  close  of  the  preceding  year.  The  number 
of  inmates  during  the  nine  months  ending  in  June  ranged  from 
1,326  to  1,495  and  that  of  the  preceding  fiscal  year  from  1,385  to 
1,512. 

During  the  nine  months  511  were  received  and  468  discharged. 
Of  those  received  141  were  transferred  from  Auburn  Prison,  65 
from  Great  Meadow,  151  from  Sing  Sing,  and  7  from  Dannemora 
State  Hospital  for  the  Criminal  Insane.  One  hundred  forty-seven 
were  transferred  to  other  prisons. 

Because  of  the  location  of  this  institution  in  the  mountains 
tuberculous  inmates  from  other  prisons  are  transferred  to  it. 
Work  on  the  new  tuberculosis  hospital  has  so  far  progressed  that 
it  is  expected  it  will  be  ready  for  occupancy  during  the  coming 
summer.  The  hospital  is  being  constructed  by  inmates,  a  large 
percentage  of  whom  are  tuberculous  patients.  When  the  hospital 
is  completed  the  present  tuberculosis  ward  will  be  converted  into 
a  chapel  and  the  present  chapel  into  an  additional  hospital.  Ap- 
propriations for  these  necessary  chan^^  -  are  recommended. 

A  number  of  minor  improvements  liave  been  made  in  the  in- 
stitution during  the  past  year.    Appropriations  are  recommended 
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for  rebuilding  the  laundry  to  include  a  new  bath  house,  the  upper 
•tory  to  be  used  for  a  school  building.  The  prison  wall  should  be 
completed  to  replace  the  present  wooden  stockade. 

The  cell  blocks  in  this  prison  are  old  and  without  modem 
sanitary  facilities.  An  appropriation  for  new  cells  is  recom- 
mended. 

The  Commission  in  December  made  an  investigation  of  con- 
ditions in  this  institution  but  has  not  reported  its  findings. 

GREAT  MEADOW  PRISON 

COMSTOCK 

This  institution  with  1,168  modern,  well  equipped  cells  has 
never  been  filled  to  its  capacity.  It  is  the  "honor  prison"  of  the 
State  and  no  prisoners  are  committed  to  it.  Its  population  is 
made  up  of  men  from  the  other  prisons  transferred  there  because 
of  good  conduct.  It  has  no  walled  enclosure  as  have  the  other 
prisons,  except  a  small  yard  between  the  administration  building 
and  the  north  wing,  and  the  inmates  are  given  varied  employment 
on  the  1,100  acres  comprising  the  prison  site. 

Until  the  past  year  only  first  offenders,  usually  those  having 
short  terms  to  serve,  were  sent  to  Great  Meadow.  The  Superin- 
tendent of  State  Prisons  has  had  difficulty  in  finding  a  sufficient 
number  of  men  eligible  for  transfer  and  some  second  offenders  are 
now  being  received.  If  a  man  sent  to  this  institution  becomes 
incorrigible  he  is  transferred  to  Clinton  Prison. 

The  highest  number  of  inmates  in  the  institution  during  the 
nine  months  ending  June  30th  was  1,065,  and  the  lowest  831.  The 
average  daily  population  was  960  as  compared  with  712  the  pre- 
ceding fiscal  year.  Of  the  685  received,  169  were  from  Auburn 
P^rison,  114  from  Clinton,  and  372  from  Sing  Sing.  For  violating 
their  parole  32  were  returned.    Those  discharged  numbered  612. 

The  work  of  cleaning  out  Dolph  Pond,  from  which  the  insti- 
tution gets  its  water  supply,  was  begun  early  in  the  year  and  is 
reported  to  be  progressing  rapidly.  The  old^  vegetation  is  being 
removed,  trees  and  bushes  are  being  cut  back  about  twenty-five 
feet  from  the  shore.  A  coffer  dam,  constructed  in  front  of  the  in- 
tnke,  will  make  it  unnecessary  to  cut  off  the  water  supply  during 
the  time  the  work  is  in  progress. 

Various  other  improvements  have  been  made  by  inmate  labor. 
Defects  in  the  septic  beds  have  been  corrected  and  retaining  walls 
built  in  accordance  with  suggestions  from  the  State  Department 
of  Fp^lth.  A  ronorete  culvert,  which  when  completed  will  be  ap- 
proximately 650  feet  in  length,  is  being  constructed  in  the  ravine 
at  the  north  end  of  the  cell  block  from  the  dam  to  the  drainage 
brook  at  the  foot  of  the  hill. 

The  sohool.  formerly  on  the  first  floor  of  the  Dormitory  build- 
ing hns  been  removed  to  the  second  floor  on  which  new  concrete 
floors  have  been  laid.    The  rooms  vacated  have  been  converted  into 
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a  chapel.  The  oflSces  on  the  first  floor  have  been  rearranged  and 
quarters  provided  for  the  shoe  shop  in  which  the  shoes  used  in 
the  institution  are  made.  Hospital  facilities  have  been  provided 
on  the  second  floor  and  the  library  has  been  moved  to  larger 
quarters  and  steel  shelving  constructed  to  take  the  place  of  the 
old  wooden  shelves. 

Officers'  cottages  are  being  constructed  and  excavation  work 
for  a  new  shop  is  progressing.  A  garage  of  concrete  blocks  wa» 
erected  in  the  rear  of  the  warden's  residence  on  the  site  of  the 
one  destroyed  by  fire. 

SING  SING  PRISON 

OSSINING 

The  cell  block  at  Sing  Sing  Prison,  for  many  years  condemned 
as  unfit  for  use,  is  to  be  razed  and  the  institution  converted  into 
a  receiving  and  distribution  station  for  the  other  state  prisons. 
This  old  cell  block  contains  1,200  cells  and  there  is  a  dormitory 
formerly  used  as  a  chapel  with  250  beds,  as  well  as  the  cells  where 
those  sentenced  to  death  are  confined.  A  large  proportion  of 
those  sentenced  to  state  prisons  is  at  present  received  at  Sing 
Sing  and  from  there  transferred  to  Auburn,  Clinton  and  Great 
Meadow  prisons. 

The  average  daily  population  during  the  nine  months  ending 
June  30th  was  1,603,  and  the  number  of  inmates  ranged  from  1,504 
to  1,680.  The  average  for  the  preceding  fiscal  year  was  1,608;  the 
lowest,  1,470 ;  and  the  highest,  1,790. 

Of  the  940  received  during  the  nine  months,  839  were  com- 
mitted from  the  Sing  Sing  Prison  district,  8  were  transferred 
from  Auburn  Prison,  29  from  Clinton,  and  25  from  Great  Meadow. 
Of  the  897  discharged  648  were  transferred  to  other  prisons  and 
128  were  paroled.  Eleven  died  from  natural  causes,  one  com- 
niitted  suicide,  nine  were  electrocuted,  and  sixteen  were  declared 
insane. 

Because  of  the  proposed  reconstruction  of  the  institution  feir 
Btructural  improvements  were  made  during  the  year.  With  a 
view  to  varying  the  daily  menu  as  much  as  possible  a  new  dietary 
was  established  early  in  the  year  by  Dr.  Emily  C.  Seaman  of 
Columbia  University.  A  new  kitchen  was  provided  in  what  was 
formerly  known  as  the  old  boiler  room,  with  concrete  floor,  and 
walls  and  ceiling  enameled  white.  New  equipment  was  installed, 
including  potato  steamers,  aluminum  kettles,  steam  kettles,  an 
electric  meat  chopper,  electric  potato  paring  machine,  large  ga» 
range  for  roasting  meats,  and  large  coffee  urns.  Those  employed 
in  the  kitchen  and  mess  hall  are  dressed  in  white  duck  suita 
Tables  with  white  enameled  tops  and  chairs  with  backs  are  being 
installed  in  place  of  the  old  tables  and  stools.  The  new  arranfe> 
ment  is  reported  to  have  improved  the  quality  and  cleanliness  of 
the  food  served. 
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PBISON  INDUSTRIES 

Beports  from  Auburn,  Clinton  and  Sing  Sing  prisone  for  the 
fiscal  period  ending  June  30th  show  a  decrease,  both  in  the  net 
Bales  and  earnings,  of  the  industries  in  these  institutions.  The 
industrial  departments  are  badly  handicapped  by  reason  of  out- 
of-date  and  worn  out  machinery  and  equipment,  most  of  which 
has  been  in  operation  in  the  prisons  more  than  a  score  of  years 
and  some  of  which  is  probably  more  than  half  a  century  old.  The 
necessity  for  constantly  shifting  men  from  one  prison  to  another 
and  the  fact  that  a  large  percentage  of  those  received  at  the  vari- 
ous prisons  are  unskilled  and  unwilling  workers  add  to  the  difl9- 
cnlties  of  those  having  the  industries  in  charge. 

The  comparative  statement  of  net  sales  for  the  fiscal  year  end- 
ing September  30,  1915,  and  the  fiscal  period  ending  June  30^ 
1916,  follows: 


1914—16  1915—16 

Auburn   $374,779.63  $201,202.16 

Clinton    221,730.46  169,363.95 

Sing  Sing 845,406.95  239,477.36 

Total $941,917.04  $610,043.47 


Averaere  monthly  Averagre  montii. 
decrease  ly  increase 


$8,875.84 
2,175.32 


$340.68 


$11,051.16 


$340.68 


The  comparative  statement  of  earnings  for  the  same  period 
follows : 

Average  monthly  Averaffe  month 

Decrease  ly  increase 
1914—16                    1916—16 

Auburn   $  31,619.70  $  8,860.97  $  3,618.52  

ainton    55,925.96            43,014.97             $118.94 

fcllng  Sing 82,084.21  44,180.17  1,931.44  

Total $169,629.87  $78,334.17  $5,549.96  $11&94 

It  will  be  seen  from  the  foregoing  figures  that  the  average 
monthly  sales  for  the  nine  months  ending  June  30,  1916,  decreased 
110,710.48  as  compared  with  the  fiscal  year  ending  September  30, 
1915,  and  the  average  monthly  earnings  decreased  |5,432.03. 

The  average  monthly  sales  for  the  fiscal  year  ending  Septem- 
ber 30,  1915,  were  |78,493.09,  and  those  for  the  preceding  year 
f 71,364.29,  an  increase  of  $7,128.80;  and  the  average  monthly 
earnings  $14,135.82  as  compared  with  $11,155.07,  an  increase  of 
$2,980.75. 

Clinton  Trison  shows  a  slight  increase  during  the  last  fiscal 
period  in  both  sales  and  earnings  as  compared  witii  the  preceding 
fiscal  year;  Sing  Sing  a  decrease  in  both;  and  Auburn  a  decrease 
in  sales  and  a  loss  of  $8,860.97.  This  loss  is  shown  despite  the 
fact  that  Auburn's  reported  sales  exceeded  those  of  Clinton  by 
$31,838.21. 

The  warden  of  Auburn  Prison  in  his  report  attributes  the  de- 
crease in  earnings  to  "the  increased  cost  of  aU  materials  and  sup- 
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plies  and  the  shortage  of  orders  for  school  desks.''  The  report 
shows  that  the  net  sales  from  the  school  furniture  department  for 
the  period  were  $18,368.77,  while  the  sales  for  the  preceding  fis- 
cal year  were  |107,888.05. 

The  bulk  of  the  orders  for  school  furniture  for  several  years 
has  been  received  from  New  York  city.  There  has  been  a  practi- 
cal suspension  of  the  building  of  new  school  houses  in  this  city 
during  the  past  year,  hence  few  orders  for  school  furniture  have 
been  received  from  that  source  and  the  upstate  demand  has  not 
been  large.  Styles  were  demanded  which  were  not  made  in  th^ 
prisons, 

A  report  of  an  examination  of  the  industrial  accounts  of 
Auburn  Prison  was  made  by  a  representative  of  the  State  Comp- 
troller in  December  in  which  the  necessity  is  pointed  out  for  mod- 
ern safe-guard  records  in  the  several  prison  industries,  stock 
ledgers,  a  requisition  system  for  stock  transfers,  and  possibly  a 
simple  cost-accounting  system  adapted  to  the  varying  require- 
ments in  each  institution. 

Among  other  benefits  which  may  be  attained  by  the  installa- 
tion and  enforcement  of  proper  stock  accounting  methods  the 
examiner  emphasizes  the  following : 

"1  As  a  safeguard  to  integrity  of  materials  and  supplies  in 
stock  (unused  or  in  process)  and  of  finished  products  (manufac- 
tured). 

"(a)  By  reducing  possibility  of  short  weights  and  meas- 
ures in  receipt  of  materials  purchased. 

"(b)  By  serving  to  restrain  tendency  toward  diversion 
of  materials  from  legitimate  channels  of  manufacture  within  the 
factory. 

"2.  As  preventative  of  accounting  inaccuracies  (intentional 
or  accidental)  which  now  obscure  the  results  of  industrial  opera- 
tions and  tend  to  discredit  the  present  accounting  system. 

"(a)  By  making  it  impossible  for  any  particular  indus- 
ti^  to  so  ^juggle'  its  charges  and  credits  as  to  profit  at  the  expense 
of  another  industry. 

"(b)  By  preventing  foremen  from  inflation  of  their  own 
inventories  (accidental  or  otherwise). 

"3.  As  insurance  against  failure  to  bill  out  all  products 
shipped  or  delivered  to  purchasers." 

The  report  gives  the  following  summary  of  results  which  the 
examiner  considers  attainable  under  a  factory  acccounting  sys- 
tem: 

"1.  The  Superintendent  of  Prisons  will  be  enabled  to  better 
determine  whether  a  particular  industry  is  truly  profitable  or 
otherwise,  and  why. 
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"2.  The  Board  of  Classification  will  be  aided  in  fixing  sales 
prices  of  prison  products. 

"3.  It  will  serve  to  segregate  legitimate  costs  of  operation 
from  abnormal  factors  of  loss  and  enable  judgment  as  to  whether 
or  not  such  losses  are  preventable  in  future. 

The  report  recommends  that  the  Superintendent  of  State 
Prisons  consider  discontinuing  one  or  both  of  the  school  furniture 
and  cabinet  industries,  as  under  existing  conditions  the  school 
furniture  industry  cannot  clear  its  expenses  and  fixed  charges  so 
long  as  its  sales  average  below  $7,000  per  month.  As  heretofore 
stated,  the  net  sales  from  this  industry  for  the  last  fiscal  period 
were  ?18,368.77,  or  an  average  of  $2,040.97  per  month.  To  a 
lesser  degree,  the  report  states,  the  cabinet  industry  has  suffered 
in  similar  manner. 

The  report  calls  attention  to  a  growing  tendency  toward 
unaccounted  waste  or  possible  misuse  of  raw  material  in  the 
school  furniture  industry  and  states  there  was  an  unexplained 
loss  per  desk  produced  of  $1.15  during  the  five  months  ending 
November  30,  1916. 

All  three  of  the  industrial  prisons  are  handicapped  by  reason 
of  old  and  obsolete  machinery  and  equipment.  In  the  woolen 
mill  at  Auburn  Prison  are  a  number  of  old  looms  which  were 
purchased  from  an  old  mill  about  twenty-five  years  ago  and  at  the 
time  of  purchase  some  of  them  were  about  fifty  years  old  accord- 
ing to  testimony  given  before  the  Pricing  Committee  of  the 
State  Board  of  Classification.  Much  of  the  machinery  was  in 
use  at  the  time  the  contract  labor  system  was  abolished  more 
than  twenty  years  ago.  The  Commission  has  requested  the  State 
Industrial  Commission  to  make  a  survey  of  the  various  prison 
industries  with  a  view  to  making  recommendations  as  to  what 
machinery  and  equipment  should  be  replaced. 

At  the  request  of  this  Commission  the  State  Industrial  Com- 
mission during  the  past  year  made  inspections  of  Auburn,  Clin- 
ton and  Sing  Sing  prisons  with  a  view  to  making  recommenda- 
tions to  safeguard  the  employees  from  injury.  The  inspector 
who  visited  Auburn  Prison  reported  that  "the  matter  of  safe- 
guarding the  machinery  has  been  almost  entirely  neglected,  and 
owing  to  the  great  amount  of  antiquated  and  unguarded  machin- 
ei*y  and  inexperienced  help  the  physical  hazard  is  very  bad.  ••♦• 
The  arrangement  of  the  machinery  and  general  layout  of  the  plant 
is  very  poor  and  as  a  result  the  various  parts  of  the  products 
cannot  be  processed  as  economically  as  if  up-to-date  properly 
arranged  machinery  were  in  use.  The  fire  hazard  is  greatly  in- 
creased by  the  location  of  the  dry  kilns  and  cabinet  and  school 
furniture  storerooms  in  the  main  building.  These  storerooms 
contain  highly  inflammable  materials  and  have  been  in  use  for 
so  long  a  period  that  the  floors  are  saturated  with  turpentine, 
oils,  and  another  liquid  called  "reducer"  which  contains  consider- 
able gasoline.     The  heating  and  power  plants  are  located  through 
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Tarious  parts  of  the  prison  instead  of  haying  one  centrally  located 
power-heating  plant." 

The  report  on  Clinton  Prison  states  that  the  matter  of  safe- 
guarding machinery  has  been  practically  neglected  except  in  iso- 
lated cases.  The  stairs  throughout  the  plant  are  lacking  in 
handrails  and  the  machine  shop  building  is  particularly  bad  from 
a  fire  hazard  point  of  view.  The  inspector  reports  that  except  for 
points  mentioned  "the  general  conditions  are  superior  to  those  in 
similar  plants  outside  and  the  amount  of  work  required  of  the 
men  ranging  from  one-tenth  to  one-fourteenth  of  that  required  of 
a  girl  in  an  outside  plant  along  similar  lines."  Attention  is 
called  "to  the  fact  that  practically  every  door  in  these  buildings 
used  for  manufacturing  purposes  opens  inwardly." 

The  report  on  Sing  Sing  Prison  indicates  that  much  of  the 
machinery  in  the  shops  is  unguarded  and  handrails  on  stairs 
are  needed. 

Copies  of  these  reports  which  contain  recommendations  for 
safeguarding  those  employed  in  the  various  shops  have  been  for- 
warded to  the  Superintendent  of  State  Prisons. 

The  Commission  in  previous  reports  has  pointed  out  the  fact 
that  the  majority  of  convicts  in  the  state  prisons  work  shorter 
hours  than  does  the  average  workman  in  free  life.  In  Sing  Sing 
Prison,  we  are  informed,  the  men  of  late  have  been  quitting  work 
at  3  o^clock  in  the  afternoon,  and  this,  coupled  with  the  fact  that 
the  shops  have  not  recently  been  fully  manned,  has  resulted  in 
less  work  being  done.  We  believe  the  inmates  should  work  at 
least  eight  hours  a  day.  If  this  were  doae  the  output  of  the  in- 
dustries should  be  materially  increased. 

At  the  close  of  the  past  fiscal  period  on  June  30th  the  indus- 
trial assets  of  Auburn,  Clinton  and  Sing  Sing  prisons  totaled 
^5]  ,051,861 .97  as  compared  with  11,223,362.08  on  September  30, 
1!)15.  Of  this  amount,  f  216,295.37  was  in  cash  as  compared  with 
1127,190.18  at  the  close  of  the  preceding  year.  Outstanding  ac- 
counts amounted  to  |348,820.46  as  compared  with  f430,634.20. 
Machinery  and  equipment  inventoried  at  1211,761.55  as  compared 
with  1232,369.01,  and  merchandise  |274,984.59  as  compared  with 
1430,273.18. 

The  statement  of  sales  and  eaminpcs  given  in  the  foregoing 
does  not  include  the  State  Prison  for  Women  at  Auburn  which  is 
a  part  of  Auburn  Prison.  This  institution's  net  sales  for  the 
nine  months  ending  June  30th  were  |3,334.52  as  compared  with 
J6,601.24  the  preceding  fiscal  year,  an  average  monthly  decrease 
of  1207.10.  The  earnings  for  the  corresponding  periods  were 
f  1,1 60.26  and  |1, 957.67,  an  average  monthly  decrease  of  $.3.'^.22. 

Great  Meadow  Prison  is  not  yet  regarded  as  an  industrial 
institution.  It  is  located  on  a  large  farm  and  derives  its  chief 
income  from  agricultural  pursuits.  It  has  a  mat  industry  at 
present  and  provision  has  been  made  for  a  workshop  which  it  is 
expected  will  be  constructed  during  the  coming  year.  The  prison 
makes  its  own  clothing,  shoes  and  hosiery.     A  varied  employment 
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is  afforded,  including  general  farm  work,  construction  of  build- 
ings, road  building,  quarrying  and  stone  crushing,  grading,  etc. 
The  farm  report  for  flie  period  ending  June  30th  shows  that  297 
acres  had  been  planted.  Livestock  on  hand  was  valued  at 
f  9,704.50.  The  dairy  yielded  f  9,384.61 ;  swine,  f  4,247.34 ;  poultry, 
|522.15;  crushed  stone,  $1,179.57;  and  the  estimated  earnings 
of  horses,  f4,305.00. 

A  considerable  aci*eage  is  devoted  to  a  nursery  from  which 
millions  of  trees  have  been  shipped  to  various  parts  of  the  State. 

Inmates  from  the  institution  were  employed  at  the  Wingdale 
prison  site  in  Dutchess  county  where  49  acres  were  under  cul- 
tivation. Livestock  on  hand  there  was  valued  at  f  2,446.50  ;hay 
and  oat  straw,  |2,675.00;  swine,  |80.00;  and  cattle,  $1,218.13. 

Approximately  400  inmates  from  the  various  prisons  were 
employed  on  the  highways  during  the  past  year,  an  appropriation 
of  $50,000  having  been  provided  for  this  work  by  the  last  Legisla- 
ture.   We  recommend  a  continuance  of  this  work. 

As  an  incentive  for  eflScient  work  on  the  part  of  the  inmates 
of  state  prisons  and  penitentiaries  a  law  was  enacted  by  the  last 
Legislature  (Chapter  358,  Laws  of  1916)  granting  a  dimunition  of 
sentence  for  services  well  performed.  The  statute  has  not  been 
In  operation  long  enough  to  demonstrate  whether  it  is  having  the 
desired  effect  of  stimulating  interest  and  faithful  work  on  the 
part  of  those  who  come  within  its  provisions. 

The  Commission  has  continued  to  secure  estimates  of  the 
amount  of  prison  made  goods  required  by  the  State  and  its  politi- 
cal subdivisions  as  a  guide  to  the  Superintendent  of  State  Prisons 
in  the  conduct  of  the  industries,  as  required  by  the  Prison  Law. 


PRISON  SCHOOLS 

The  educational  facilities  in  the  prisons  should  be  bettered 
and  broadened  and  attendance  at  school  should  be  made  compul- 
sory, particularly  as  applying  to  illiterates  and  those  unable  to 
read  or  write  the  English  language.  Reports  from  the  head 
teachers  in  charge  of  the  prison  schools  show  that  during  the  nine 
months  ending  June  30th  only  about  20  per  cent,  of  the  inmates 
of  the  prisons  were  enrolled  in  the  schools. 

The  attendance  during  the  fiscal  period  ending  in  June  as 
compared  with  the  fiscal  year  ending  September  30, 1915,  is  shown 
In  the  following  table : 

Bnrolled  at  close  Total  enrollment         Average  daily 

of  year  attendance 

1914-1915    1915-1916    1914-1915    1915-1916  1914-1915  1915-1916 

Anbum,    men's 470  391  972  775  382  279 

Auburn,  women's 56  56  93  77  41  50 

ainton    808  303  774  615  291  303 

Great   meadow 245  205  6.37  506  210  21« 

Sing  Sing 141  118  711  356  136  120 

Total 1,220       1,073       3,187       2,320       1,051       1,068 
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These  statistics  show  an  increase  in  averaj?e  daily  attendance 
at  Clinton,  Great  Meadow  and  the  State  Prison  for  Women  at 
Auburn  and  a  decrease  at  Auburn  and  Sing  Sing.  All  of  the 
prisons  show  a  decrease  in  the  number  enrolled  except  the  worn- 
en^s  prison  where  the  number  was  the  same. 

Many  illiterates  are  received  at  the  state  prisons  and  illiteiv 
acy  probably  has  an  important  part  in  the  circumstances  which 
lead  to  their  conviction.  Education  should  play  a  more  impor- 
tant role  in  making  them  better  men  and  women  and  every  oppor- 
tunity should  be  extended  to  all  the  inmates  of  the  prisons  to  leam 
and  to  put  in  practice  the  things  which  will  enable  them  to  lead 
upright  lives  when  released. 

Keference  was  made  in  our  last  report  to  the  marked  falling 
off  in  attendance  in  the  school  at  Sing  Sing  Prison.  The  unfavor- 
able showing  was  attributed  to  the  fact  that  since  1915  attendance 
at  school  has  been  voluntary.  Night  classes  conducted  by  the 
Mutual  Welfare  League  have  been  carried  on  but  the  day  school 
has  continued  to  decline  until  September  15th  when  the  sessions 
were  ordered  discontinued.  The  circumstances  leading  up  to  the 
discontinuance  of  the  school  are  set  forth  in  a  report  by  the  head 
teacher  which  says  in  part : 

"The  school,  as  one  of  the  departments  of  this  prison, 
has  shown  a  steady  decline  since  January,  1915 ;  this  con- 
dition being  directly  due  to  the  failure  on  the  part  of  the 
then  warden  and  his  successors  to  support  the  efforts  or 
to  consider  the  recommendations  made  from  time  to 
time  by  the  head  teacher  in  charge.  Its  sessions  were 
ordered  dismissed  on  several  occasions  in  order  that  the 
class  rooms  might  be  used  by  the  knitting  club,  committee 
meetings,  court  trials,  etc.  In  July,  1916,  an  order  was 
issued  compelling  the  head  teacher  to  permanently  vacate 
one  of  the  regular  class  rooms.  This  was  preceded  and  fol- 
lowed by  other  orders  tending  to  deprive  him  of  his  au- 
thority, to  limit  his  activities,  and  to  discourage  his  ef- 
forts. The  efficiency  of  a  school  could  not  be  maintained 
under  these  conditions.  However,  its  existence  did  contin- 
ue until  September  15,  1916,  when  by  orders  of  the  war- 
den, issued  through  the  deputy  warden,  the  principal  keep- 
er went  into  the  school,  while  I  was  absent,  dismissed  the 
classes  which  were  at  the  time  in  session  and  instructed 
the  teachers  that  places  in  the  shops  would  be  found  for 
them.  There  have  been  no  school  sessions  since.  The 
reason  given  for  closing  the  school  was  that  an  epidemic 
of  fever  was  expected.  No  such  epidemic  ever  developed. 
The  class  rooms  were  turned  over  to  those  in  charge  of 
the  hospital  and  the  mental  examinations." 

The  head  teacher  adds  that  he  has  the  assurance  of  the  pres- 
ent warden  that  the  school  will  be  resumed  in  the  near  future. 
Since  the  last  report  the  school  at  Great  Meadow  has  been  tran** 
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f erred  from  the  chapel  to  new  school  rooms  on  the  second  floor  of 
the  administration  building.  Three  of  the  four  rooms  assigned 
for  class  work  were  in  use  at  the  close  of  the  last  fiscal  period. 
The  head  teacher  reports  that  many  members  of  the  school  have 
been  paroled  and  because  of  this  the  classes  in  bookkeeping  and 
stenography  have  been  dismissed.  New  classes,  however,  will  be 
organized. 

The  head  teacher  at  Clinton  Prison  reports  that  the  school  has 
advanced,  both  in  attendance  and  in  the  character  of  the  work 
done.  One  hundred  thirty-two,  or  87  per  cent.,  of  those  entering 
the  prison  were  either  illiterate  or  had  little  education.  Auburn 
reports  that  13  per  cent,  of  the  men  who  entered  prison  during 
the  last  fiscal  period  were  illiterates.  In  the  women^s  prison  19 
illiterates  were  reported;  Great  Meadow  had  87;  and  Sing  Sing 
278.  Of  the  latter  number  but  73  attended  school.  There  were 
also  252  inmates  of  Sing  Sing  who  were  unable  to  read  or  write 
the  English  language. 

We  recommend  the  reestablishment  of  the  school  at  Sing  Sing 
and  a  general  extension  and  improvement  of  the  prison  school 
i]r8tem. 
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STATE  FARM  FOR  WOMEN 


The  State  Farm  for  Women  at  Valatie  is  one  of  the  institii' 
tions  administered  by  the  Superintendent  of  State  Prisons.  It 
was  first  opened  for  the  reception  of  inmates  on  October  1,  1914, 
and  to  it  are  committed  women  thirty  years  of  age  or  older  who 
have  been  convicted  of  misdemeanors  or  lesser  offenses  at  least 
live  times  during  the  two  years  immediately  preceding  commit- 
ment. The  State  Board  of  Parole  determines  the  len^  of  ien* 
tcnce  to  be  served  which  shall  not  exceed  three  years. 

The  institution  was  intended  to  accommodate  at  least  500 
inmates,  but  only  two  of  the  cottages  contemplated  have  been 
erected  and  but  little  progress  has  been  made  since  the  institution 
"v^as  opened  because  of  lack  of  funds.  These  two  cottages,  each 
designed  to  house  from  twenty-five  to  thirty  inmates,  have  been 
crowded  most  of  the  time.  During  the  first  year  79  inmates  were 
received  and  33  more  were  committed  to  it  during  the  nine  months 
ending  June  30th.  There  were  75  women  in  custody  at  the  close 
of  this  period.  The  highest  number  at  any  one  time  was  89 ;  the 
lowest,  60;  and  the  average  daily  population,  71.  The  institution 
Las  52  rooms. 

At  the  time  of  the  last  inspection  on  December  28th  no  funds 
were  available  to  transfer  paroled  and  discharged  inmates  to 
their  homes  or  to  other  places,  necessitating  their  remaining  at 
the  institution  until  money  is  forthcoming  or  they  are  able  to 
secure  work  nearby. 

The  purpose  of  the  institution  is  to  care  for  a  class  of  women 
who  are  frequent  offenders  and  who  need  to  be  restrained  in  a 
place  where  they  can  have  outdoor  employment  to  build  them  up 
physically.  Efforts  are  made  to  reclaim  these  women  to  a  life  of 
sobriety  and  industry  and  the  results  indicate  that  the  work  has 
not  been  without  avail. 

Mrs.  Jane  Armstrong  succeeded  John  H.  Mealy  as  warden 
on  August  15,  1916.  She  occupies  quarters  in  one  of  the  cottages, 
but  as  soon  as  a  house  on  the  farm  is  made  ready  she  will  live 
there,  thus  affording  additional  room  for  inmates. 

The  women  are  employed  on  the  319  acre  farm  and  at  institu- 
tional work.  The  hea\^  tasks,  such  as  plowing,  etc.,  are  done  by 
inmates  from  Great  Meadow  Prison,  a  few  of  whom  live  in  one 
of  the  houses  on  the  farm. 

Of  the  33  inmates  received  during  the  nine  months  ending 
June  30th,  all  but  one  were  convicted  of  intoxication.    Their  ageji 
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ranged  from  thirty  to  sixty-one.  Eighteen  of  them  had  served 
previous  terms  in  penitentiaries,  10  in  reformatories,  and  5  in 
jails.  Seventeen  were  married,  2  single,  and  14  widowed.  There 
was  one  negress  among  them. 

The  total  expenditures  for  the  support  of  the  institution  dur- 
ing the  fiscal  year  were  |15,455.83,  an  average  expenditure  of 
fL*20.79  per  inmate  and  a  daily  per  capita  expenditure  of  $.80r»8. 
This  is  slightly  less  than  the  expenditure  for  the  preceding  year 
when  the  daily  per  capita  was  f  .8227. 

To  continue  this  institution  with  the  present  facilities  means 
a  high  per  capita  cost.  If  it  is  to  fulfill  the  purpose  for  which  it 
was  established  additional  cottages  and  other  necessary  build- 
ings should  be  constructed.  Among  the  immediate  needs  are  a 
hennery  and  piggery. 
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REFOR/WATORIES 


The  State  maintains  four  reformatories.  The  New  York 
State  Reformatory  at  Elmira  and  the  Eastern  New  York  Reform- 
atory at  Napanoch  receive  young  men  between  the  ages  of  sixteen 
and  thirty  who  have  been  convicted  of  felonies.  The  New  York 
State  Reformatory  for  Women  at  Bedford  Hills  and  the  Western 
House  of  Refuge  for  Women  at  Albion  receive  young  women 
between  the  ages  of  sixteen  and  thirty  who  have  been  convicted 
of  misdemeanors  or  felony,  first  offense.  The  reformatories  for 
women  are  subject  to  the  joint  visitation  and  inspection  of  this 
Commission  and  the  State  Board  of  Charities. 

These  reformatories  are  controlled  by  boards  of  managers 
appointed  by  the  Governor,  the  managers  in  turn  appointing 
the  officials  directly  in  charge.  The  two  reformatories  for  males 
are  under  the  same  board  of  managers.  No  commitments  are 
made  to  the  Eastern  New  York  Reformatory,  as  offenders  are  first 
sent  to  Elmira  and  from  there  transferred  to  Napanoch.  Females 
committed  from  the  first,  second,  third  and  ninth  judical  districts 
are  sent  to  Bedford  and  those  from  the  fourth,  fifth,  sixth,  seventh 
and  eighth  to  Albion.  The  length  of  sentence  for  males  is  deter- 
mined by  the  board  of  managers,  but  cannot  exceed  the  maximum 
term  for  the  crime  for  which  the  prisoner  was  convicted.  The 
women  also  are  sentenced  for  an  indeterminate  period  which 
shall  not  exceed  three  years,  as  the  board  of  managers  decides. 

It  will  thus  be  seen  that  while  the  State  provides  reformatory 
training  for  its  male  felons  there  is  no  State  institution  to  which 
a  male  misdemeanant  over  eighteen  years  of  age  may  be  sent 
except  to  a  penitentiary  or  county  jail.  New  York  city  has  a 
reformatory  for  its  young  misdemeanants  at  New  Hampton  Farms 
in  Orange  county. 

This  Commission  for  years  has  called  the  attention  of  the 
Legislature  to  the  necessity  for  an  institution  to  which  male  mis- 
demeanants can  be  sent,  and  in  1912  an  act  was  passed  establish- 
ing a  reformatory  for  male  misdemeanants  between  the  ages  of 
sixteen  and  twenty -one  and  |50,000  was  appropriated  for  the 
purchase  of  a  site  and  such  preliminary  work  as  could  be  done 
with  funds  available.  No  site  was  purchased  and  the  appropria- 
tion lapsed  last  June. 

That  the  need  for  such  an  institution  is  as  urgent  as  ever  is 
shown  by  the  fact  that  during  the  nine  months  ending  June  30, 
1016,  there  were  admitted  to  the  four  penitentiaries  outside  of 
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Kew  York  city  537  young  men  between  the  ages  of  sixteen  and 
twenty-one.  During  the  same  period  2,231  young  men  of  this 
class  were  admitted  to  the  various  county  jails  outside  of  New 
York  city,  possibly  two-thirds  of  whom  were  under  sentence. 
Many  of  these  youthful  offenders  would  undoubtedly  have  been 
given  a  reformatdry  sentence  had  an  institution  been  available. 

The  act  establishing  the  reformatory  for  male  misdemeanants 
still  remains  on  the  statute  books,  but  without  necessary  funds 
to  purchase  a  site  and  erect  the  institution  it  is  practically  in- 
operative. The  Commission  strongly  recommends  that  an  appro- 
priation be  made  available  to  provide  this  much  needed  institu- 
tion. 

NEW  YORK  STATE  REFORMATORY 

ELMIRA 

There  was  a  conspicuous  decrease  in  the  population  of  this 
institution  during  the  past  year.  During  the  five  years  ending 
September  30,  1915,  the  average  daily  population  was  1,371.  The 
population  on  September  30, 1915,  was  1,279,  and  on  June  30, 1916, 
it  had  fallen  to  988.  Later  in  the  year  it  went  down  to  about  800 
with  a  corresponding  decrease  at  the  Eastern  New  York  Reform- 
atory to  which  it  transfers  its  older  inmates.  During  the  nine 
months  the  number  of  inmates  ranged  from  968  to  1,311,  and  the 
average  daily  population  was  1,145.  There  were  two  deaths  and 
one  suicide,  ten  were  declared  insane,  and  780  were  paroled.  The 
institution  has  1,440  cells. 

The  reasons  ascribed  by  the  officials  of  the  institution  for 
this  marked  decrease  in  population  are  fewer  arrests  in  New 
York  city,  the  falling  off  in  immigration,  greater  industrial  oppor- 
tunities, probation,  and  the  organizations  for  "saving  the  boys." 

The  gross  cost  of  maintenance  for  the  fiscal  period  ending 
June  30th  was  .1^258,416.86.  The  gain  in  inventories  during  the 
period  was  |2,733.73  with  no  accounts  payable.  The  receipts  on 
account  of  sales  from  industries,  sales  of  old  and  worn  out  mater- 
ials, farm  sales,  and  maintenance  of  United  States  prisoners 
amounted  to  125,721.38,  making  the  net  cost  of  maintenance  for 
the  period  |229,961.75,  or  an  average  of  |25,551.30  per  month. 
The  cost  for  the  preceding  fiscal  year  was  |24,588.15  per  month, 
showing  a  monthly  increase  during  the  past  fiscal  period  of 
1963.15.  The  gross  cost  of  maintenance  per  capita  per  diem  was 
1.823. 

The  institution  has  a  few  industries  employing  only  a  compar- 
atively few  of  the  inmates  They  include  the  manufacture  of  cloth- 
ing and  stationery  and  coffee  roasting.  The  soap  industry  has 
not  been  in  operation  since  December,  1914,  fire  having  destroyed 
the  soap  shop  and  others. 

The  amount  of  sales  of  industries  for  the  past  fiscal  period 
was  122,281.00  as  compared  were  133,481.27  for  the  preceding 
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fiscal  year.  The  earnings  were  f3,758.49  as  compared  with  (0,S23.* 
2i{.    This  shows  a  decrease  in  earnings  of  |151.22  per  mouth. 

The  institution  for  a  number  of  years  has  manufactured  uni- 
forms for  the  New  York  State  Soldiers  and  Sailor^s  Home  at 
Bath  and  the  New  York  State  Women's  Ivelicf  Corps  Home  at 
Oxford.  By  the  enactment  of  Chapter  533  of  the  laws  of  1916 
these  institutions  were  exempted  from  the  provisions  of  the  Prison 
Law  requiring  the  purchase  of  uniforms  from  the  penal  institu- 
tions of  the  State.  The  Commission  opposed  the  passage  of  this 
bill  on  the  ground  that  it  would  practically  wipe  out  the  clothing 
industry  at  this  institution  and  might  prove  an  entering  wedge 
whereby  other  state  institutions  would  seek  to  secure  exemptions. 

The  sales  of  the  industries  for  the  fiscal  year  ending  September 
30,  1915,  and  the  fiscal  period  ending  June  30th  were  as  follows: 

1916  1916 

Stationery  and  blank  book  department $  3,010.14  $  2,260.37 

Soap  department 4,640.67            

Clothing  department 11,709.00  11.091.98 

Coffee  roasting 13,911.01  8,610.25 

Miscellaneous    310.45  318.40 

Total $33,481.27  $22,281,00 

A  number  of  inmates  are  employed  on  the  reformatory  farm 
which  comprises  333  acres.  The  Legislature  of  1916  appropriated 
$25,000  for  the  acquisition  of  additional  farm  land  in  the  immedi- 
ate vicinity  of  the  institution  which  will  provide  a  right  of  way 
for  a  switch  from  the  Erie  railroad  to  the  institution.  At  the 
present  time  supplies  for  the  institution  are  hauled  by  team  or 
auto  truck. 

Inmates  of  the  reformatory  are  given  religious,  physical, 
educational  and  industrial  training.  Religious  services  are  con- 
ducted by  Protestant,  Catholic  and  Hebrew  clergymen.  Military 
drills,  setting-up  exercises  and  gymnasium  training  aid  in  devel- 
oping the  inmates  physically.  Trade  schools  are  conducted  to 
teach  them  trades  and  there  is  a  well  organized  school  system. 

Recently  a  laboratory  has  been  established  for  the  psycho- 
analysis of  all  the  inmates  with  a  trained  alienist  in  charge.  Each 
inmate  is  thoroughly  examined  physically  and  mentally  and  re- 
cords are  kept. 

The  segregation  of  the  mental  defectives  is  reported  to  have 
produced  satisfactory  results.  The  school  director  in  his  report 
says  of  this  class  of  inmates:  "Careful  study  has  been  made  of 
all  men  whose  school  work  has  proven  unsatisfactory.  Subsequent 
investigations  and  results  of  examinations  provided  that  a  few 
thought  at  first  to  be  mentally  weak  were  only  very  backward.  A 
number  of  these  "backward  ones"  since  being  thoroughly  aroused 
montally  and  physically  have  not  failed  in  a  single  examination. 
A  very  small  percentage  of  the  segregated  men  have  failed  to  show 
improvement." 

The  foundations  have  been  laid  for  the  construction  of  a 


STATE  COMMISSION  OP  PRISONS  01 

new  trade  school  building  to  replace  the  one  destroyed  by  fire 
in  1914. 

EASTERN  NEW  YORK  REFORMATORY 

NAPANOCH 

The  population  of  this  reformatory,  like  that  of  the  parent 
institution  at  Elmira,  decreased  considerably  during  the  fiscal 
period  ending  June  30th  as  compared  with  the  preceding  fiscal 
year.  The  population  on  June  30th  was  328  as  compared  with 
3TG  on  the  preceding  September  30th.  The  highest  was  440  and 
the  lowest  320.  The  average  daily  population  was  382  as  com- 
pared with  446  the  preceding  year.  The  average  daily  population 
for  the  five  years  ending  September  30,  1915,  was  430.  There 
were  no  deaths  during  the  past  fiscal  period.  Ten  were  declared 
insane  and  290  were  released  on  parole. 

The  institution  has  496  cells,  although  originally  designed 
to  house  1,000  inmates.  Much  of  the  structural  work  has  been 
done  by  the  prisoners.  A  new  hospital  is  being  erected  and  the 
tiulets  and  lavatories  are  being  installed  in  the  south  wing.  An 
appropriation  is  recommended  to  similarly  equip  all  the  cells. 

There  are  no  trade  schools  or  industries,  but  the  inmates  are 
given  practical  training  in  the  varied  branches  of  construction 
work.  Others  are  employed  on  the  farm  and  at  institutional 
w(irk. 

The  total  cost  of  maintenance  for  the  nine  months  ending 
June  30th  was  f  90,974.75  and  the  per  capita  cost  $237.93. 

NEW  YORK  STATE  REFORMATORY  FOR  WOMEN 

BEDFORD  HILLS 

This  institution  had  a  population  on  June  30th  of  349  inmates 
and  31  infants  as  compared  with  371  inmates  and  30  infants  at  the 
close  of  the  preceding  fiscal  year.  The  population  during  the 
fiscal  i)eriod  ending  in  June  ranged  from  379  to  403,  the  daily 
average  being  387.  There  were  admitted  during  the  period  195 
inmates  and  15  infants. 

During  the  year  Miss  Helen  A.  Cobb  succeeded  Miss  Mary  R. 
More  as  superintendent.  The  psychopathic  hospital  of  the  Bureau 
of  Social  Hygiene  was  opened  in  September. 

Tl>e  net  per  capita  cost  of  maintenance  for  the  nine  months 
was  1299.17. 

WESTERN  HOUSE  OF  REFUGE  FOR  WOMEN 

ALBION 

This  reformatory  has  a  capacity  of  215,  but  provision  has 
b(M»n  made  for  the  constniction  of  an  additional  cottage  which  is 
n(»e'\*(l  as  at  times  the  institution  is  overcrowded.    The  popula- 
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tion  on  June  30th  was  188  women  and  18  infants.  At  the  close 
of  the  preceding  fiscal  year  there  were  224  women  and  19  infanti 
in  custody.  During  the  fiscal  period  ending  in  June  57  women 
and  6  infants  were  admitted. 

An  additional  cottage  is  needed  for  women  with  babies,  and 
a  disciplinary  building  should  also  be  provided.  The  Commission 
recommends  the  erection  of  one  cottage  annually  until  the  capac- 
ity of  the  institution  reaches  500. 

The  net  per  capita  cost  of  maintenance  for  the  fiscal  period 
ending  in  June  was  1213.81. 
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PENITENTIARIES 


Perhaps  in  no  other  group  of  institutions  which  the  Com' 
mission  inspects  have  the  improvements  been  so  marked  during 
the  past  year  as  in  the  penitentiaries.  There  are  five  of  these 
institutions  in  Albany,  Erie,  Monroe,  New  York  and  Onondaga 
counties,  and  another  is  under  construction  and  nearly  completed 
in  Westchester  county.  All  are  under  the  control  of  the  boards 
of  supervisors  in  their  respective  counties  except  the  New  York 
County  Penitentiary  on  Blackwell's  Island  and  its  branch  on 
Hart^s  Island  which  are  administered  by  the  Commissioner  of 
Correction  of  the  city  of  New  York. 

The  New  York  County  Penitentiary  is  an  old  structure  with 
celLs  little  better  than  those  at  Sing  Sing.  Its  cell  capacity  is 
1104  and  for  years  it  has  been  overcrowded,  necessitating  putting 
two  prisoners  in  a  cell,  at  times  thereby  aggravating  the  insanitary 
conditions.  A  change  for  the  better  occurred  during  the  year 
1915  when  doubling  up  was  avoided  by  placing  cots  in  the  corri- 
dors and  elsewhere  to  accommodate  the  excess  population,  and 
many  other  improvements  were  made  as  enumerated  in  our  re- 
port of  last  year. 

When  the  parole  and  indeterminate  sentence  law  was  put 
into  effect  on  January  1,  1916,  in  New  York  city,  the  character 
of  the  institution  began  to  assume  a  reformatory  rather  than  a 
prison  type.  This  law  permits  the  Commissioner  of  Correction 
to  transfer  inmates  from  any  institution  of  the  department  to 
any  other  institution  under  his  jurisdiction,  and  under  its  pro- 
visions the  foundation  has  been  laid  for  converting  the  peniten- 
tiary into  a  clearing  house  in  which  prisoners  sentenced  under 
the  indeterminate  sentence  act  can  be  examined  and  studied  to 
determine  as  to  their  mentality,  physical  condition,  training, 
education,  and  ability  to  work.  A  branch  penitentiary  was  estab- 
lished at  Hart's  Island  and  many  of  the  inmates  were  trans- 
ferred there,  so  that  the  population  of  the  penitentiary  proper  at 
the  close  of  the  year  was  about  600. 

A  superintendent  of  industries  was  appointed  at  the  begin- 
ning of  the  year  and  the  industries  are  being  reorganized  and  re- 
moved to  the  branch  penitentiary  at  Hart's  Island  and  equipped 
with  new  and  modern  machinery.  The  shops  thus  vacated  at 
Blackwell's  Island  are  to  be  converted  into  a  clearing  house  and 
hospital  for  male  prisoners.  With  new  equipment  the  Depart- 
ment hopes  to  materially  increase  the  output  of  the  industries 
which  is  sold  to  the  city.  The  Department  also  plans  to  develop 
and  improve  the  school  work  of  the  institution.  The  reform 
school  for  boys  on  Hart's  Island  is  being  reorganized  and  a  school 
of  instruction  for  officers  is  soon  to  be  started. 
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The  board  of  supervisors  of  Erie  county  has  gone  on  record 
as  favoring  the  removal  of  the  Erie  County  Teniteutiary  from  the 
city  of  Buffalo  to  the  county  farm  which  is  being  developed  at 
Wende.  The  board  at  a  meeting  in  October  voted  to  buy  318  acres 
to  add  to  the  present  farm  of  420  acres  upon  which  inmates  from 
tlie  Penitentiary  have  erected  a  two-story  cement  structure  which 
will  be  used  for  the  time  being  for  dormitory  and  other  purposes, 
a  concrete  piggery,  and  a  sewage  disposal  plant.  Many  other 
improvements  have  been  made  at  the  farm  and  considerable  hijjh- 
way  work  done,  but  many  of  the  inmates  of  the  penitentiary  in 
Buffalo  are  idle  and  the  institution  has  been  congested  during  the 
past  year  so  that  men  have  been  doubled  up. 

To  remedy  these  conditions  the  Commission  has  recommended 
to  the  board  that  the  institution  be  removed  to  the  farm  as  soon 
as  possible  and  a  comprehensive  plan  for  the  employment  of  all 
the  inmates  developed.  The  construction  of  the  new  buildings 
necessary  to  house  and  care  for  the  inmates  would  keep  many  of 
them  busy,  but  industries  will  be  necessary  if  all  the  prisoners 
me  to  be  kept  emploj^ed  in  winter  as  well  as  summer.  The  pur- 
chase of  a  stone  quarry  to  be  operated  in  connection  with  road 
work  and  the  establishment  of  a  brickmaking  plant  have  been  rec- 
ommended as  means  of  furnishing  additional  employment. 

Comprehensive  reports  of  inspection  of  the  penitentiary  at 
Buffalo  and  the  road  work  and  farm  at  Wende  will  be  found  else- 
where in  this  report. 

Of  the  four  upstate  counties  maintaining  penitentiaries  Onon- 
daga excels  the  others  in  keeping  its  prisoners  employed.  The 
institution  is  located  on  a  farm  at  Jamesville  and  the  inmates 
operate  a  quarry  and  stone  crushing  plant  throughout  the  year. 
In  summer  farm  work  and  road  building  furnish  additional  em- 
ployment. This  penitentiary  is  the  most  modern  institution  of  its 
kind  in  the  State  and  is  well  kept. 

Reports  of  unsatisfactory  conditions  in  the  administration 
of  the  institution  led  to  an  investigation  by  the  Commission  dur- 
ing the  past  year.  It  was  found  that  prisoners  who  had  attempted 
to  escape  were  compelled  to  wear  heavy  chains  riveted  to  their 
ankles  continously  for  long  periods;  that  others  who  committed 
offenses  were  imprisoned  in  dungeon  cells  in  the  basement  of  the 
institution  on  a  bread  and  water  diet  or  compelled  to  stand  on 
a  crack  on  the  cement  floor  in  the  cell  hall  with  arms  folded  for 
periods  up  to  twelve  hours;  that  no  written  rules  and  regulations 
as  to  different  offenses  were  provided  and  prisoners  were  punished 
for  violation  of  rules  of  which  they  had  no  knowledge;  that  no 
recreation  was  provided ;  that  no  careful  physical  examination 
was  made  of  each  prisoner  entering  the  institution  to  determine 
whether  or  not  he  had  tuberculosis  or  venereal  disease;  that  the 
prisoners  were  not  allowed  to  converse  at  meals;  that  there  were 
i:o  facilities  for  the  education  of  prison  ^;  and  that  the  letter 
privileges  of  the  innintes  were  too  curtnilo<l. 

As  a  result  of  these  findings  the  Commission  recommended, 
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among  other  things,  that  the  superintendent  be  removed;  that 
striped  clothing  and  the  wearing  of  chains  be  abolished ;  that  the 
use  of  the  dungeon  cells  and  standing  on  the  crack  be  discontinu- 
ed ;  that  printed  rules  be  provided ;  that  prisoners  be  confined  for 
punishment  in  a  light  cell  above  ground  and  be  allowed  half  a 
loaf  of  bread  twice  a  day  and  all  the  water  they  desire  and  that 
they  be  allowed  to  exercise  in  a  corridor;  that  each  prisoner  be 
examined  upon  entering  the  institution  and  segregated  if  found 
to  be  diseased;  that  prisoners  be  allowed  to  converse  at  meals  and 
tliat  water  be  furnished  with  meals;  that  more  frequent  letter 
writing  be  permitted;  that  educational  and  recreational  facilities 
be  atforded;  and  that  '*the  administration  should  realize  that  its 
full  duty  is  not  done  where  prisoners  are  simply  kept  from  escap- 
ing and  live  the  repressive  prison  life,  but  that  systematic  and 
sympathetic  efforts  be  made  for  the  physical,  mental  and  moral 
improvement  of  the  prisoners  to  the  end  that  they  may  issue  from 
the  penitentiary  better  men." 

These  recommendations  were  considered  by  the  board  of 
rupervisors  which  recommended  that  the  wearing  of  stripes  and 
the  use  of  chains  be  abolished ;  that  the  dungeon  cells  be  converted 
into  well  lighted  and  ventilated  quarters  for  isolation  purposes; 
that  printed  rules  be  provided ;  that  water  be  furnished  with 
meals ;  that  the  matter  of  permitting  conversation  at  meals,  more 
frequent  letter  writing,  and  standing  on  the  crack  and  similar 
forms  of  punishment  be  left  to  the  discretion  of  the  superintend- 
ent; that  the  prison  physician  be  the  judge  of  confinement  of  pris- 
oners for  punishment  so  as  to  prevent  the  impairment  of  the  pris- 
oners' health:  that  prisoners  not  employed  at  manual  labor  and 
not  undergoing  punishment  be  allowed  a  certain  period  of  time 
each  day  for  exercise;  and  that  every  prisoner  entering  the  insti- 
tution be  examined  by  the  prison  physician  and  if  found  to  have 
tuberculosis  or  a  venereal  disease  that  he  be  segregated  so  far  as 
possible  from  the  prison  body.  The  board  gave  it  as  its  opinion 
that  the  average  time  of  commitment  was  too  short  to  warrant 
engaging  a  teacher  for  illiterates,  and  that  "the  present  superin- 
tendent makes  an  effort  to  and  encourages  the  men  to  improve 
their  condition,  both  mentally  and  physically." 

Subsequently  the  Commission  renewed  some  of  its  recom- 
mendations as  follows : 

"That  standing  on  the  crack  be  discontinued;  that  prisoners 
be  allowed  to  converse  at  meals;  that  all  prisoners  be  allowed 
one  hour  every  working  day  and  half  a  day  on  Sundays  and  holi- 
days for  recreation  in  the  yard ;  that  in  view  of  the  vital  import- 
ance of  education  as  a  means  of  reducing  crime  the  board  of 
s  ipervisors  employ  one  paid  teacher,  who,  with  prison  assistants, 
shall  teach  illiterates  to  read  and  write  and  furnish  other  courses 
of  instruction." 

The  Monroe  County  Penitentiary  is  an  old  institution  with- 
out modern  sanitary  facilities  in  the  cells,  but  is  well  conducted 
fv<  m  a  standpoint  of  cleanliness.    Farming  and  institutional  work 


86  TWBNTY-8BC0ND  ANNUAL  REPORT  OF  THE 

are  the  chief  occupations  of  its  inmates,  but  only  a  part  of 
them  are  thus  employed,  particularly  in  winter  when  many  sit  in 
idleness  in  buildings  formerly  devoted  to  industrial  pursuits. 
Asa  result  of  its  farming  operations  this  institution  is  practically 
self-supporting. 

The  silent  system  prevails  and  educational  advantages  are 
lacking.  With  shop  buildings  available  industries  could  be  estab- 
lished which  would  give  employment  to  many  now  maintained 
in  idleness.  The  product  of  these  industries  could  be  sold  to  the 
county  of  Monroe  and  the  city  of  Rochester,  or,  if  these  political 
divisions  do  not  present  an  adequate  market  the  output  could  be 
sold  through  the  medium  of  the  office  of  the  Superintendent  of 
State  Prisons  who  is  authorized  by  a  recent  amendment  to  the 
I*rison  Law  to  assist  in  marketing  products  of  penitentiaries  and 
county  jails.  It  would  also  appear  that  some  of  the  convicts  could 
be  employed  to  advantage  on  the  highways  of  the  county  as  is 
done  in  Onondaga  and  Erie  counties.  The  women  in  the  institu- 
tion are  employed  principally  in  the  manufacture  of  clothing. 

Commendable  efforts  have  been  made  during  the  year  to  im- 
prove conditions  in  the  Albany  County  Penitentiary.  It  is  the 
intention  of  the  county  authorities  eventually  to  dispose  of  the 
penitentiary  and  almshouse  properties  in  the  city  and  purchase 
a  farm  in  the  country  where  a  new  almshouse  and  a  modern  county 
jail  will  be  constructed.  When  this  is  accomplished  the  peni- 
tentiary may  be  abandoned. 

Meanwhile,  the  penitentiary  and  county  jail,  which  occupies 
the  south  wing  of  the  penitentiary  building,  are  being  rehabilita- 
ted. The  buildings  are  being  repaired  and  repainted  and  some  of 
tie  more  dilapidated  ones  have  been  razed.  The  whitewash  has 
been  scraped  from  the  interior  of  all  the  cells  in  the  men's  depart- 
ment and  they  have  been  painted.  One  of  the  old  shops  has  been 
converted  into  a  modern  mess  hall  and  another  into  a  bath  house 
with  showers.  As  soon  as  the  present  suits  of  striped  material 
have  been  worn  out  stripes  will  be  discarded  and  suits  of  gray 
substituted.  These  and  other  improvements  will  serve  to  make 
tliis  institution  more  habitable  until  the  plans  for  a  new  jail 
materialize. 

With  fewer  inmates  the  sheriff,  who  is  the  custodian  of  the 
institution,  has  managed  to  keep  most  of  the  able-bodied  prisoners 
employed  during  the  past  year,  but,  like  the  Monroe  County  Peni- 
tentiary, this  institution  requires  industries  if  all  its  inmates  are 
to  be  kept  busy,  especially  during  the  winter  season.  There  is  a 
small  tract  of  land  adjacent  which  the  sheriff  proposes  to  cultivate 
intensively  next  summer. 

The  new  Westchester  County  Penitentiary  and  Workhouse 
at  East  View  was  expected  to  have  been  completed  by  January  1, 
1917,  but  the  work  has  not  progressed  as  rapidly  as  had  been 
phinnod  and  the  institution,  which  was  described  in  our  last 
annual  report,  probably  will  not  be  completed  much  before  spring. 
The  plans  provide  for  administration  school,  refectory,  bath  and 
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reception  buildings,  and  four  cell  blocks  connected  with  the  ad- 
ministration building  by  a  long  corridor.  The  buildings  under 
construction  will  accommodate  only  male  prisoners,  it  being  the 
purpose  of  the  Westchester  County  Buildings  Commission,  which 
has  the  construction  work  in  charge,  to  build  quarters  for  female 
prisoners  and  shops  by  inmate  labor  after  the  institution  has  been 
opened.  Prisoners  serving  sentence  in  the  county  jail  at  White 
Plains  when  the  new  institution  is  ready  for  occupancy  will  be 
transferred  to  the  penitentiary,  and,  under  the  provisions  of 
chapter  236  of  the  laws  of  1916,  prisoners  from  Westchester  county 
serving  sentences  in  any  other  penitentiary  may  be  transferred  to 
the  new  institution  to  serve  the  balance  of  the  term  for  which 
tliey  were  committed.  During  the  nine  months  ending  June  30th 
Westchester  county  sent  305  males  and  38  females  to  the  New 
York  County  Penitentiary. 

Under  the  same  statute  Westchester  county  may  enter  into  an 
agreement  with  any  other  county  in  the  state  to  care  for  its  pris- 
oners and  it  is  probable  that  Orange,  Putnam  and  Rockland,  and 
possibly  Nassau  and  Suflfolk,  which  now  send  their  prisoners  to 
the  New  York  County  Penitentiary,  may  commit  them  to  West- 
chester. In  the  event  of  the  abandonment  of  the  Albany  County 
Penitentiary  the  Westchester  institution  will  afford  a  place  of  de- 
tention for  prisoners  from  counties  now  committing  their  pris- 
oners to  Albany.  Of  these  Delaware,  Dutchess  and  Ulster  coun- 
ties are  so  situated  geographically  as  to  make  it  as  convenient  to 
send  their  prisoners  to  Westchester,  as  to  Albany,  and  when  to 
this  is  added  the  fact  that  the  new  Westchester  penitentiary  is 
located  on  a  600  acre  farm  which  will  afford  employment  for  its 
inmates,  it  would  appear  for  the  best  interests  of  all  concerned  to 
commit  to  the  new  institution. 

As  stated  in  previous  reports,  the  penitentiaries,  although 
controlled  by  local  authorities,  are  in  reality  doing  a  state  work 
inasmuch  as  they  contract  with  other  counties  for  a  stipulated 
Bum  to  care  for  prisoners  committed  to  them.  Albany,  Erie  and 
Onondaga  counties  charge  }3.00  a  week  for  county  prisoners, 
Monroe  |3.15,  and  New  York  67  cents  a  day  or  |4.69  a  week.  For 
Federal  prisoners  Monroe  and  Onondaga  charge  $3.15  a  week, 
Onondaga  $3.15,  and  New  York  |4.69.  No  Federal  prisoners  have 
been  sent  to  the  Albany  County  Penitentiary  since  1902. 

The  State  pays  for  the  maintenance  of  many  prisoners  sent  to 
these  institutions,  although  it  has  no  direct  control  in  the  admini- 
strative affairs.  Persons  convicted  of  felony  and  sentenced  to 
not  more  than  a  year's  imprisonment  may  be  sentenced  to  a  peni- 
tentiary at  State  expense,  also  minors  convicted  of  felony,  without 
restriction  as  to  length  of  sentence.  Non-residents  of  various 
counties  convicted  as  tramps  are  also  a  State  charge.  The  State 
pays  at  the  rate  of  |3.15  a  week  for  tramps  and  |2.10  for  felons, 
these  rates  being  fixed  by  law. 

During  the  nine  months  ending  June  30th  the  State  paid 
f 80,202,30  for  the  maintenance  of  its  prisoners  in  penitentiaries ; 
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the  counties,  exclusive  of  those  in  which  these  institutions  are 
located,  paid  |60,455.S7,  and  the  Federal  Government,  $3,595.22. 

The  total  expenditures  of  the  five  penitentiaries  during  the 
pame  period  was  $577,801.74  divided  as  follows:  Albauy,  $55,- 
777.42;  Erie,  $108,008.50;  Monroe,  $40,475.97;  Onondaga.  $80,- 
948.05;  Kew  York,  $280,591.14.  This  was  at  the  rate  of  $04,- 
200.19  a  month  as  compared  with  a  monthly  rate  of  $53,840.17  for 
the  fiscal  year  ending  September  30,  1917. 

Believing  that  the  upstate  penitentiaries  could  be  managed 
to  much  better  advantage  if  placed  under  State  control,  the  Com- 
mission renews  the  recommendation  made  in  previous  reports 
that  the  State  acquire  them  and  conduct  them  as  State  work- 
bouses. 

Keports  for  the  nine  months'  period  ending  June  30th  show 
the  average  daily  population  of  the  penitentiaries  to  have  been 
2,855  as  compared  with  3,502  during  the  fiscal  year  ending  Septem- 
ber 30,  1915,  a  decrease  of  707.  The  highest  number  of  inmates  at 
any  time  during  the  nine  months  was  3,421  as  compared  with 
4,720  the  preceding  year,  and  the  lowest  2,283  as  compared  with 
2,097.  The  number  received  during  the  nine  months  was  12,843 
and  the  number  discharged  13,393.  There  were  2,478  in  custody 
on  June  30th  as  compared  with  3,028  on  September  30,  1915. 
There  were  18  deaths  during  the  nine  months  as  compared  with 
21  the  preceding  year,  and  31  were  declared  insane  as  compared 
with  52.  The  greatest  number  of  those  committed  to  penitentiaries 
are  convicted  of  intoxication,  vagrancy,  disorderly  conduct,  as- 
sault, petit  larceny,  and  other  minor  offenses. 

An  amendment  to  the  Prison  Law  (chapter  394  of  the  laws 
of  1910)  provides  tliat  minors  in  penitentiaries  "shall  not  be  placed, 
or  kept,  or  allowed  to  be,  at  any  time,  with  any  adult  prisoner,  or 
prisoners,  in  any  room,  dormitory,  cell,  tier  or  corridor  of  the 
buildings  of  such  institution,  or  on  its  grounds,  or,  while  for  any 
purpose,  outside  such  buildings  or  grounds.  Such  minor  prisoners 
shall  not  be  placed  or  kept  or  allowed  to  be,  at  any  time,  with  any 
adult  prisoner,  or  prisoners,  in  any  other  room  or  subdivision  of 
the  buildings  of  such  institution  unless  separately  grouped  in 
such  manner  as  to  make  intercommunication  with  adult  prisoners 
Impossible." 

Some  of  the  superintendents  state  they  are  having  difficulty 
in  enforcing  this  law  owing  to  structural  conditions  within  thei? 
institutions. 

ALBANY  COUNTY  PENITENTIARY 

ALBANY 

The  number  of  inmates  in  the  Albany  County  Penitentiary 
on  June  30th  was  100  as  compared  with  198  at  the  close  of  the 
preceding  fiscal  year  on  September  30,  1915.  The  average  daily 
population  for  the  nine  months^  period  ending  in  June  was  256 
as  compared  with  324  the  preceding  year;  the  highest  number  in 
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custody,  353  as  compared  with  602;  and  the  lowest,  153  as  com- 
pared with  171.  The  institution  has  3G0  cells  available  for  use 
and  it  thus  will  be  seen  that  it  has  been  unnecessary  to  place  two 
prisoners  in  a  cell.  The  cells  are  small,  poorly  ventilated  and 
without  modern  sanitary  equipment,  but  as  they  have  been  paint- 
ed and  efforts  are  made  to  keep  them  clean,  conditions  are  much 
better  than  in  the  past.  There  were  two  deaths  during  the  nine 
months  and  one  inmate  was  declared  insane. 

Saratoga  continues  to  commit  more  prisoners  to  this  institu- 
tion than  any  of  the  other  counties  which  contribute  to  its  popu- 
lation, not  excepting  Albany.  Sixteen  counties  sent  prisoners  to 
this  penitentiary  during  the  nine  months  ending  June  30th  as 
follows:  Albany,  140;  Clinton,  25;  Columbia,  59;  Delaware,  2; 
Dutchess,  6S;  Essex,  24;  Greene,  5;  Montgomery,  50;  Otsego,  10; 
Kensselaer,  1;  Saratoga,  176;  Schenectady,  3;  Schoharie,  5;  Ulster, 
8;  Warren,  10;  Washington,  35.  Of  those  committed  625  were 
males  and  14  females. 

These  counties,  not  including  Albany,  paid  |1,53S.62  for  the 
maintenance  of  their  prisoners,  and  the  State  contributed  $13,- 
633.20  for  state  tramps  and  felons.  Albany  county  appropriated 
f40,000  toward  the  support  of  the  institution,  and  |424.01  was 
received  from  other  sources,  making  the  total  receipts  |55,595.S9. 
The  expenditures  were  |55,777.42  of  which  ^23,332.53  were  for  pro- 
visions and  supplies  and  ?16,508.76  for  salaries. 

ERIE  COUNTY  PENITENTIARY 

BUFFALO 

Three  more  inmates  were  reported  in  custody  in  this  institu- 
tion on  June  30th  than  were  at  the  close  of  the  preceding  fiscal 
year  on  September  30,  1915,  when  there  were  767  prisoners.  The 
average  daily  population  during  the  nine  months  ending  June  30th 
was  772,  a  slight  decrease  as  compared  with  783,  the  average  for 
the  year  ending  the  preceding  September.  The  highest  number  in 
custody  at  any  time  during  the  nine  months  was  867  as  compared 
with  1,217  the  preceding  year,  and  the  lowest  674  as  compared 
with  550.  The  institution  at  Buffalo  has  a  cell  capacity  of  693 
and  there  are  accommodations  for  a  considerable  number  at  the 
penitentiary  farm  at  Wende.  It  was  pointed  out  in  a  report  of 
inspection  made  in  December  that  with  increased  facilities  for 
housing  men  at  the  farm  there  would  appear  to  be  no  good  reason 
for  "doubling  up"  prisoners  in  the  penitentiary  proper. 

Of  those  received  at  the  institution  during  the  nine  months 
6.974  were  males  and  181  females.  Erie  county  sent  5,777;  Alle- 
pany,  7;  Cattaraugus,  114;  Chautauqua,  102;  and  Niagara,  155. 
Ten  died  and  five  were  declared  insane. 

The  receipts  for  the  nine  months  were  1^33,118.12,  not  includ- 
ing the  amount  appropriated  by  Erie  county.  Of  this  amount 
there  were  received  for  maintenance  of  prisoners  from  the  State 
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111,132.55 ;  from  counties,  |9,138.60 ;  and  from  the  Federal  Govern- 
ment, 1396.66.  The  income  from  the  industries  was  f 7,283.31; 
and  from  all  other  sources,  |5,167.00.  The  total  expenditures 
were  |108,008.56.  The  cost  of  maintenance  was  196,710.37,  of 
which  $33,804.56  were  expended  for  provisions  and  supplies  and 
140,219.44  for  salaries.  The  expenditures  apart  from  maintenance 
amounted  to  |11,298.19. 


MONROE  COUNTY  PENITENTIARY 

ROCHBSTKR 

The  Monroe  County  Penitentiary  with  a  cell  capacity  of  514 
had  ample  facilities  for  housing  the  prisoners  committed  to  it 
during  the  nine  months  ending  June  30th,  at  which  time  there 
II  ere  273  in  custody  as  compared  with  335  at  the  close  of  the  fiscal 
year  ending  September  30,  1915.  The  average  daily  population 
for  the  nine  months  was  322  as  compared  wi^  441  the  preceding 
year ;  the  highest  number  in  custody  at  any  one  time,  405  as  com- 
pared with  513;  and  the  lowest,  238  as  compared  with  311.  No 
deaths  or  cases  of  insanity  were  reported. 

The  population  was  made  up  of  inmates  committed  from 
fourteen  counties,  including  Monroe,  the  number  received  during 
the  nine  months  being  as  follows:  Chemung,  66;  Erie,  1; 
Genesee,  39 ;  Livingston,  49 ;  Monroe,  1,187 ;  Ontario,  38 ;  Orleans, 
83;  Schuyler,  2;  Seneca,  22;  Steuben,  45;  Tompkins,  14;  Wayne, 
49;  Wyoming,  23;  Yates,  13.  Of  these,  1,565  were  males  and  66 
females,  a  total  of  1,631. 

The  total  receipts  were  |44,279.57,  of  which  |7,361.90  were 
for  board  of  prisoners  from  the  State;  111,970.33  from  other 
counties ;  and  f 21.60  from  the  Federal  Government.  Monroe  coun- 
ty contributed  $14,569.08,  and  income  from  all  sources  amounted 
to  $10,356.66.  The  expenditures  were  $46,475.97,  of  which  $16,- 
131.87  were  expended  for  provisions  and  supplies  and  $11,408.22 
for  salaries. 


NEW  YORK  COUNTY  PENITENTIARY 
blackwkll's  island 

The  population  of  the  New  York  County  Penitentiary  on 
June  30th  was  930  as  compared  with  1,354  on  September  30,  1915. 
The  institution  has  1,104  cells.  The  establishment  of  a  branch 
penitentiary  on  Hart^s  Island  has  since  reduced  the  population 
•f  the  penitentiary  proper  to  about  600. 

Under  the  law  authorizing  the  Commissioner  of  Correction 
to  transfer  prisoners  to  and  from  any  institution  under  his  con- 
trol, persons  sentenced  to  the  penitentiary  have  been  scattered 
tkrough  the  other  institutions.    The  women  are  sent  to  the  City 
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Prison,  Queens,  and  there  are  penitentiary  prisoners  at  the  New 
Hampton  Farms  in  Orange  county. 

The  report  of  the  penitentiary  for  the  nine  months  ending 
June  30th  shows  that  3,193  males  and  103  females  were  received ; 
that  the  greatest  number  of  inmates  in  custody  at  any  time  was 
1,352;  the  lowest,  924;  and  the  average,  1,119.  Three  died  and  19 
became  insane.  During  the  same  period  591  prisoners  were  re- 
ceived from  counties  other  than  those  comprising  the  city  of  New 
York.  Nassau  sent  165;  Orange,  30;  Putnam,  19;  Rockland,  11; 
Suffolk,  23 ;  and  Westchester,  343.  Of  this  number  549  were  males 
and  42  females. 

The  receipts  for  board  of  prisoners  other  than  those  from 
New  York  city  were  |64,154.29,  of  which  the  State  paid  f  37,552.- 
68 ;  other  counties,  |23,666.90 ;  and  the  Federal  Government,  |2,- 
934.71.  The  expenditures  were  $286,591.14,  of  which  $104,579.87 
were  for  provisions  and  supplies  and  |106,221.58  for  salaries. 


ONONDAGA  COUNTY  PENITENTIARY 

JAMESVILLB 

There  were  339  inmates  in  this  penitentiary  on  June  30th  as 
compared  with  374  on  September  30,  1915.  The  average  daily 
population  for  the  nine  months  ending  in  June  was  386  as  com- 
pared with  431  the  preceding  fiscal  year.  The  highest  number  at 
any  one  time  during  the  nine  months  was  349.  There  were  three 
deaths  and  six  became  insane. 

The  population  during  the  nine  months  was  made  of  pris- 
oners committed  from  fifteen  counties  as  follows:     Broome,  88 
Cayuga,  62;  Chenango,  4;  Cortland,  14;  Franklin,  6;  Fulton,  29 
Herkimer,  41;  Jefferson,  47;  Lewis,  1;  Madison,  34;  Oneida,  3 
Onondaga,  779;  Oswego,  9;  Seneca,  1;  Tioga,  4.    Of  these  1,057 
were  males  and  65  females,  a  total  of  1,122. 

The  institution's  receipts  were  |30,175.12.  There  was  re- 
ceived for  board  of  prisoners  from  the  State,  $10,521.91;  from 
other  counties,  |14,141.42;  and  from  the  Federal  Government, 
1242.25.  The  income  from  other  sources  was  $5,269.54.  The  ex- 
penditures were  $80,948.65,  of  which  $28,856.02  were  for  pro- 
visions and  supplies  and  $29,387.59  for  salaries. 
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NEW  YORK  CITY  INSTITUTIONS 


The  past  year  has  been  one  of  unusual  progress  in  the  ad- 
ministration of  the  institutions  under  the  jurisdiction  of  the 
Department  of  Correction  of  New  York  city  of  which  Burdette 
G.  Lewis  is  Commissioner.  The  advance  has  been  not  only  along 
administrative  lines  but  structural  as  well. 

The  institutions  administered  by  the  Department  are  as 
follows : 

District  Prisons — Peter  A.  Mallon,  warden. 

Second  District — Essex  Market,  1st  street  and  2nd  ave- 
nue, Manhattan. 

Fourth  District — Yorkville,  57th  street  and  Lexington 
avenue,  Manhattan. 

Fifth  District — Harlem,  121st  street  and  Sylvan  Place, 
Manhattan. 

Sixth  District — Morrisiana,  162nd  street  and  Brook 
avenue,  Bronx. 

Seventh  District — West  Side,  53rd  street  and  8th  ave- 
nue, Manhattan. 

Eighth  District — Westchester,  181st  street  and  Boston 
Road,  Bronx. 

Twelfth  District — 166th  street  and  St.  Nicholas  avenue, 
Manhattan. 

City  Prisons: 

Traffic  Detention  Prison — 300  Mulberry  street,  Manhat- 
tan. 

City  Prison,  Manhattan,  "The  Tombs'*,  101  Centre  street, 
John  J.  Hanley,  warden. 

City  Prison,  Brooklyn — Raymond  street,  John  Hayes, 
warden. 

City  Prison,  Queens — Court  Square,  Joseph  A.  McCann, 
head  keeper. 

Workhouses : 

Workhouse,  BlackwelPs  Island,  Frank  W.  Fox,  warden. 
Branch  Workhouse,  Biker's  Island,  Robert  Barr,  deputy 
warden. 
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Penitentiaries : 

New    York    County    Penitentiary,    BlackwelPs    Island, 

Henry'  O.  Schleth,  warden. 
Branch  Penitentiary,  Hart's  Island,  John  J.   Murtha, 
warden. 
New  York  City  Reformatory,  New  Hampton  Farms,  Louis 
E.  Lawes,  superintendent. 

Following  out  the  general  plan  of  reorganizing  and  develop- 
ing these  institutions,  the  New  York  City  Reformatory  on  April 
1st  was  removed  to  New  Hampton  Farms  in  Orange  county  where 
preliminary  work  has  been  under  way  since  eTune,  1915.  The 
boys  were  transferred  on  a  special  train  without  handcuffs  or 
shackles  of  any  kind. 

A  branch  penitentiary  has  been  established  on  Hart's  Island 
occupying  the  building  vacated  by  the  reformatory  and  those 
formerly  used  for  a  branch  workhouse.  A  majority  of  the  peni- 
tentiary prisoners  are  now  confined  in  this  institution  which  is 
to  be  developed  as  the  main  penitentiary  when  the  present  peni- 
tentiary proper  on  BlackwelFs  Island  has  been  made  a  clearing 
house  and  hospital  institution.  A  superintendent  of  industries 
was  appointed  on  January  1,  1916,  and  the  penitentiary  indus- 
tries at  BlackwelPs  Island  are  being  transferred  to  Hart's  Island. 
The  old  and  practically  useless  machinery  is  being  discarded  and 
modern  facilities  provided.  The  product  of  the  industries  is  sold 
to  New  York  city.  The  population  of  the  Branch  Penitentiary 
at  Hart's  Island  also  includes  the  aged  and  crippled  men  from  the 
Workhouse,  inmates  of  the  boys'  reform  school,  men  and  women 
with  tuberculosis,  and  women  with  babies. 

The  population  of  the  Penitentiary  on  Blackwell's  Island  has 
been  reduced  to  about  600,  whereas  it  formerly  was  such  as  to 
greatly  congest  the  institution  which  has  1,104  cells.  When  the 
plans  for  developing  this  penitentiary  into  a  clearing  house  and 
hospital  institution  have  been  carried  out,  prisoners  committed  to 
the  reformatory,  penitentiary  and  workhouse  will  be  received 
for  examination  and  classification  before  being  sent  on  to  other 
institutions.  At  the  present  time  prisoners  afflicted  with  disease 
ore  segregated  in  one  of  the  cell  blocks  and  given  special  treat- 
ment and  food. 

The  Board  of  Estimate  and  Apportionment  has  appropri- 
ated 130,000  to  remodel  the  industrial  building,  which  is  being 
vacated,  into  a  clearing  house  and  hospital  for  male  prisoners 
and  170,000  to  remodel  the  south  wnng  of  the  Workhouse  into  a 
similar  institution  for  women.  The  Board  also  has  appropriated 
f338,000  for  the  purchase  of  a  farm  and  the  establishment  of  a 
farm  colony  institution  to  accommoflate  500  inmates,  to  which  all 
able-boflied  women  and  those  who  have  completed  the  hospital 
treatment  may  be  transferred.  The  establishment  of  such  an  in- 
stitution was  authorized  by  chapter  510  of  the  laws  of  1916.    The 
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Commissioner  of  Correction  has  secured  an  option  on  a  site  in 
Orange  county  and  hopes  to  develop  the  project  during  the  coming 
year.  At  the  present  time  women  sentenced  to  the  Penitentiary 
are  incarcerated  in  the  City  Prison,  Queens. 

The  proposed  Detention  Home  and  Court  for  Women,  plans 
for  which  were  approved  last  year  by  the  Commission  and  which 
was  to  have  been  erected  on  West  Thirtieth  street,  has  not  mater-, 
ialized  because  of  lack  of  funds. 

Riker's  Island  is  being  developed  as  a  modern  municipal 
farm  to  which  able-bodied  inmates  of  the  Workhouse  are  being 
transferred.  This  Island,  originally  about  80  acres,  has  been  en- 
larged by  dumping  street  sweepings,  ashes  and  rubbish  from  the 
city  until  it  now  comprises  about  500  acres  of  very  fertile  land. 
The  Commissioner  hopes  to  reduce  about  200  or  300  acres  of  this 
to  a  state  of  cultivation  and  from  this  farm  and  the  one  at  New 
Hampton  Farms  to  raise  a  large  part  of  all  of  the  vegetables  re- 
quired by  the  institutions  in  the  Department.  This  work  affords 
employment  for  a  large  number  of  men  who  are  quartered  at  pres- 
ent in  dormitories.  A  new  drug  hospital  and  a  disciplinary  build- 
ing are  in  course  of  erection  on  this  island. 

It  is  the  purpose  of  the  Commissioner,  when  developments 
at  Riker's  and  the  women's  farm  colony  project  materialize,  to 
vacate  the  old  Workhouse  on  BlackwelFs  Island.  Meanwhile,  it 
is  being  gradually  converted  into  a  hospital  which  can  be  utilized 
by  the  Department  of  Charities  after  the  Department  of  Correc- 
tion is  through  with  it 

At  the  present  time  drug  addicts  are  being  cared  for  at  the 
Workhouse  and  in  various  city  hospitals.  Efforts  will  be  made  to 
have  the  Workhouse  so  remodeled  as  to  make  it  available  for  use 
as  an  institution  to  be  known  as  the  Correction  Hospital  to  which 
all  drug  addicts  and  others  can  be  sent.  The  fact  that  the  insti- 
tution is  made  up  largely  of  dormitories  makes  it  a  comparatively 
easy  task  to  convert  these  dormitories  into  wards  which  is  now 
being  carried  on  as  fast  as  they  are  vacated. 

Under  the  indeterminate  sentence  and  parole  law,  which  has 
been  in  operation  during  the  past  year,  the  character  of  the  peni- 
tentiary and  workhouse  and  their  branches  has  been  gradually 
changing  from  the  prison  to  the  reformatory  type.  Before  this 
law  went  into  effect  these  institutions  were  congested  with  men 
and  women  who  were  being  received  and  discharged  at  short  in- 
tervals. Many  of  them  were  physically  unfit  to  return  to  free  life 
and  the  short  periods  of  their  sentences  made  it  impossible  to  train 
them  industrially.  Many  were  found  to  be  drug  addicts  who 
could  not  be  properly  treated. 

Under  the  parole  law  with  its  indeterminate  sentence  feature 
the  maximum  period  penitentiary  or  reformatory  pHsoners  may 
be  held  is  three  years,  while  those  from  the  Workhouse  may  be 
detained  for  six  months,  and  under  certain  circumstances  for 
two  years.  Thus  it  becomes  possible  to  give  medical,  psychiatric, 
educational  and  industrial  consideration  to  each  inmate  which 
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could  not  be  accomplished  under  the  old  system.  When  it  is  con- 
•idered  that  thousands  of  men  and  women  pass  through  these  in- 
stitutions annually  the  benefits  of  proper  training  and  treatment 
are  at  once  apparent.  The  Department  is  devising  a  system  of 
marking  whereby  every  inmate's  daily  record  will  be  kept  and  he 
or  she  will  be  credited  with  work  done  whether  the  employment 
be  in  the  shops,  on  the  farm,  or  institutional  work.  A  school  for 
officers  is  also  to  be  established  with  a  view  to  making  them  more 
efficient. 

During  the  past  year  there  has  been  a  marked  lessening  of  the 
number  of  admissions  to  the  Workhouse  and  Penitentiary  where 
the  census  averaged  about  1,000  less  in  1916  than  in  1915.  The 
greatest  factor  in  this  decrease  is  attributed  by  the  Department  of 
Correction  to  the  new  indeterminate  sentence  and  parole  law. 
The  Department  states  that  in  1915,  4,437  prisoners  were  ad- 
mitted to  the  Penitentiary;  in  1916,  2,146.  In  1915,  19,866  were 
admitted  to  the  Workhouse;  in  1916,  12,146. 

During  the  year  1916  there  were  paroled  from  the  institutions 
of  the  Department,  segregated  as  follows : 

Reformatory    555 

Workhouse 223 

Penitentiary    536 

The  number  of  violations  of  parole  was  : 

Reformatory    110 

Workhouse 60 

Penitentiary 56 

This  shows  an  average  of: 

Reformatory  20.14  per  cent. 

Workhouse 27.35  per  cent . 

Penitentiary 10.46  per  cent. 

One  of  the  marked  effects  of  the  new  parole  law,  the  Commis- 
sioner states,  is  the  attitude  of  the  prisoners.  They  realize  now 
that  they  must  perform  the  work  and  be  amenable  to  the  depart- 
mental regulations  before  their  cases  will  be  considered  by  the 
Parole  Commission.  It  is  expected  the  new  system  of  crediting 
daily  the  inmates'  work,  record  and  conduct  will  have  a  marked 
effect  on  all  the  prisoners. 

Under  the  provisions  of  chapter  526  of  the  laws  of  1916  the 
Commissioner  of  Correction  may  designate  any  institution  or 
portion  thereof  as  a  part  of  the  New  York  County  Penitentiary, 
Workhouse  or  Reformatory  wherein  persons  sentenced  to  these 
iiistitutions  may  immediately  be  confined  thereafter  for  not  more 
than  thirty  clays  for  purposes  of  observation  and  classification. 
He  may  also  designate  any  institution  under  his  jurisdiction  as  a 
part  of  the  Workhouse  for  the  confinement  of  persons  sentenced 
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to  the  Workhouse  for  not  more  than  ten  days.  This  law  permits 
the  Department  to  send  the  female  prisoners  from  the  Peniten- 
tiary to  the  City  Prison,  Queens. 

Another  law  (chapter  492  of  the  laws  of  1916)  gives  the  CJom- 
niissioner  of  Correction  jurisdiction  over  institutions  for  the  de- 
tention of  witnesses.  Prior  to  the  enactment  of  this  act  which 
became  effective  June  1st,  witnesses  were  under  the  jurisdiction 
of  the  Police  Commissioner  and  for  many  years  had  been  detained 
in  a  House  of  Detention  at  303  Mulberry  street.  It  was  a  fire 
trap,  without  adequate  sanitary  facilities,  and  has  been  abandoned 
for  detention  purposes.  Plans  for  a  detention  prison  on  the 
twelfth  floor  of  a  building  at  49  Lafayette  street  have  been  ap- 
proved by  the  Commission.  Meanwhile,  witnesses  are  being  de- 
tained in  the  District  Prisons. 

The  Commission  in  1915  approved  plans  for  a  court  house 
and  prison  to  be  known  as  the  Essex  Market  Court  Building  which 
was  to  have  been  erected  at  the  corner  of  Second  avenue  and  Sec- 
ond street.  The  plans  included  quarters  for  the  Third  District 
I*rison  and  for  civil  prisoners.  The  building  was  to  have  cost 
about  11,000,000,  but  the  project  is  said  to  have  been  abandoned 
and  plans  are  now  being  drawn  for  a  smaller  building  with  a 
magistrates'  court  and  about  thirty  cells  to  be  used  mainly  for 
detention  purposes. 

New  York  county  still  maintains  what  is  known  as  the  Lud- 
low Street  Jail  for  civil  prisoners  under  the  jurisdiction  of  the 
sheriff.  Kings  county  also  maintains  a  separate  jail  for  this  class 
of  offenders.  Queens  county  has  quarters  for  civil  prisoners  in 
connection  with  the  city  prison  at  Long  Island  City.  The  law 
requires  such  jails  for  civil  prisoners  who  are  under  the  jurisdic- 
tion of  the  sheriffs  of  the  respective  counties.  Richmond  and 
Bronx  counties  have  jails  where  both  civil  prisoners  and  those 
charged  with  or  convicted  of  crime  are  confined. 

The  number  of  inmates  in  custody  in  the  various  institutions 
under  the  jurisdiction  of  the  Commissioner  of  Correction,  ex- 
clusive of  the  New  York  County  Penitentiary,  on  June  30,  191 6» 
was  4,111  as  compared  with  4,403  at  the  close  of  the  fiscal  year 
ending  September  30,  1915,  a  decrease  of  708.  Of  this  number  374 
males  and  23  females  were  awaiting  trial,  2,779  males  and  887 
females  were  serving  sentence,  and  47  males  and  1  female  were 
detained  as  witnesses,  a  total  of  3,200  males  and  911  females. 

The  number  of  admissions  to  these  institutions  during  the  nine 
months  ending  June  30th  was  74,178  males  and  14,228  females,  a 
total  of  88,406  as  compared  with  142,532  for  the  preceding  fiscal 
year.  This  statement  concerning  admissions  includes  all  prison- 
ers received  at  any  of  the  institutions.  It  does  not  represent  the 
number  of  commitments  because  of  the  system  of  inter-departmen- 
tal transfer.  The  number  of  actual  admissions  reported  waa 
65,965  of  which  54,331  were  males  and  11,634  females  . 
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Reports  of  inspections  of  the  various  institutions  under  tbe 
jurisdiction  of  the  Commissioner  of  Correction  will  be  found  an- 
nexed to  this  report. 

NEW  YORK  CITY  REFORMATORY 

NEW  HAMPTON  FARMS 

The  work  of  developing  this  institution,  which  was  under- 
taken in  June,  1915,  by  a  few  inmates,  had  so  far  progressed  at  the 
beginning  of  the  year  1916  as  to  provide  accommodations  for  250. 
On  April  1st  all  of  the  inmates  remaining  at  Hart's  Island  were 
removed  to  New  Hampton  and  installed  in  temporary  quarters. 
The  development  of  this  institution  is  being  largely  done  by  the 
inmates  tliemselves.  They  have  erected  temporary  buildings, 
constructed  a  spur  of  track  connecting  the  farm  with  the  Erie 
railroad,  excavated  for  and  built  the  foundations  for  permanent 
structures,  have  nearly  completed  a  sewage  disposal  plant,  devel- 
o})ed  a  water  system,  and  have  cultivated  the  farm  of  more  than 
COO  acres.  Some  of  the  work  has  been  done  by  prisoners  transfer- 
red from  the  Penitentiary  who  are  quartered  in  buildings  on  what 
is  known  as  the  penitentiary  side  of  the  farm.  With  plenty  of 
labor  available  the  department  plans  to  do  more  extensive  farm- 
ing during  the  coming  year. 

The  corner  stone  of  the  receiving,  classification  and  admini- 
stration building  was  laid  by  Mayor  Mitchel  on  June  26th  and  the 
superstructure  will  be  built  by  contract.  Plans  have  been  com- 
pleted for  a  heating  plant,  the  building  to  include  school  rooms  for 
vocational  training.  Cottages  for  keepers  and  doctors  have  been 
erected,  a  bakery  completed,  a  temporary  recreation  hall  provided 
for  the  winter  months,  and  lookout  houses  have  been  built.  Light 
and  power  will  be  purchased  from  outside  sources,  a  rate  having 
been  secured  which  the  Department  considers  cheaper  than  it 
can  be  produced. 

A  reservoir  has  been  completed  and  an  adequate  water  supply 
is  assured  from  artesian  wells.  Considerable  difficulty  was  ex- 
perienced before  these  wells  were  sunk  in  getting  enough  potable 
water. 

At  the  close  of  the  fiscal  year  ending  September  30,  1915, 
there  were  148  inmates  on  the  farm  and  307  at  Hart's  Island.  On 
June  30th  the  population  of  the  farm  numbered  360.  The  highest 
number  at  any  time  during  the  nine  months  ending  in  June 
was  416 ;  the  lowest,  147 ;  and  the  average,  286. 

WORKHOUSE 


The  Workhouse,  one  of  the  city's  oldest  institutions,  will  be 
known  eventually  as  the  Correction  Hospital  if  plans  at  preih 
ent  outlined  are  carried  out.    Many  of  the  able-bodied  prisonere 


48  TWENTY-SECOND  ANNUAL  REPORT  OF  THE 

are  transferred  to  the  Branch  Workhouse  at  Riker^s  Island,  where 
they  are  given  outdoor  employment.  The  operation  of  shops  at 
the  Workhouse  has  not  been  successful  in  the  past,  due  to  the 
short  terms  of  the  prisoners.  The  women  are  employed  at  sewing 
and  various  institutional  work. 

The  building  started  last  year  for  disciplinary  purposes  will 
be  utilized  for  keepers^  quarters,  as  a  new  disciplinary  building 
for  the  use  of  all  the  institutions  in  the  Department  is  being 
erected  at  Riker's  Island.  The  female  patients  in  the  hospital 
have  been  removed  to  new  quarters  and  some  of  the  dormitories 
are  being  converted  into  hospital  wards.  A  general  storehouse 
in  which  the  stores  of  the  Department  are  housed  has  been  com- 
pleted by  the  inmates. 

There  were  705  males  and  652  females  in  custody  on  June 
oOth  last  as  compared  with  610  males  and  581  females  at  the 
<!]ose  of  the  fiscal  year  ending  September  30.  1915.  The  average 
daily  population  for  the  nine  months'  period  ending  in  June  was 
768  males  and  583  females  as  compared  with  938  males  and  630 
females  for  the  preceding  fiscal  year.  The  highest  number  in 
custody  was  889  males  and  653  females,  and  the  lowest  768  males 
and  583  females  as  compared  with  1,273  males  and  708  females 
(highest)  and  610  males  and  581  females  (lowest)  during  the 
preceding  year.  The  number  of  admissions  for  the  nine  months 
was  9,722  males  and  3,667  females,  a  total  of  13,389,  as  compared 
with  18,139  males  and  6,356  females,  a  total  of  24,495  the  preced- 
ing year.  These  figures  indicate  an  improvement,  due  to  less 
congestion  in  the  institution  which  has  but  198  rooms  or  cells. 


BRANCH  WORKHOUSE 


Riker's  Island  contains  about  500  acres  and  is  being  constant- 
ly enlarged  through  the  dumping  of  refuse  from  the  city.  It  will 
be  known  as  the  municipal  farm  and  the  Department  hopes  to 
make  from  250  to  300  acres  available  for  cultivation  in  the  near 
future.  The  farm  work,  the  Commission  states,  will  be  pushed 
during  the  coming  summer. 

The  inmates  sleep  in  dormitories.  A  new  kitchen,  an  addi- 
tional mess  hall  and  a  new  dormitory  are  under  construction,  and 
tlie  manufacture  of  cement  blocks  is  one  of  the  institution's  in- 
dustries. The  new  disciplinary  building  is  well  under  way  and 
will  liave  accommodations  for  forty  prisoners. 

During  the  nine  months  ending  June  30th,  1,525  prison- 
ers were  received.  The  highest  number  at  any  one  time  was  617; 
tlie  lowest,  400;  and  the  average,  455.  There  were  4.S0  in  custody 
on  June  30th.  During  the  fiscal  year  ending  September  30,  1015, 
2.242  prisoners  were  admitted.  The  hi^!  est  number  of  inmates 
was  603,  the  number  in  custody  at  the  close  of  the  year. 
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CITY  PRISON 

MANHATTAN 

This  institution,  known  as  the  "Tombs",  is  used  principally 
as  a  place  of  detention  for  persons  held  to  await  the  action  of  the 
grand  jury  or  trial  after  indictment.  It  contains  450  cells,  an 
insuflScient  number  to  provide  a  single  cell  for  each  prisoner,  as 
the  average  daily  population  during  the  nine  months^  period 
ending  June  30th  was  496  males  and  52  females.  The  highest 
number  at  any  one  time  was  581  males  and  67  females ;  and  the  low- 
est, 415  males  and  40  females.  These  figures,  however,  show  a  de- 
crease from  the  preceding  fiscal  year  when  the  average  daily  pop- 
ulation was  655  males  and  58  females ;  the  highest,  812  males  and 
71  females ;  and  the  lowest,  497  males  and  49  females.  The  num- 
ber of  admissions  for  the  nine  months  ending  June  30th  was 
10,677  males  and  903  females;  and  the  number  of  discharges, 
10,724  males  and  904  females. 

Had  the  project  for  a  Detention  Home  and  Court  for  Women 
materialized,  quarters  for  the  class  of  women  now  detained  in 
the  Tombs  would  have  been  provided.  The  women^s  annex  is  in- 
sufficiently lighted  and  ventilated  and  the  facilities  for  housing  the 
prisoners  inadequate.  If  the  Detention  Home  and  Court  for 
Women  is  not  to  be  constructed,  steps  should  be  taken  to  provide 
adequate  and  sanitary  quarters  for  the  female  inmates  of  the 
Tombs. 

A  number  of  prisoners  from  the  Penitentiary  and  Workhouse 
are  transferred  to  this  prison  to  do  the  work  of  the  institution, 
as  prisoners  awaiting  trial  or  action  of  the  grand  jury  cannot  be 
compelled  to  work. 

CITY  PRISON 

BROOKLYN 

The  men^s  section  of  this  prison  containing  416  cells  is  old 
in  plan  and  arrangement,  but  is  reported  to  be  in  good  condition. 
The  women's  section  is  of  modern  construction  and  contains  67 
cells.  This  prison,  like  the  Tombs,  is  used  principally  for  the 
detention  of  prisoners  awaiting  trial  or  action  of  the  grand  jury, 
but  sentenced  prisoners  also  are  confined  here  to  do  the  institu- 
tional work. 

The  average  daily  population  during  the  nine  months  ending 
June  80th  was  278  males  and  43  females  as  compared  with  .S.58 
males  and  51  females  during  the  preceding  fiscal  year.  The  high- 
est number  of  prisoners  at  any  one  time  during  the  nine  months 
was  349  males  and  56  females;  and  the  lowest,  230  males  and  30 
females.  There  were  246  males  and  40  females  in  custodv  .Tune 
30th  as  comparer!  with  304  males  and  42  females  on  September  30, 
1015.  The  number  of  admissions  durinar  the  nine  months'  period 
ending  in  June  was  10,773  males  and  1,320  females. 
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CITY  PRISON,  QUEENS 

LONG  ISLAND  CITY 

This  institution  has  208  cells — 138  for  males  and  70  for  fe* 
males.  The  section  for  males  is  usually  adequate  for  those  com- 
mitted to  it,  but  tlie  number  of  female  prisoners  is  usually  in  ex- 
cess of  the  number  of  cells  for  the  reason  that  women  committed 
to  the  Penitentiary  are  sent  to  this  prison  in  addition  to  women 
from  the  Workhouse  and  those  held  for  trial  or  awaiting  the 
action  of  the  grand  jury.  When  the  women's  farm  colony  project 
Las  been  developed,  women  serving  sentences  will  be  sent  there 
which  will  relieve  the  present  congestion. 

On  June  30th  there  were  91  males  and  89  females  in  custody 
as  compared  with  202  males  and  112  females  at  the  close  of  the 
fiscal  year  ending  September  30,  1915.  The  highest  number  in 
custody  during  the  nine  months  ending  in  June  was  236  males 
and  130  females;  the  lowest,  83  males  and  80  females;  and  the 
average  daily  population,  189  males  and  105  females, 

In  addition  to  institutional  work  the  women  are  employed  in 
a  sewing  room,  opened  in  April,  making  clothing  for  other  institth 
tions  in  the  Department.     An  instructress  in  sewing  is  employed. 

DISTRICT  PRISONS 

Descriptions  of  the  various  district  prisons  and  detentiom 
pens  will  be  found  in  annexed  reports  of  inspection.  A  traffic 
detention  pen  was  established  in  June  for  the  detention  of  traffic 
violators  sentenced  to  prison  or  held  for  non-payment  of  fine  until 
they  can  be  transferred  to  the  Second  District  Prison. 
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NEW  YORK  CITY  POLICE  STATIONS 


The  police  stations  of  New  York  city  are  under  the  jurisdic- 
tion of  the  Police  Commissioner.  Most  of  the  precinct  station 
houses  have  jails,  several  of  which  have  been  closed  from  time 
to  time  as  inadequate  or  insanitary  or  for  other  reasons.  On 
Lecember  1st  a  radical  change  in  the  method  of  handling  prison- 
ers in  the  borough  of  Manhattan  was  put  into  effect.  Instead  of 
locking  male  prisoners  in  the  jail  of  the  station  house  of  the  pre- 
cinct in  which  they  are  arrested,  where  such  jails  were  available, 
orders  were  issued  to  detain  prisoners  from  the  various  magis- 
trates* court  districts  in  the  following  jails. 

First  magistrates'  court  district,  second  precinct  jail,  156 
Greenwich  street. 

Second  magistrates'  court  district,  twenty-third  precinct 
jail,  138  Clinton  street. 

Third  magistrates'  court  district,  thirteenth  precinct  jail,  118 
Clinton  street. 

Fourth  magistrates'  court  district,  thirty-first  precinct  jail, 
153  East  67th  street. 

Fifth  magistrates'  court  district,  forty-third  precinct  jail, 
48  East  126th  street. 

Seventh  magistrates'  court  district,  twenty-eighth  precinct 
jail,  150  West  68th  street. 

Twelfth  magistrates'  court  district,  fortieth  precinct  jail, 
1854  Amsterdam  avenue. 

All  female  prisoners  from  the  first,  second,  third  and  fourth 
inspection  districts  and  those  within  the  fifth  and  sixth  districts 
who  are  arrested  after  the  close  of  the  day  court  sessions  and  who 
are  to  be  arraigned  in  the  Women's  Night  Court  are  sent  to  the 
fourteenth  precinct  jail  at  135  Charles  street. 

All  female  prisoners  arrested  within  the  fifth  and  sixth  in- 
spection districts  who  are  arraigned  in  day  sessions  of  the  Magis- 
trates' Courts  are  sent  to  the  thirty-seventh  precinct  jail  at  229 
West  123rd  street. 

The  order  provides  that  the  use  of  all  the  other  jails  in  Man- 
hattan be  discontinued,  but  that  they  be  kept  in  condition  to  be 
used  in  case  of  emergency. 

There  are  thirty-three  police  stations  with  jails  in  the  bor- 
ough of  Manhattan,  and  three — the  38th,  42nd  and  61st — are 
without  jails.     Some  of  these  jails  had  been  closed  previous  to 
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December  1st  Those  closed  by  the  latest  order  are  the  1st,  4th, 
12th,  15th,  16th,  18th,  25th,  26th,  29th,  32nd,  36th  and  39th.  Of 
tliese,  the  jails  in  the  1st,  4th,  15th  and  18th  are  comparatively 
new. 

Of  the  seven  jails  designated  for  the  confinement  of  men, 
those  in  the  second  and  thirteenth  precincts  are  modern,  having 
been  first  occupied  in  1910  and  1911  respectively.  The  one  in 
the  twenty-third  was  built  in  1908.     The  others  are  old. 

Of  the  two  designated  for  women  the  one  in  the  thirty-seventh 
precinct  has  a  modern  well  equipped  jail  which  was  first  used 
in  1913.  The  other,  in  the  fourteenth  precinct,  is  old,  inade- 
quately lighted  and  ventilated  and  unsuited  for  detention  pur- 
poses, especially  as  there  is  a  modern  well  equipped  jail  at  230 
West  20th  street  in  the  eighteenth  precinct,  not  much  farther 
from  Jefferson  Market  Court  than  the  Charles  street  jail. 

The  Commission  believes  it  would  have  been  much  better  to 
Lave  designated  the  20th  street  station  house  in  view  of  its  modern 
equipment. 

The  tw^o  station  houses  selected  are  near  the  courts  to  which 
the  women  later  are  taken.  While  this  plan  is  doubtless  com- 
laendable  in  some  respects  and  enables  the  city  to  dispense  with 
the  services  of  a  number  of  matrons,  it  involves  the  double  hand- 
ling of  intoxicated  women  by  the  police,  as  in  the  first  instance 
they  have  to  be  taken  to  the  station  house  in  the  precinct  in  which 
they  are  arrested,  their  pedigrees  taken,  and  then  while  still  in- 
toxicated returned  to  the  automobile  patrol  and  transferred  to 
the  designated  station  house.  The  Department  reports  the  new 
plan  as  working  satisfactorily. 

During  the  past  year  minor  improvements  have  been  made  in 
a  number  of  the  jails  connected  with  the  precinct  station  houses 
of  the  city.  These  improvements  have  consisted  for  the  most  part 
in  substituting  folding  polished  oak  plank  bunks  for  the  objection- 
able floor  sleeping  platforms  at  one  time  in  such  general  use, 
especially  in  the  borough  of  Brooklyn,  the  installation  of  new 
toilets,  the  substitution  of  electric  light  for  gas,  and  repainting 
tlie  interior  a  lighter  color  than  formerly.  All  of  these  are  desir- 
able inprovements  and  need  to  be  extended  to  a  number  of  other 
jails. 

In  addition  to  the  jails  closed  in  Manhattan  a  few  have  been 
discontinued  in  the  other  boroughs,  including  the  jails  in  the  166th 
precinct  which  was  criticized  in  the  Commission's  last  report. 
The  attention  of  the  Police  Department  has  been  called  to  con- 
ditions in  the  jails  in  several  other  precincts  which  should  be  im- 
proved or  closed,  among  them  those  in  the  80th,  144th,  169th  and 
279th  precincts. 

The  undesirable  floor  platforms  for  bunks  are  still  in  use  in  a 
number  of  the  jails  in  the  boroujrh  of  Brooklyn.  The  practice  of 
usincr  cells  in  these  jails  for  storing:  ballot  boxes  and  other  election 
fnrniture  still  prevails  to  a  considerable  extent  and  should  be  en- 
tirely discontinued,  as  at  times  it  causes  extreme  congestion  in  the 
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other  cells.  Provision  should  be  made  in  each  borough  for  the 
storing  of  these  election  boxes  in  places  specially  provided.  The 
floor  platforms  should  be  removed  from  all  the  cells  and  folding 
bunks  substituted.  They  are  insanitary  and  do  not  afford  pris- 
oners, frequently  detained  for  long  hours  in  the  cells,  a  place  upon 
which  to  sit.  A  folding  bunk  provides  both  a  seat  and  a  place 
upon  which  to  sleep. 

One  of  the  most  objectionable  jails  in  the  city  is  in  the  80th 
precinct  at  Stapleton,  borough  of  Richmond.  The  cells  are  with- 
out sunlight,  insufficiently  ventilated,  and  inadequate  to  properly 
care  for  the  prisoners  detained  therein.  This  station  house  is  in 
a  rented  building.  It  has  been  frequently  criticized  by  this  Com- 
mission and  is  acknowledged  by  the  city  authorities  to  be  unfitted 
for  a  precinct  jail,  yet  nothing  has  been  done  to  improve  or  replace 
it  with  a  modern  place  of  detention.  This  is  the  only  jail  in  the 
borough  of  Richmond  for  women  and  contains  but  four  small  cells 
in  the  women's  department.  Our  inspector  found  that  two  of 
these  were  still  used  for  the  storage  of  ballot  boxes,  a  condition 
criticized  in  our  last  report. 

The  Commission  has  continued  to  recommend  that  station 
house  jails  be  so  constructed  or  remodeled  as  to  permit  sunlight 
to  enter  the  interior  of  the  cells  and  that  the  cells  be  well  venti- 
lated and  furnished  with  toilets  and  lavatories.  When  plans  have 
been  submitted  for  approval  by  the  Commission,  either  for  new 
station  houses  or  remodeling  old  ones,  it  has  insisted  upon  com- 
pliance with  these  conditions. 

The  Commission  renews  its  recommendation  that  wherever 
possible  station  houses  should  be  so  constructed  as  to  permit  the 
automobile  patrol  to  enter  the  station  house,  or  at  least  the  sta- 
tion house  grounds,  to  receive  and  discharge  prisoners.  This 
would  prevent  the  handling  of  intoxicated  prisoners  on  the  public 
streets,  which  is  objectionable,  especially  in  the  case  of  women 
prisoners. 

Reports  of  inspections  show  that  the  police  stations  generally 
are  well  cared  for  by  the  attendants  under  the  supervision  of  the 
captains  and  are  kept  in  a  satisfactory  condition  of  cleanliness. 
The  Commission  notes  that  in  many  precincts  conditions  have 
been  improved  and  trusts  that  further  improvements  may  be 
hastened.  The  Police  Department  appreciates  the  antiquated 
and  undesirable  conditions  in  many  of  the  precinct  jails  and  is 
improving  them  as  rapidly  as  the  board  of  estimate  will  furnish 
the  necessary  funds. 

The  psychopathic  laboratory  established  last  year  at  police 
headquarters  and  abandoned  for  lack  of  funds  has  been  reestab- 
lished, the  means  necessary  to  continue  it  having  been  subscribed 
bv  citizens  interested  in  the  work. 
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COUNTY  JAILS 


Idleness  continues  to  be  the  ci-ying  evil  of  the  county  jail 
ei'stem  of  the  State.  Thousands  of  prisoners  in  these  institutions 
are  permitted  to  serve  their  sentences  idling  in  jail  corridors,  play- 
ing cards,  or  otherwise  wasting  their  time  when  they  should  be  at 
work.  Deprived  of  outdoor  employment  and  exercise  these  pris- 
oners are  permitted  to  deteriorate  mentally,  morally  and  physi- 
cally through  failure  of  boards  of  supervisors  to  provide  proper 
means  of  keeping  them  employed. 

Authority  is  not  lacking,  for  section  93  of  the  County  Law 
authorizes  the  employment  of  prisoners  serving  sentences  at 
hord  labor  and  provides  that  the  boards  of  supervisors  may  pre- 
scribe the  kind  of  work  to  be  done. 

Let  us  take,  by  way  of  illustration,  the  county  of  Oneida 
vhich  in  1915  had  a  population  of  167,331.  It  has  two  jails,  one 
at  Utica  and  one  at  Rome,  both  old  structures  without  modern 
sanitary  facilities  and  utterly  inadequate  to  properly  and  legally 
bouse  the  prisoners  committed  to  them. 

During  the  nine  months  ending  June  30th  last  1,321  males 
and  48  females  were  admitted  to  the  Utica  jail  and  509  males  and 
10  females  to  the  one  at  Rome.  Part  of  this  number  were  witness- 
es or  persons  committed  to  await  the  action  of  the  grand  jury 
or  held  for  trial,  who,  under  the  law,  cannot  be  compelled  to 
Itibor.  The  others  were  unemployed  except  as  the  care  of  the 
jails  afforded  work  for  a  few.  Their  sentences  ranged  from  one 
to  254  days  and  their  ages  from  sixteen  to  seventy-seven.  The 
jnajority  were  laborers,  but  the  number  included  men  of  varied 
trades  and  occupations. 

The  aggregate  sentences  of  those  confined  in  these  two  jails 
for  the  nine  months'  period  mentioned  was  23,320  days.  With 
the  scarcity  of  labor  that  has  prevailed  it  may  be  assumed  that 
these  men,  if  employed  in  free  life,  could  have  earned  an  average 
wage  of  two  dollars  a  day.  This  being  the  case,  the  paymaster 
would  have  distributed  ^40.540  among  them; — enough  to  have 
paid  the  cost  of  board  of  all  the  prisoners  in  the  jails  for  five 
years;  enough  to  have  paid  the  salaries  of  the  employes  of  the 
jails  for  ten  years,  or  to  have  paid  the  sheriff's  salary  of  f 0,000 
for  nearly  eight  years. 

Oneida  is  cited  as  an  illustration  of  this  appalling  waste  of 
labor  because  its  jail  population  is  large.  This  Commission  in 
1915  requested  the  Attorney-General  to  institute  proceedings  to 
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eoinpel  the  board  of  supervisors  to  provide  adequate  and  sanitary 
facilities  for  the  county ^s  prisoners.  The  board  meanwhile  ap- 
pointed a  committee  to  investigate  conditions  in  the  present  jails, 
which  committee  reported  during  the  past  year  in  favor  of  mak- 
ing minor  changes  in  the  jails  to  improve  the  ventilation  and 
bathing  facilities  and  to  lessen  the  fire  risk,  but  which,  in  the 
opinion  of  tlie  Commission,  fall  short  of  providing  adequate  facil- 
ities. The  committee  also  recommended  that  the  short  term  pris- 
oners be  placed  upon  the  county  farm  and  be  made  to  "work  and 
earn  their  keep,  and  that  they  be  given  to  understand  that  if 
they  will  not  work,  neither  shall  they  eat,"  and  that  those  sen- 
tenced for  one  hundred  days  or  more  be  sent  to  the  Onondaga 
<  bounty  Penitentiary. 

In  December  the  board  by  a  unanimous  vote  adopted  a  resolu- 
tion placing  the  board  on  record  "as  in  favor  of  establishing  a 
prison  colony  on  the  county  farm  at  Rome  recently  purchased  by 
the  county,"  and  providing  for  the  preparation  of  plans  for  such 
colony  for  presentation  to  the  board  at  its  meeting  in  February, 
1917. 

The  other  counties  reporting  "no  employment"  for  their 
sentenced  prisoners,  except  the  care  of  the  jails,  are  Cayuga,  Clin- 
ton, Columbia,  Cortland,  Delaware,  Dutchess,  Fulton,  Greene, 
Hamilton,  Herkimer,  Lewis,  Montgomery,  Orange,  Orleans,  Otse- 
go, Putnam,  Saratoga,  Schenectady,  Schoharie,  Schuyler,  Seneca, 
Sullivan,  Tompkins,  Warren,  Ulster,  Washington,  Westchester 
and  Wyoming. 

In  some  of  the  foregoing  counties  the  number  of  inmates 
ordinarily  confined  in  the  jails  is  so  small  that  the  sheriffs  usually 
find  little  difficulty  in  keeping  all  employed  at  institutional  work. 
In  others,  where  the  jail  population  is  large  enough  to  warrant 
it,  the  Commission  has  frequently  urged  the  county  authorities 
to  provide  suitable  employment. 

In  the  more  progressive  counties  boards  of  supervisors  are 
endeavoring  to  utilize  the  work  of  their  prisoners  on  farms,  high- 
ways, stone  piles,  and  at  other  tasks.  They  realize  that  a  winter 
term  in  a  county  jail  where  there  is  no  employment  is  regarded 
by  many  ne'er-do-wells  as  a  "soft  snap",  while  the  prospect  of  a 
winter  job  may  lead  their  footsteps  elsewhere. 

Essex  county  in  May  purchased  a  jail  farm  of  257  acres,  one 
of  the  largest  in  the  State,  and  intends  to  discourage  idleness  so 
far  as  its  prisoners  are  concerned.  The  tract,  including  build- 
ings, live  stock,  implements,  etc.,  was  purchased  for  ^4,300  and  is 
within  less  than  two  miles  of  the  jail.  It  comprises  tillable,  past- 
ure and  timber  lands  as  well  as  a  stone  quarry,  thus  affording 
means  of  employment,  both  summer  and  winter.  Prisoners  are 
to  be  employed  in  cold  weather  in  changing  the  course  of  a  stream 
which  runs  through  the  property,  cutting  timber  and  stove  wood 
and  quarrying  stone  as  well  as  taking  care  of  the  live  stock  and 
other  work  about  the  farm. 
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Before  the  purchase  of  this  property  long  term  prisoners  in 
Kssex  county  were  committed  to  the  Albany  County  Penitentiary 
where  the  facilities  for  housing  them  are  not  so  good  as  at  the 
county  jail  at  Elizabethtown  which  is  a  modem  institution.  With 
employment  provided,  this  practice  has  been  discontinued  with  a 
resultant  saving  to  the  county  of  the  cost  of  transportation  of 
prisoners  and  officers  as  well  as  a  saving  in  the  cost  of  board. 
The  county  paid  the  penitentiary  |3  a  week  for  the  maintenance 
of  its  prisoners,  while  the  sheriff's  report  for  the  period  ending 
Jtne  30th  last  shows  the  cost  of  board  at  the  jail  to  have  been 
^2.21.  A  saving  in  the  item  of  board  is  thus  shown,  apart  from 
the  benefit  now  derived  by  the  county  from  the  labor  of  those  serv- 
ing sentences. 

The  sheriff  reports  that  from  May  13th  to  October  31st  fifty- 
one  prisoners  were  employed  on  the  farm  who  performed  1,700 
dnys'  work.  ^The  effect  on  discipline",  he  writes,  "is  very  good, 
only  one  having  tried  to  escape". 

The  report  of  a  special  committee  of  the  board  of  supervisors 
which  has  the  jail  farm  in  charge  shows  what  can  be  done  under 
efficient  management.  A  farm  manager  was  employed  to  direct 
the  farm  work  under  the  supervision  of  the  sheriff.  The  out- 
buildings were  repaired  and  a  barn,  which  was  unsuitable  for 
use,  was  demolished  and  a  new  one  constructed.  Arrangements 
were  made  with  a  local  lumber  dealer  to  furnish  lumber  for  the 
new  structure  and  to  take  logs  from  the  farm  in  exchange. 

The  following  statement  shows  the  result  of  the  season's  work 
from  a  financial  standpoint: 

Total  receipts  from  produce,  etc., |1,965.14 

Saving  in  maintenance  of  prisoners  at  Albany  County 

Penitentiary 738.00 

Total    12,703.14 

Total  amount  expended  for  labor 395.00 

Fertilizer,  seed,  feed,  and  other  material  used  in  the 

operation  of  the  farm 224.76 

Interest  on  the  investment  at  6  per  cent 153.00 

Total    I   773.59 

This  statement  shows  a  profit  of  |1,929.55,  or  44  per  cent,  of 
the  purchase  price  of  the  farm. 

The  committee  states  it  believes  it  feasible  to  install  one  or 
two  looms  for  weaving  blankets  and  towels  for  the  use  of  the  jail 
and  county  home  and  thus  afford  employment  during  the  winter 
season. 

The  foregoing  shows  what  can  be  accomplished  in  a  brief 
period.  The  authorities  of  Essex  county  are  to  be  commended 
for  their  efforts  to  provide  healthful  employment  for  their  prifh 
oners  and  to  save  the  taxpayers'  money. 
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Franklin  county,  early  in  1915,  purchased  a  farm  of  forty 
acres  about  a  mile  and  a  half  from  the  jail,  but  the  sheriff  at  that 
time  declined  to  work  it  unless  an  additional  officer  was  employed. 
As  a  result,  the  land  was  not  worked  by  prison  labor  but  was 
placed  in  charge  of  another  county  official.  During  the  past  year, 
however,  58  prisoners  were  employed  on  the  farm  with  a  record  of 
731  days^  work.  The  men  at  times  worked  "on  their  honor''  with- 
out the  presence  of  an  officer  and  although  there  were  a  few  shirks 
and  two  escaped,  the  sheriff  reports  it  is  his  belief  that  more  work 
was  done  under  the  honor  plan  than  the  continued  presence  of  a 
guard  would  have  accomplished. 

The  farm  yielded  456  bushels  of  potatoes,  253  bushels  of  oats, 
about  10  bushels  of  beans,  15  tons  of  hay,  and  about  3yo  tons  of 
«traw.  The  work  of  the  prisoners  included  clearing  the  farm  of 
large  rocks  which  involved  considerable  blasting.  The  profits 
of  the  farm  are  given  as  |232.92  for  the  season. 

In  his  report  to  the  board  of  supervisors  the  sheriff  says  in 
part: 

*^I  do  not  think  as  an  investment  there  is  any  money 
made  in  conducting  the  jail  farm,  as  it  costs  at  least  50 
per  cent,  more  for  shoes  and  clothing,  but  from  a  humane 
point  of  view  I  consider  it  a  great  thing  as  it  gives  em- 
ployment to  the  prisoners  and  when  they  are  discharged 
from  prison  they  are  in  fit  condition  to  go  to  work  if  they 
have  any  manhood  left  in  them,  but  if  they  are  left  in  jail 
and  not  allowed  to  get  outdoor  exercise  they  have  no 
ambition  to  get  work  when  they  get  out." 

St.  Lawrence  county  continues  to  keep  many  of  its  prisoners 
employed  on  the  jail  farm  and  breaking  stone.  From  January 
1st  to  October  31st  the  sheriff  reports  that  the  inmates  did  3,026 
days'  work  at  stone  breaking  and  870  on  the  farm,  a  total  of  3,896. 
The  farm  produce  included  60  tons  of  hay,  3  tons  of  straw,  125 
bushels  of  carrots,  60  of  mangels,  21  of  beans,  30  of  potatoes,  11% 
of  onions  in  addition  to  2  acres  of  corn  and  a  quantity  of  garden 
truck.  It  is  estimated  that  5,475  quarts  of  milk  were  produced. 
The  cost  of  boarding  prisoners,  according  to  the  sheriff's  report, 
continues  to  decrease.  It  was  $1.27  per  capita  per  week  in  1914, 
11.03  in  1915,  and  |.83  for  the  period  from  October  1,  1915,  to 
June  30,  1916. 

From  eight  to  ten  prisoners  from  Oswego  county  were  em- 
ployed on  the  jail  farm.  One  escaped  but  was  recaptured.  The 
crops  included  60  tons  of  hay,  250  bushels  of  oats,  100  bushels  of 
corn,  and  about  65  tons  of  ensilage. 

The  sheriff  of  Jefferson  county  reports  from  two  to  eight  pris- 
oners were  employed  on  the  hospital  farm  during  the  past  season, 
but  they  worked  only  175  days.  The  crops  included  65  bushels 
of  potatoes,  4  of  turnips,  12  of  beans,  and  about  11  tons  of  hay. 
Institutional  work  requires  the  daily  service  of  from  three  to 
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five.    The  records  indicate  that  many  prisoners  in  this  jail  were 
not  employed. 

Broome  county  during  the  latter  part  of  the  summer  season 
sent  five  prisoners  daily  to  the  county  farm  where  they  were  em- 
13ioyed  in  general  farm  work  and  in  ditching  and  laying  tile  pipe 
for  the  purpose  of  draining  land  that  for  years  had  been  practi- 
cally useless.  This  land,  the  sheriff  reports,  is  expected  to  be  as 
productive  as  any  i)art  of  the  farm.  The  men  were  sent  to  the 
farm,  about  four  miles  from  the  jail,  in  the  morning  and  returned 
in  the  evening.  They  were  given  their  dinner  and  supper  at  the 
farm.  The  employment  of  these  men  was  in  the  nature  of  an  ex- 
periment, the  county  authorities  having  had  under  consideration 
the  establishment  of  a  jail  farm  where  their  prisoners  could  be 
employed.  The  sheriff  reports  the  experiment  successful;  that 
the  men  worked  willingly;  and  that  there  is  ample  acreage  to  keep 
more  men  at  work,  provided  arrangements  are  made  for  trans- 
porting them  to  and  from  the  farm.  During  the  winter  prisoners 
break  stone. 

Chenango,  Genesee,  Ontario  and  Tioga  counties  employ  a 
few  prisoners  on  county  farms.  In  Genesee  county  the  number 
employed  during  the  past  season  varied  from  two  to  ten,  as  cir- 
cumstances permitted.  They  worked  a  total  of  876  days.  In  ad- 
dition to  general  farm  work  they  were  engaged  in  preparing  for 
construction  work,  digging  ditches  for  water  pipes, 
clearing  brush  and  stones  from  old  fence  lines,  building  new 
fences,  and  in  reforesting.  The  men  were  sent  to  the  farm  ten 
miles  from  the  jail  in  an  automobile  truck  and  returned  in  the 
evening.  They  were  accompained  by  an  officer.  There  was  one 
escape. 

Allegany,  Chautauqua,  Madison,  Nassau,  Richmond  and  Yates 
counties  work  small  tracts  of  land.  At  the  election  in  November 
a  proposition  to  purchase  a  farm  near  the  city  of  Cortland  on 
which  to  build  a  jail  was  defeated  by  the  voters  of  Cortland  coun- 
ty. The  defeat  of  the  proposition  is  ascribed  to  the  high  price 
asked  for  the  property  rather  than  to  the  rejection  of  the  farm 
plan.  Tlie  county  needs  a  modern  jail,  as  the  present  one  in  the 
city  is  old  and  inadequate. 

Prisoners  from  the  Cattaraugus  county  jail  were  employed 
during  the  summer  at  highway  work,  and  the  board  of  supervisors 
expects  to  lease  a  farm  of  thirteen  acres  to  be  worked  by  prisoners 
during  the  coming  season. 

Steuben  county  has  a  stone  yard  and  during  the  past  summer 
a  few  prisoners  were  employed  on  road  work  in  the  town  of  Bath. 
One  escaped.  The  Commission  investigated  complaints  concern- 
ing the  employment  of  prisoners  from  this  jail  and  the  findings 
are  made  a  part  of  this  report. 

SufTolk  and  Livingston  counties  report  some  highway  work 
was  done  during  the  year.  Chemung,  N^assau  and  Ontario  have 
Btone  sheds,  and  Kensselaer  makes  blankets  and  towels. 

Two  new  jails  were  completed  during  the  year — the  Bronx 
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County  Jail  in  New  York  city  and  the  Columbia  County  Jail  in 
Hudson.  The  Bronx  jail  was  first  occupied  in  July.  It  has  out- 
side cells  of  steel  construction,  each  equipped  with  toilet,  lavatory 
and  bunk  and  an  outside  window.  It  is  the  first  county  jail  on  the 
outside  cell  plan  to  be  completed  in  this  State.  The  reconstruc- 
tion of  the  Erie  County  Jail,  which  also  is  to  have  outside  cells, 
was  undertaken  before  the  Bronx  county  institution  was  started, 
but  the  work  has  progressed  slowly  and  it  is  still  incompleted. 
TJie  cells  in  this  jail  are  being  constructed  of  concrete  over  steel 
wire  mesh  and  have  steel  doors. 

The  new  Columbia  County  Jail  is  built  on  the  inside  cell  plan 
with  tiers  of  steel  cells  placed  back  to  back  with  a  utility  corridor 
between.  The  cells  have  barred  fronts  and  there  is  a  corridor  for 
prisoners  and  another  for  guards  between  the  cells  and  the  win- 
dow. Each  cell  is  equipped  with  toilet,  lavatory  and  bunk.  A 
section  of  this  jail  has  been  set  apart  for  prisoners  from  the  city 
of  Hudson,  the  city  having  been  without  a  jail  until  this  building 
was  constructed.  Descriptions  of  these  new  jails  and  of  condi- 
tions in  others  throughout  the  State  will  be  found  in  reports  of 
inspections  in  another  part  of  this  report. 

Albany  county  during  the  past  year  completed  a  new  court 
house  which  contains  a  well  equipped  jail  for  the  detention  of 
prisoners  when  courts  are  in  session.  Detention  rooms  have  also 
been  constructed  in  the  Kings  county  court  building  on  Schermer- 
horn  street,  Brooklyn. 

Cattaraugus  county  has  materially  improved  its  jail,  having 
installed  new  toilets  in  the  cells  and  fifty  lockers,  a  shower  bath 
and  fumigator  in  the  basement.  A  new  septic  plant  for  the  jail 
sewage  has  been  constructed,  a  new  roof  placed  on  the  jail  build- 
ing, and  the  interior  and  kitchen  repainted.  All  the  work  except 
replacing  the  roof  was  done  by  inmates  of  the  institution. 

In  Madison  county  prisoners  painted  the  exterior  and  interior 
of  the  court  house  and  jail,  set  out  shrubbery  along  the  walks 
and  driveways,  and  constructed  a  fountain.  An  ice  house  was  re- 
moved from  the  jail  yard  and  a  new  one  constructed  outside* 
Other  improvements  were  made. 

The  Commission  has  approved  plans  for  an  addition  to  the 
Wayne  County  Jail  to  improve  sanitary  conditions.  Minor  im- 
provements have  been  made  during  the  year  in  the  jails  in  Albany, 
Allegany,  Chemung,  Delaware,  Dutchess,  Franklin,  Fulton, 
Genesee,  Greene,  Kings,  Jefferson,  Lewis,  Livingston,  Monroe, 
Orange,  Putnam,  Richmond,  Saratoga,  Steuben,  Tioga,  Tomp- 
kins, Warren,  W^estchester  and  Wyoming. 

Clinton  county  has  an  old  jail,  inadequate  for  its  needs,  the 
bad  conditions  being  aggravated  by  the  fact  that  the  city  of  Platts- 
burg  in  which  it  is  located  has  no  jail.  The  use  of  the  county  jail 
by  the  city  and  for  harboring  lodgers,  in  addition  to  those  regu- 
larly committed  to  it,  has  made  it  impossible  at  times  for  the 
sheriff  to  classify  the  prisoners  according  to  law.  After  the 
board  of  supervisors  had  appeared  before  the  Commission  in  pro- 
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feedings  instituted  with  a  view  to  causing  the  board  to  remedy 
the  inadequate  and  insanitary  conditions  in  the  jail,  plans  for  its 
remodeling  were  submitted  and  approved.  Subsequently,  because 
of  the  high  cost  of  material,  the  board  abandoned  the  plan  to  re- 
model the  jail  and  now  proposes  to  put  it  in  sanitary  condition 
for  the  use  of  prisoners  held  for  trial  or  awaiting  the  action  of 
the  grand  jury  and  to  acquire  a  farm  near  the  county  home  upon 
which  to  establish  a  place  of  confinement  for  sentenced  prisoners. 
The  proceedings  are  still  pending. 

Show  cause  proceedings  are  also  pending  in  the  case  of  Niag- 
ara county  where  the  jail  has  been  congested.  The  board  of  super- 
visors proposes  to  establish  a  jail  farm  on  the  old  almshouse  pro- 
perty where  sentenced  prisoners  can  be  employed. 

The  St.  Lawrence  County  Jail  has  been  found  inadequate  in 
the  past  to  properly  house  prisoners  committed  to  it  and  a  com- 
mittee of  the  board  of  supervisors  recommended  to  the  board  in 
December  that  a  portion  of  the  old  jail  be  razed  and  a  modem 
four-story  stone  structure,  55  by  90  feet,  be  erected.  The  report 
was  tabled  by  the  board. 

The  Nassau  County  Jail  is  also  inadequate  to  care  for  its 
inmates,  and  better  or  increased  facilities  are  needed  in  the  jails 
in  Broome,  Cayuga,  Franklin,  Lewis,  Queens,  Rockland,  Saratoga 
and  Schuyler  counties.  An  appropriation  of  |1 1,000  has  been 
made  for  a  new  jail  in  Queens  and  Schuyler  has  presented  plans 
for  improving  its  institution. 

The  Appellate  Division  of  the  Supreme  Court,  Fourth  Depart- 
ment, in  March  affirmed  the  order  of  Justice  A.  P.  Rich  directing 
certain  changes  in  the  Cayuga  County  Jail.  This  order  did  not 
provide  for  a  rearrangement  of  the  cells  in  the  main  portion  of  the 
Jail  as  recommended  by  the  Commission.  The  opinion  of  the 
Appellate  Division  reads  in  part  as  follows: 

"The  order  from  which  this  appeal  is  taken  requires 
the  board  of  supervisors  of  Cayuga  county  to  make  cer- 
tain alterations  and  improvements  in  the  jail.  The  board 
of  supervisors  is  willing  to  comply  with  the  order,  but 
the  State  Commission  of  Prisons,  which  instituted  the 
proceedings,  contends  that  the  order  does  not  go  far 
enough  to  remedy  the  unsanitary  condition  and  other 
deficiencies  of  the  jail.  While  it  is  not  at  all  certain  that 
the  alterations  directed  to  be  made  will  be  sufficient  to 
meet  the  requirements  of  the  statute,  we  will  make  no 
further  direction  at  this  time  if  the  board  of  supervisors 
promptly  complies  with  the  order  and  such  alterations 
prove  to  be  sufficient.     •••••♦ 

"While  the  judgment  of  the  State  Commission  of 
Prisons  is  not  conclusive  upon  the  question,  it  is  entitled 
to  great  weight.  The  statute  imposes  the  duty  upon  that 
board  of  inspecting  the  jails  and  other  like  institutions 
and  seeing  that  the  requirements  of  the  statute  respect- 
ing the  jails  and  care  of  the  inmates  be  observed. 
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"If  the  board  of  supervisors  deems  it  prudent  to 
proceed  with  the  alterations  and  improvements  directed 
by  the  order  and  not  those  recommended  by  the  Commis- 
(sdon  it  may  do  so,  but  if  they  prove  insufficient  the  State 
Commission  of  Prisons  is  at  liberty  to  commence  a  new 
proceeding,  even  to  the  extent  of  compelling  the  con- 
struction of  a  new  jail  if  necessary.  The  affirmance  of 
this  order  \sill  be  without  prejudice  to  the  commence- 
ment of  any  proceeding  in  the  future  which  the  Com- 
mission may  deem  necessary  or  proper/' 

The  board  of  supervisors  has  not  yet  made  the  changes  im 
the  jail  which  the  court  directed.  It  is  the  opinion  of  the  Com- 
mission that  these  changes  will  not  entirely  remedy  the  unsatis- 
factory conditions. 

Seneca  maintains  two  jails — a  modem  well  equipped  insti- 
tution at  Waterloo  and  an  old  obsolete  jail  at  Ovid.  The  county 
has  comparatively  few  prisoners,  all  of  whom  could  be  better 
eared  for  at  Waterioo,  and  the  Commission  has  therefore  rec- 
ommended to  the  county  authorities  that  the  jail  at  Ovid  be 
closed,  as  unnecessary. 

During  the  nine  months'  period  ending  June  30,  1916,  27,379 
males  and  1,884  females  were  committed  to  the  county  jails  of 
the  State  as  compared  with  45,006  males  and  2,741  females  dur- 
ing the  fiscal  year  ending  September  30,  1915.  The  number  in 
custody  on  June  30th  was  1,257  males  and  82  females,  a  decrease 
of  652  males  and  32  females.  Of  those  in  custody  409  males  and 
o2  females  were  held  for  trial,  809  males  and  39  females  were  con- 
victed of  crime,  8  males  and  9  females  were  detained  as  witnesses^ 
and  31  males  and  2  females  as  debtors.  There  were  17  deaths  dur- 
ing the  nine  months,  16  males  and  1  female,  as  compared  with  20 
males  and  2  females  during  the  preceding  year. 

A  large  proportion  of  those  sent  to  county  jails  are  convicted 
of  intoxication  and  disorderly  conduct  or  committed  as  tramps 
and  vagrants. 

Salaries  of  sheriffs  throughout  the  State  range  from  fl.OOO 
in  Yates  and  Schoharie  counties  to  fl5,000  in  Kings.  New  York 
pays  112.000,  Bronx,  Queens  and  Westchester  |10,000,  and  Rich- 
mond and  Oneida  |6,000.  Otsego  is  the  only  county  which  still 
maintains  the  full  fee  system.  Hamilton  county  abolished  the 
fee  system  with  the  close  of  the  year  1916.  A  number  of  counties 
continue  to  pay  their  sheriffs  a  stated  sum  per  week  for  board  of 
prisoners,  a  practice  which  the  Commission  has  endeavored  to 
discourage  because  of  the  opportunity  it  affords  a  sheriff  to  cut 
down  the  rations  of  those  in  his  charge  for  personal  gain.  The 
counties  which  continue  to  pay  a  stated  sum  per  week  for  main- 
tenance are  Greene,  Oswego,  Putnam,  Schoharie,  Tioga  and  Ulster. 
In  other  counties  supplies  for  maintaining  the  prisoners  are  pur- 
chased as  required  and  bills  presented  to  the  board  of  supervisors 
for  andlt. 
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The  average  cost  of  boarding  prisoners  as  reported  for  the 
iiine  months^  period  ending  Jnne  30th  was  J?2.23  per  week.  This 
average  inclndes  the  connties  heretofore  mentioned  where  a  stated 
Slim  per  week  is  allowed  and  the  jail  at  Peekskill  where  West- 
cliester  connty  pays  tlie  jailer  |3.15  a  week  for  the  maintenance 
of  a  few  prisoners.  Eliminating  these  counties  brings  the  average 
cost  down  to  1^2.14  a  week.  Hamilton  connty  reports  a  cost  of 
^7.00  per  week  and  Queens  .^5.25.  Hamilton  had  but  two  prisoners 
(iKring  the  period  in  question  and  Queens,  where  civil  prisoners 
are  confined,  hnd  only  eleven.  A  fairer  average  is  obtained  by 
leaving  out  these  two  counties,  which  lowers  the  rate  to  $1.07. 


STATE  COMMISSION  OF  PRISONS  63 

CITY  JAILS  AND  TOWN  AND 
VILLAGE  LOCKUPS 


The  recorfls  of  the  Commission  show  that  on  Januaiy  1, 
r.llG,  there  were  83  city  jails  and  384:  lockups  in  the  State  ontside 
of  New  York  city.  During  the  year  203  of  these  were  insjjecied 
and  tlie  reports  show  continued  inii)rovement  in  their  condition. 

Watervliet  has  completed  a  new  municii)al  building  which 
contains  a  modern  city  jail.  Little  Falls  is  erecting  a  new  city 
hall  which  is  to  contain  a  jail.  Tonawanda  has  a  new  jail  and  those 
at  Canadaigua.  Hornell,  Oswego  and  Oneonta  have  been  remo;leled 
on  plans  approved  by  the  Commission.  The  jails  at  Canandaigua 
and  Hornell  had  been  closed  by  order  of  the  Commission  because 
of  their  inadequate  and  insanitary  condition. 

The  certiorari  proceedings,  instituted  by  the  city  of  Pough- 
keepsie  to  review  the  action  of  the  Commission  in  closing  the  city 
jail  in  1914,  are  still  pending.  The  city  has  appropriated 
^25,000  for  a  new  jail,  plains  for  which  have  been  approved  by  the 
Commission.  Auburn  has  made  an  appropriation  for  improving 
its  jails. 

rians  for  a  new  city  jail  at  Niagara  Falls  were  approved  by 
the  Commission  and  a  special  tax  election  was  held  on  June  28th 
to  vote  on  a  proposition  to  raise  |40,000  for  its  construction,  but 
the  project  was  defeated.  The  city  authorities  had  been  cited  to 
show  cause  in  May,  1015,  why  the  present  city  jail  should  not  be 
closed  and  after  a  further  hearing  on  October  9tli  last  the  jail  was 
ordered  closed  in  effect  January  18,  1017. 

The  city  of  Plattsburg  has  no  jail.  It  was  expected  that  a 
place  of  detention  would  be  provided  in  a  new  city  hall  to  be 
erected  with  funds  bequeathed  to  the  city,  but  the  executors  of 
the  estate  have  declined  to  permit  a  jail  in  the  proposed  new  build- 
ing. The  use  of  the  county  jail  for  the  incarceration  of  police  pris- 
oners has  caused  congosticm  and  illegal  conditions  in  that  institu- 
tion and  the  board  of  supervisors  has  notified  the  city  authorities 
that  city  prisoners  will  not  be  received  after  August  1,  1017. 

Conditions  are  particularly  unsatisfactory'  in  the  city  iails 
at  Binghamton,  Ithaca,  Johnstown,  Lockport,  Newburgh,  Ogdons- 
burg,  Oneida,  Port  Jervis,  Rensselaer,  and  the  second  precinct 
police  station  at  Troy. 

Binirhamton  proposes  to  build  a  new  police  station  an^l  jail 
and  Johnstown  has  authorired  the  preparation  of  plans  for  re- 
in odpling  its  present  jail.  The  cit\'  authorities  of  Ithaca.  Npw- 
bnrgh  and  Oneida  have  been  cited  to  show  cause  why  their  jails 
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should  not  be  closed  and  Rensselaer  has  ordered  its  first  precinct 
jail  closed  January  1, 1917. 

New  village  lockups  have  been  completed  during  the  year  or 
were  under  construction  at  Ardsley,  Alexandria  Bay,  Clifton 
Springs,  Gouverneur,  Hancock,  Horseheads,  Monroe,  Sag  Harbor^ 
Ticonderoga  and  Wappingers  Falls.  Plans  have  been  approved 
for  a  new  one  at  Greenport  and  Ossining  proposes  to  provide 
a  temporary  place  of  detention  in  its  new  municipal  building,  it« 
lockup  having  been  ordered  closed  by  the  Commission  in  1914. 

The  lockup  at  Ellenville,  which  was  closed  by  the  Commission 
in  1915,  has  been  remodeled  and  reopened  and  the  ones  at  Clinton, 
Bronxville  and  Haverstraw  have  been  materially  improved. 

Minor  improvements  have  been  made  in  village  lockups  at 
Arcade,  Attica,  Chaumont,  Churchville,  Clayton,  Cuba,  Hillbum, 
Johnson  City,  Middleburg,  Nassau,  Sidney,  Silver  Springs,  Solvay, 
Spencerport,  Springville  and  Victor. 

The  Commission  rejected  plans  submitted  by  the  village  of 
Lancaster  for  remodeling  its  lockup  and  a  new  place  of  detention 
is  under  consideration.  The  lockups  at  Brocton,  Lyons,  Spring 
Valley  and  Suffern  have  been  ordered  closed  by  the  Commission 
and  the  local  authorities  have  closed  the  one  at  Angola.  Plans 
for  a  new  lockup  at  Suffern  have  been  approved. 

New  town  lockups  have  been  constructed  at  Kendall,  Lake 
Placid  and  Saugerties.  The  old  Saugerties  lockup  had  been  closed 
by  the  Commission. 

Plans  for  improving  the  lockup  at  Amenia,  which  had  been 
closed  by  the  town  authorities,  have  been  approved.  The  town 
lockup  at  St.  Regis  Falls  has  been  dismantled. 

Minor  improvements  have  been  made  in  the  town  lockups  at 
Hempstead,  Huntington,  Mumford,  Ontario  Center,  Painted  Post, 
Port  Jefferson,  Phelps,  Saranac  Lake,  Sayville,  Tappan  and  Victor. 

The  town  authorities  have  closed  the  lockups  at  Belfast, 
Center  Moriches,  Hume  and  Southampton. 

Acting  under  authority  vested  in  it  by  chapter  379  of  the 
laws  of  1914,  the  Commission  has  cited  the  authorities  of  several 
cities  and  villages  to  show  cause  why  their  jails  and  lockups 
should  not  be  closed,  said  authorities  having  failed  to  act  on  rec- 
ommendations made  by  the  Commission  for  improvements.  The 
action  taken  in  each  of  these  cases  was  as  follows : 

CITY  JAILS 

Canandaigua — Authorities  cited  for  August  3,  1915;  jail 
ordered  closed,  in  effect  November  5,  1915;  jail  being  remodeled 
on  approved  plans. 

HoRNELL — Authorities  cited  for  September  1,  1914;  jail  or- 
dered closed,  in  effect  October  25, 1915 ;  order  extended  to  June  22, 
1916 ;  jail  remodeled ;  order  set  aside  and  proceedings  discontinued 
November  9,  1916. 

Ithaca — Authorities  cited  for  January  2,  1917. 

Nbwbubgh — Authorities  cited  for  February  8,  1917. 
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Niagara  Falls — Authorities  cited  for  May  4,  1915;  plan* 
for  remodeling  jail  submitted  and  approved;  jail  ordered  closed^ 
in  effect  January  18,  1917. 

Oneida — Authorities  cited  for  January  2,  1917. 

Oneonta — Authorities  cited  for  November  4,  1915;  jail  re- 
modeled ;  proceedings  discontinued  December  8,  1916. 

Oswego — Authorities  cited  for  February  1,  1917;  jail  being 
remodeled;  proceedings  pending. 

PouGHKEEPsiE — ^Authorities  cited  for  October  13,  1914;  jail 
ordered  closed;  certiorari  proceedings  pending;  plans  for  new 
jail  approved. 

VILLAGE  LOCKUPS 

Alexandria  Bay — Authorities  cited  for  October  13,  1914; 
lockup  being  remodeled ;  permission  to  use  granted  September  €, 
1916;  proceedings  pending. 

Brocton — Authorities  cited  for  January  4,  1916;  lockup  ot- 
dered  closed,  in  effect  April  5,  1916. 

Dexter — Authorities  cited  for  January  2,  1917. 
Ellenville — Authorities  cited  for  June  30,  1914;  lockup  or- 
dered closed,  in  effect  December  21,  1914;  order  extended  to  Au- 
gust 15,   1915;  lockup  remodeled;  permission  to  reopen  given 
October  9,  1916. 

Gouverneur — Authorities  cited  for  November  4,  1915;  lock- 
up ordered  closed,  in  effect  October  17,  1916;  new  lockup  con- 
structed. 

Ilion — Authorities  cited  for  November  9,  1916;  proceedings 
pending. 

Lyons — Authorities  cited  for  January  4, 1916 ;  lockup  ordered 
closed,  in  effect  June  8,  1916. 

Morris — Authorities  cited  for  January  2,  1917.  , 

Mount  Morris — Authorities  cited  for  August  3,  1915;  new 
lockup  constructed;  proceedings  discontinued  March  7,  1916. 

North  Tarrytov7N — Authorities  cited  for  November  10, 1914 ; 
lockup  improved ;  proceedings  discontinued  January  4,  1916. 

Pawling — ^Authorities  cited  for  January  2,  1917. 

Pike — Authorities  cited  for  January  2,  1917. 

Sharon  Springs — Authorities  cited  for  February  8,  1917. 

Spring  Valley — Authorities  cited  for  January  4,  1916;  locli- 
up  ordered  closed,  in  effect  April  5,  1916. 

Suffern — Authorities  cited  for  September  8,  1915;  lockup 
closed,  in  effect  June  8,  1916;  plans  for  new  lockup  approved. 

TicoNDEROGA — Authorities  cited  for  February  1,  1916;  plant 
for  remodeling  lockup  approved ;  proceedings  pending. 
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TOWN  LOCKUPS 

Bombay — ^Authorities  cited  for  February  8,  1917. 

Granville — Authorities  cited  for  September  8,  1915;  lockup 
ordered  closed,  in  effect  January  9,  1916. 

Pink  Plains — Authorities  cited  for  January  2,  1917. 

Saugerties — Authorities  cited  for  September  1,  lOU;  lockup 
ordered  closed,  in  effect  December  15,  1915;  new  lockup  coa- 
structed. 

WiLLSBORQ— Authorities  cited  for  February  8,  1917. 
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PROBATION  AND  PAROLE 


The  State  Probation  Commission  reports  still  further  pro- 
gress in  organizing  and  extending  probation  work  in  the  courts 
of  the  State  during  1916.  As  this  work  when  well  done  under 
competent  salaried  probation  officers  prevents  many  men,  women 
and  children  from  the  necessity  of  being  removed  from  their 
homes  and  sent  to  penal  institutions  at  the  expense  of  the  public, 
it  is  a  matter  of  great  concern  to  the  State  and  to  every  locality 
that  the  work  be  well  looked  after.  That  the  State  has  a  decided 
interest  in  the  extension  of  effective  probation  work  is  witnessed 
by  the  apparent  decrease  in  the  population  of  State  penal  institu- 
tions during  the  past  year.  Undoubtedly  the  extension  of  pro- 
bation work  in  the  State  has  had  a  marked  effect  in  decreasing 
prison  population.  Especially  is  this  true  in  the  reformatories 
and  institutions  for  juvenile  delinquents.  On  grounds  of  financial 
saving  alone  good  probation  work  is  an  excellent  investment. 
That  it  prevents  crime,  keeps  homes  intact,  and  develops  good 
citizens  out  of  those  who  have  taken  their  first  steps  in  vice  and 
crime  has  been  proven  over  and  over  again. 

During  the  past  year,  as  during  every  year  since  statistics 
of  the  use  of  probation  in  the  State  were  first  collected  by  the 
State  Probation  Commission  in  1007,  an  increased  number  of  per- 
sons placed  on  probation,  an  increased  number  actually  under  the 
care  of  probation  officers  at  the  end  of  the  year,  and  a  larger  num- 
ber of  salaried  probation  officers  than  in  any  previous  year,  was 
reported  by  the  State  Probation  Commission.  During  the  year 
ending  September  oO,  1916.  19. 684  persons  were  placed  on  proba- 
tion. Of  these  5,739  were  children  under  10.  The  total  number 
of  ]jersons  on  probation  at  the  end  of  the  year  was  13,433.  Com- 
pare this  with  the  number  reported  on  probation  throughout  the 
State  eight  years  previous,  viz.,  2,378. 

The  most  essential  feature  of,  in  fact  the  heart  of  probation 
work,  is  in  the  personality,  tact  and  ability  displayed  by  the  pro- 
bation (ifficer.  Probation  officers  should  be  especially  selected  for 
their  ability  to  aid  and  guide  offenders  placed  in  their  care.  It 
is  essential  that  they  possess  the  knowledjre  and  ability  nece^isary 
t'i  secure  the  cooperaticn  of  all  the  social  forces  in  their  communi- 
ties to  aid  them  in  straightening  out  family  difficulties  and  bring- 
ino  reformative  influences  into  the  lives  of  their  charges. 

FJxperience  has  domonstrated  that  the  probation  office^*  should 
ho  ader-uatply  salaried  and  cnve  his  or  her  whole  time  to  the  work 
to  secure  the  best  effects.    Volunteer  probation  work  may  be  said 
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to  be  a  thing  of  the  past.  Salaried  probation  officers  are  now  em- 
ployed by  '64:  counties  of  the  State — more  than  half,  including  all 
the  larger  counties.  They  are  employed  by  37  cities,  including  all 
cities  of  over  25,000  population  with  four  exceptions.  At  the  end 
of  last  year  the  State  Probation  Commission  reported  188  salaried 
probation  officers  in  the  State.  Seven  new  positions  were  estab- 
lished during  the  year  and  34  officers  received  salary  increases. 
Salaries  of  probation  officers  are  still  far  too  small  and  should  be 
increased  in  many  instances. 

An  important  feature  of  the  work  of  probation  officers  has 
always  been  the  collection  of  money  in  regular  installments  from 
probationers  for  family  support,  for  restitution,  and  for  fines. 

The  following  table  shows  the  amount  actually  collected  by 
probation  officers  during  the  past  year  for  these  three  purposes : 

MONEY  COLLECTED  BY  PROBATION  OFFICERS 

For  familv  support |139,155.01 

For  restitution 39,041.25 

For   fines 31,318.54 

The  above  figures  do  not  include  still  greater  sums  collected 
by  the  Department  of  Charities,  New  York  city,  from  persons 
under  the  care  of  probation  officers,  nor  a  still  larger  sum  paid  by 
probationers  directly  to  their  families  under  court  orders  and 
under  the  direction  of  probation  officers.  Obviously  this  method 
of  dealing  with  non-support  cases  is  rational  and  economical. 

Not  only  is  probation  more  widely  used  than  ever  before  by 
the  judges  of  the  State,  but  more  intensive  work  is  being  done  by 
probation  officers  and  better  results  obtained.  The  percentage 
of  the  cases  discharged  during  the  past  year  who  complied  with 
the  conditions  of  probation  and  were  reported  discharged  with 
improvement  was  78.3  per  cent.  This  varies  but  little  from  the 
percentage  of  former  years. 

I*robation  officers  throughout  the  State  have  in  many  in- 
stances assisted  in  looking  after  persons  paroled  from  the  re- 
formatories and  state  prisons.  As  none  of  these  institutions  has 
a  sufficient  number  of  parole  officers  to  cover  the  State  there  has 
been  a  tendency,  which  has  increased  somewhat  during  the  past 
year,  to  call  upon  the  probation  officers  to  assist  in  supervising 
paroled  persons.  A  total  of  213  persons  paroled  from  prisons 
and  reformatories  was  reported  to  the  State  Probation  Commis- 
sion as  received  on  parole  by  probation  officers  who,  in  most  in- 
stances, maintained  entire  supervision,  reporting  directly  to  the 
institution.  Probation  officers  are  now  to  be  found  in  all  large 
communities.  They  are  familiar  with  local  conditions.  Fre- 
Quontly  they  are  acquainted  with  the  paroled  indi\idual.  It  seems 
advisable  that  probation  officers  should  be  encouraged  to  co- 
operate more  closely  with  the  institutions,  both  in  looking  after 
paroled  persons  and  in  reporting  such  information  as  they  have 
to  the  institutions  at  the  time  of  commitment. 


STATE  COMMISSION  OF  PRISONS  69 

PAROLE 

The  following  summary,  furnished  by  the  Board  of  Parole 
for  State  Prisons,  shows  the  operation  of  the  parole  law  in  the 
gtate  prisons  from  October  1,  1901,  to  July  1,  1916 : 

Total  hearings  to  Oct.  1,  1915 13,377 

Initial  applications  for  nine  months  ending  June  30,  1916. .       826 
Reapplications  for  same  period 303 

Total  hearings  to  June  30,  1916 14,506 

l*aroles  granted  to  Oct.  1,  1915 7,785 

Paroles  granted  during  nine  months  ending  June  30,  1916. .       749 
Granted 89 

Total  paroled  to  June  30,  1916 8,623 

Total  declared  delinquent  to  Oct.  1,  1915 1,704 

Total  declared  delinquent  during  nine  months  ending 

June  30,  1916 197 

Total  declared  delinquent  to  June  30,  1916 1,901 

Returned  to  October  1,  1915 788 

Returned  during  nine  months  ending  June  30,  1916 122 

Total  910 

Complied  with  all  conditions  and  discharged  to  Oct.  1,  1915  5,288 
Complied  with  all  conditions  and  discharged  during  nine 

months  ending  June  30,  1916 467 

Total  5,755 

At  large  in  good  standing  October  1,  1915 826 

At  large  <lelinquent  October  1,  1915 883 

Total  1,709 

At  large  in  good  standing  June  30,  1916 1,088 

At  large  delinquent  June  30,  1916 958 

Total  2,046 

The  Commission  for  a  nuniber  of  years  has  advocated  the  co- 
ordination of  the  probation  and  parole  system,  believing  that  the 
parole  work  of  the  State  should  be  under  supervision  of  a  central 
State  body  in  the  same  way  as  probation  work  is  now  supervised. 
This  recommendation  we  renew.  The  number  of  parole  officers 
employed  by  the  various  institutions  is  small  and  inadequate  to 
look  after  the  thousands  of  persons  annually  paroled.  Year  by 
year  there  is  increasing  cooperation  between  probation  and  parole 
officers  and  it  would  appear  that  the  establishment  of  a  closer 
relation  between  them  unrler  central  supervision  would  bring 
about  more  effective  oversight  of  the  men,  women  and  children 
released  on  parole. 
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RECOMMENDATIONS 


Summarized  briefly,  the  following  are  the  principal  recom- 
mendations ol*  the  Commission: 

(1)  Provide  sufficient  appropriations  to  establish  two  cus- 
todial institutions  tor  the  proi)er  treatment  of  mentally  deficient 
delinquents,  one  for  males  and  one  for  females,  and  to  establish 
psychopathic  stations  for  the  examination  of  such  delinquents. 

(2)  Make  a  sufficient  appropriation  to  acquire  a  site  and 
begin  the  construction  of  a  reformatory  for  male  misdemeanants 
established  by  the  Legislature  of  1012. 

(3)  Improve  and  enlarge  the  industries  in  the  state  prisons; 
replace  the  old  and  obsolete  machinery  with  modern  equipment 
and  provide  proper  safeguards  for  the  inmate  workers. 

(4)  Extend  the  farm  work  at  Clinton,  Great  Meadow  and 
Sing  Sing  prisons  and  provide  for  the  acquisition  of  a  farm  to 
be  cultivated  by  the  inmates  of  Auburn  Prison. 

(5)  Extend  t]>e  employment  of  convicts  on  highways,  in- 
crease the  facilities  for  stone  crushing  at  Great  Meadow  Prison 
and  establish  a  quarry  at  Sing  Sing. 

(G)  Expedite  the  work  of  reconstructing  Sing  Sing  Prison 
and  the  construction  of  a  new  farm  and  industrial  prison. 

(7)  Make  a  sufficient  appropriation  to  improve  the  dietary 
in  the  state  prisons. 

(8)  Provide  for  the  removal  of  the  State  Prison  for  Women 
at  Auburn  to  a  farm  site. 

(9)  Extend  the  school  system  to  include  the  uneducated 
prison  population  at  each  prison  and  penitentiary,  and  raise  the 
the  standard  at  least  to  that  of  the  reformatory  schools,  so  that 
Fo  far  as  possible  educational  courses  may  be  offered  in  accordance 
with  the  capabilities  of  the  prisoners. 

(10)  Authorize  the  State  Probation  Commission  to  super- 
vise both  probation  and  parole,  and  provide  for  more  effectual  co- 
operation of  parole  and  i)robation  officers,  leading  eventually  to 
combination  of  the  two  systems. 

(11)  Establish  workhouses  to  take  the  places  of  peniten- 
tiaries outside  of  New  York  city. 

(12)  Enact  a  full  indeterminate  sentence  law. 

(18)  Permit  any  court  having  jurisdiction  to  try  a  defend- 
ant charged  with  a  misflemeniior  to  accept  a  plea  of  "guilty"  with 
tlie  consent  of  the  district  attorney  and  pronounce  sentence  with- 
out the  intervention  of  a  grand  jury. 
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ATTENDANCE  AT  MEETINGS 

January  4th. — At  the  Capitol,  Albany.  Present:  Commis- 
Bioners  Solomon,  Wade,  Diedling,  Murphy  and  Hurd. 

February  1st. — At  the  Capitol,  Albany.  Present:  Commis- 
sioners Solomon,  Wade,  Davenport,  Diedling,  Murphy,  Weinstock 
and  nurd. 

March  7th. — At  the  Capitol,  Albany.  Present:  Commission- 
ers Solomon,  Wade,  Davenport.  Diedling,  Murphy,  Weinstock  and 
Hurd. 

March  16th. —  (Special  meeting.)  In  New  York  City.  Pres- 
ent:   Commissioners  Solomon,  Wade,  Weinstock  and  Hurd. 

April  11th. — At  the  Capitol,  Albany.  Present:  Commis- 
sioners Solomon,  Wade,  Davenport,  Diedling,  Murphy,  Weinstock 
and  Hurd. 

May  2nd. — At  Auburn  Prison,  Auburn.  Present:  Commis- 
ioners  Solomon,  Wade,  Davenport,  Murphy,  Weinstock  and  Hurd. 

June  6th.  At  Clinton  Prison,  Dannemora.  Present:  Commis- 
ioners  Solomon,  Wade,  Davenport,  Diedling,  Weinstock  and  Hurd. 

July  7th. — At  Sing  Sing  Prison,  Ossining.  Present :  Commis- 
sioners Solomon,  Wade,  Davenport,  Murphy,  Hurd  and  Holloway. 

August  1st. — At  Eastern  New  York  Reformatory,  Napanoch. 
Present:  Commissioners  Solomon,  Wade,  Davenport  and  Diedling. 

September  6th. — At  New  York  State  Reformatory,  Elmira. 
Present :  Commissioners  Wade,  Diedling  and  Holloway. 

October  9th. — At  Hotel  Iroquois,  Buffalo.  Present :  Commis- 
sioners Solomon,  Wade,  Davenport,  Diedling,  Murphy,  Hurd  and 
Holloway. 

November  0th. — At  the  Capitol,  Albany.  Present :  Commis- 
sioners, Solomon,  Wade,  Davenport,  Diedling,  Murphy,  Hurd  and 
Holloway. 

December  8th  and  9th. — At  Clinton  Prison,  Dannemora,  Pres- 
ent: Commissioners  Solomon,  Wade.  Diedling,  Murphy,  Hurd 
and  Holloway. 

(Signed)     HENRY  SOLOI\fON, 

President 

JOHN  F.  TREMA  IN, 

Secretary, 
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SPECIAL  REPORTS 


IN  THE  MATTER  OF  AN  im^ESTIGATION  OF  ONONDAGA  COUNTY 

PENITENTIARY 


At  a  meeting  of  the  State  Commission  of  Prisons  held  in  Albany,  on 
tlie  11th  day  of  April,  1916,  the  following  resolution  was  adopted : 

"Commissioner  Hurd  moved  that  the  Commission  conduct  an 
Investigation  into  conditions  at  the  Onondaga  County  Penitentiary, 
beginning  Friday  morning,  April  21,  1916,  at  10  A.  M." 

"Carried." 

Pursuant  to  the  above  resoluton,  an  investigation  was  held  in  the 
OHondaga  County  Penitentiary  at  Jamesville  on  the  21st  and  22nd  days 
Of  April  and  the  16th  day  of  June,  1916. 

After  examination  of  the  superintendent  of  the  penitentiary,  a  num- 
ber of  oflScials  and  inmates,  and  after  careful  consideration  of  the  testi- 
mony taken,  the  Commission  reports  these  findings; 

1st.  That  the  administration  of  the  penitentiary  is  too  severe,  harsh 
And  repressive. 

2nd.  That  the  prisoners  are  compelled  to  wear  the  old  style  striped 
prison  clothes  within  the  institution,  while  at  work  in  the  quarry  and  on 
the  road,  the  use  of  these  stripes  being  approved  by  the  superintendent. 

3rd.  That  there  are  no  written  rules  and  regulations  as  to  different 
offenses  within  the  institution,  nor  stated  penalties  attached  to  the  com- 
mission of  offenses,  and  that  the  superintendent  and  assistant  superin- 
twident  exercise  absolute  power  in  deciding  the  acts  which  constitute  of- 
fenses and  the  nature  and  extent  of  the  punishment  imposed,  as  a  result 
prisoners  are  punished  for  violation  of  rules  of  which  they  have  no  knowl- 
edge. 

4th.  That  one  method  of  punishment  Is  confinement  In  a  dungeon. 
ITiat  there  are  eight  dungeon  cells  in  the  cellar  of  the  penitentiary  which  Is 
eight  feet  deep,  seven  feet  of  which  are  under  ground,  and  that  the  only 
natural  light  and  ventilation  comes  from  several  small  window  slits  and  an 
area  window  recently  Installed;  that  the  cells  are  solid  steel  with  the  ex- 
ception of  a  numl)er  of  small  round  holes  for  ventilating  purposes,  which 
admit  a  little  light  and  air  into  the  cells,  and  a  number  of  small  holes  In 
the  rear  of  the  cell,  opening  Into  a  utility  corridor;  that  the  cells  contain  an 
Iron  slat  bunk  without  mattress  or  blanket,  a  cement  floor,  a  sanitary  clos- 
et and  wash  basin,  and  have  no  lighting  facilities ;  that  recently  the  super- 
intendent has  added  sixty-four  small  holes  to  one  cell  and  painted  its  In- 
tel ior  white;  that  prisoners  are  confined  In  those  dungeon  cells  from  a 
few  hours  to  seventeen  days,  and  the  only  food  which  they  receive  is  one 
tJllce  of  bread  a  day;  that  women  and  at  least  one  man  awaiting  trial 
ivere  confined  in  these  dungeon  cells  In  the  same  cell  room  with  the  pris- 
oners of  the  penitentiary,  and  that  the  prison  doctor  described  these  dun- 
(reoo  cells  as  unsanitary. 
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5th.  That  prisoners  who  have  attempted  to  escape  or  have  escaped 
and  have  been  apprehended  are  generally  compelled  to  wear  a  chain  during 
the  remainder  of  their  term  of  imprisonment — and  in  cases  examined,  from 
two  months  to  ten  months— while  at  work  in  the  quarry,  in  road  building, 
and  in  the  penitentiary,  day  and  night  continuously,  such  chain  weighing 
from  twelve  to  sixteen  pounds,  riveted  by  a  steel  band  to  the  ankle  of  th« 
prisoner  by  the  prison  blacksmith. 

6th.  That  another  form  of  punishment  Is  "standing  on  the  crack", 
which  consists  of  placing  the  prisoner  on  a  line  in  the  cement  floor  in  the 
coll  hall,  with  arms  folded,  facing  the  wall  for  a  period  within  the  discre- 
tion of  the  superintendent  or  assistant  superintendent,  which  ranges  from  a 
short  time  to  twelve  hours. 

7th.  That  no  recreation  is  provided  for  the  prisoners;  that  they  ar« 
coiifined  in  their  cells  all  of  Sunday  with  the  exception  of  the  chapel  sep- 
vi«*es  and  two  meals;  that  on  holidays  the  only  recreation  permitted  is  a 
period  of  exercise  in  the  corridor  of  the  cell  hall. 

8th.  That  no  careful  physical  examination  is  made  of  each  prisoner 
entering  for  tuberculosis,  venereal  diseases,  etc.,  hence,  healthy  prisoner! 
eat,  work,  and  sometimes  are  doubled  up  in  cells  with  prisoners  havinf 
tuberculosis  and  venereal  diseases. 

9th.    That  the  prisoners  are  not  allowed  to  converse  at  meals. 

10th.  That  letter  privileges  are  too  curtailed,  prisoners  being  allowed 
to  write  only  one  letter  a  month  unless  by  special  request. 

11th.  That  there  are  no  educational  facilities  for  the  Instruction  oJ 
the  prisoners.     (172  illiterates  were  received  during  the  year). 

12th.    That  the  prison  is  maintained  in  a  cleanly  condition.* 

13th.     That  practically  all  able-bodied  prisoners  are  kept  at  work. 

The  Commission,  as  a  result  of  the  foregoing  findings,  makes  the  fol- 
lowing recommendations : 

RECOMMENDATIONS 

1st.  That  the  superintendent  who  has  authorized,  continues,  and  a^ 
tempts  to  justify  the  reactionary  methods  of  management  and  the  cruel 
puiiishments  found  herein,  is  unfit  and  should  be  removed. 

2nd.    That  striped  clothing  be  abolished. 

3rd.  That  copies  of  a  set  of  rules  be  printed  and  put  in  every  ceB 
and  on  placards  in  the  corridors,  and  that  knowledge  of  the  rules  be  eoB- 
yeyed  to  all  non-English-speaking  prisoners. 

4th.    That  the  use  of  the  dungeon  in  the  cellar  be  discontinued. 

5th.    That  chains  upon  the  prisoners  be  abolished. 

6th.     That  "standing  on  the  crack"  be  discontinued. 

7th.  That  prisoners  be  confined  for  punishment  in  a  light  cell  abort 
ground,  and  that  such  prisoners  be  allowed  half  a  loaf  of  bread  twice  • 
day  and  all  the  water  they  desire  and  be  allowed  to  exercise  in  a  corridor, 

8th.  That  prisoners  not  undergoing  punishment  be  allowed  one  horn 
of  free  recreation  every  week  day  in  the  yard,  also  half  a  day  on  Sunday! 
and  holidays. 

9th.  That  family  photographs  and  pictures  of  a  proper  character  b# 
permitted  in  the  cells. 

10th.  That  every  prisoner  entering  the  institution  be  thoroughly  ex^ 
amined  by  a  physician,  physically  and  mentally,  and  if  aflnicted  with  tubev* 
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eu'ofiis  or  venereal  disease  he  be  segregated  from  the  other  prisoners  In  an 
lavalid  company  and  be  given  special  food  and  work, 

11th.  That  prisoners  be  allowed  to  converse  at  meals,  and  that  they 
be  furnished  water  with  their  meals. 

12th.  That  the  prisoners  be  allowed  to  write  one  letter  weekly  at 
the  expense  of  the  institution  and  as  many  letters  as  they  desire  at  their 
•wn  expense. 

13th.  That  a  teacher  be  provided  for  the  instruction  of  illiterates, 
and  that  voluntary  educational  classes  with  prisoners  as  teachers  be  pro- 
vided in  the  evenings. 

14th.  That  entertainments  of  an  educational  and  reformative  charac- 
ter be  provided  on  occasional  eveninsrs  and  that  prisoners  be  permitted  to 
play  musical  instruments  in  their  cells  in  the  evening. 

15th.  That  short  term  prisoners  be  not  treated  more  harshly  than 
long  term  prisoners  at  state  prisons  and  that  every  effort  be  made  not 
to  humiliate  them. 

16th.  That  the  foregoing  recommendations  apply  to  the  women  in 
the  institution  as  well  as  the  men. 

17th.    That  a  steam  sterilizer  be  provided  for  the  laundry. 

18th.  That  the  administration  should  realize  that  its  full  duty  is  not 
done  where  prisoners  are  simply  kept  from  escaping  and  live  the  repressive 
prison  life,  but  that  systematic  and  sympathetic  efforts  be  made  for  the 
physical,  mental  and  moral  improvement  of  the  prisoners  to  the  end  that 
tliey  may  issue  from  the  penitentiary  better  men. 


In  the  vote  on  the  foregoing  report  Commissioners  Solomon 
and  Murphy  were  recorded  as  opposed  to  the  adoption  of  the  Orst 
recommendation  ;  Commissioner  Holloway  was  excused  from  voting 
and  Commissioner  Diedling  was  absent. 


ONEIDA  COUNTY  JAIL 

SOME 

To  THE  State  Commission  op  Prisons  : 

On  March  28.  1016  the  complaint  of  Lee  Symonds,  a  prisoner  in  the 
Oneida  county  jail  at  Rome,  was  referred  to  this  Commission  by  the  Gov- 
ernor. This  j:\il  is  located  in  the  Fifth  .Tuilicinl  District,  which  is  as- 
siiined  to  Commissioner  Wade.  In  accordance  with  his  instructions  I  vis- 
ited the  jail  on  the  afternoon  of  the  day  on  which  the  complaint  was  re- 
ceived. 

The  complaint  follows: 

"I  am  a  trusty  in  the  Rome  jail  in  the  County  of  Oneida. 

"I  linve  been  in  the  kitchen  about  two  months  so  I  am  writing 
on  behalf  of  the  trusty s  here. 

*'For  the  past  weeli  there  has  been  a  scarcity  of  food  here  and, 
it  does  not  look  ri^xht  as  I  tliliik  we  are  entitled  to  surticient  fo(»<l  licre 
as  we  are  working.  Tlie  coolc  here  has  l)eon  buyini:  food  for  the 
girls  as  there  are  two  here,  there  has  not  been  enough  food  such 
as  moat  here  for  the  girls,  and  ourselves. 

"If  you  would  kindly  look  into  this  it  would  be  a  great  favor." 

Tlie  complainant  stated  to  me  that  the  food  had  improved  somewhat 
dnee  he  has  written  to  the  Governor.    He  had  no  complaint,  except  about 
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the  meat  ration.  He  also  said  that  the  "girls"  referred  to  were  the  female 
prisoners  and  that  on  one  occasion  when  there  had  not  been  a  sulticient 
quantity  of  meat  furnished  the  cook  had  purchased  a  small  quantity  for 
them.  The  cook  informed  me  that  the  amount  of  money  expended  by  him 
was  "fifteen  cents'".  The  prisoners  in  the  various  sections  of  the  jail  were 
questioned  as  to  the  quantity  and  quality  of  the  food.  All  stated  that  they 
did  not  receive  a  sufficient  quantity  and  complained  of  the  quality,  particu- 
larly of  the  morning  meal.  They  also  said  that  the  food  had  been  more 
plentiful  and  of  bettor  quality  until  about  two  weeks  previous. 

The  deputy  sheriff  in  charire,  Benj.  Agen,  said  he  considered  that  the 
prisoners  received  sufficient  food  and  that  the  quality  was  good. 

A  peculiar  condition  exists  in  this  county.  The  county  comptroller 
has  sent  a  list  of  food  supplies  to  the  sheriff  and  will  not  audit  purchases 
for  any  supplies  except  those  mentioned  in  this  list.  A  copy  of  this  list 
follow? : 

Bread,  rice,  tea,  coffee,  sugar,  potatoes,  onions,  turnips,  carrots,  mac- 
aroni, vinegar,  tomatoes,  plate  beef,  fresh  shoulder  pork,  (Sunday  only, 
for  the  kitchen  help  and  women  only)  beans,  pork,  peas  split,  milk  skimmed, 
cabbage,  salt,  pepper,  flour. 

The  prisoners,  with  the  exception  of  the  females  and  trusties,  are 
given  two  meals  a  day,  at  8  A.  M.  and  3  P.  M.  The  following  is  the  bill 
of  fare  for  a  week : 


8  A.  M. 

Monday:         Macaroni  soup, 

Bread  and  coffee. 
Tuesday:         ^'egetable  soup. 

Bread  and  coffee. 
V/ednesday:   Kice  soup. 

Bread  and  coffee. 
Thursday:       Vegetable  soup. 

Bread  and  coffee. 
Friday:  Rice  soup. 

Bread  and  coffee. 
Saturday:       Meat,  potatoes. 

Bread  and  coffee. 
Sunday :  Bean  soup. 

Bread  and  coffee. 

Half  of  a  14-oz  loaf  of  bread 


3  P.  M. 
Hash  and  bread. 

Stew  and  bread 

Beef,  potatoes  and  bread. 

Hash  and  bread. 

Cabbage,  potatoes,  bread. 

Pork  and  beans  and  bread. 

Beef  stew  and  bread. 

is  given  at  each  meal. 


The  females  and  trusties  are  given  three  meals  a  day.  The  food  is 
the  same  as  that  furnished  the  other  prisoners. 

I  examined  the  supplies  in  the  storeroom.  They  consisted  of  macaroni, 
rice,  flour,  beans,  bread,  coffee,  tomatoes  (canned),  potatoes,  cabbage, 
onions  and  turnips.  The  macaroni  and  rice  were  apparently  of  fair  quality; 
the  deputy  in  charge  applied  the  term  "broken"  to  them  both.  The  bread 
is  purchased  from  a  baker  and  was  very  good.  Flour  is  purchased  by  the 
sack.  The  beans  and  other  vegetables  were  also  of  good  quality.  No 
complaints  were  made  concerning  the  coffee.  There  was  no  meat  on  hand. 
"Plate"  beef  is  used  and  the  prisoners  claimed  that  the  ration  of  meat 
for  the  day  had  been  insufficient.  There  were  a  few  scraps  of  grizzle  and 
bone  left  in  the  kitchen  and  the  cook  and  trusties  in  the  kitchen  said  that 
♦"hat  was  all  that  remained  after  the  prisoners  had  been  served.  I  saw  one 
prisoner's  ration  in  the  jail.  The  meat  ration  was  as  good  as  that  served 
hi  thp  state  prisons  and  in  my  judgment  the  quantity  was  sufficient;  this 
statement  also  applies  to  the  potatoes  in  the  ration. 

On  the  morning  of  March  20th  I  went  over  the  matter  with  "William 
K.  Harvey,  sheriff  of  the  county,  and  told  him  that  in  my  judgment  the 
trouble  was  largely  a  matter  of  administration  and  could  be  readily  ad- 
justed by  him.  He  stated  that  he  would  visit  the  jail  at  Rome  and 
thoroucrhly  Investigate  the  matter.  The  following  letter  was  received  on 
April  4th. 
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"As  requested  by  you  when  you  were  at  the  Utica  Jail  last 
week,  I  am  enclosing  herewith  a  list  of  foodstuff  which  our  County 
Comptroller  will  approve  for  use  at  our  county  jails. 

"In  connection  with  the  complaint  from  the  Rome  jail  which 
I  have  carefully  investigated,  I  beg  to  say  that  I  do  not  find  the 
same  serious. 

"I  think  the  jailer  did  not  buy  quite  meat  enough  for  a  short 
time  and  that  they  got  a  little  careless  in  the  kitchen  and  did  not 
follow  the  bill  of  fare  as  they  should. 

"I  have  sent  a  new  bill  of  fare  for  the  Rome  Jail  with  instruc- 
tions to  the  jailer  to  see  that  it  is  strictly  followed,  and  anticipate 
no  further  complaints." 

{Signed)     WILLIAM  K.  HARVEY, 

SherW. 

The  jail  at  Utica  is  under  the  direct  charge  of  the  Sheriff  and  the 
food  conditions  there  were  satisfactory.  In  view  of  this  fact  and  the 
statements  made  in  the  above  letter,  it  would  seem  that  there  should 
be  no  cause  for  future  complaint  in  the  matter. 

Respectfully  submitted, 

(Signed)     PHILIP  G.  ROOSA, 

Inspector* 


STEUBEN  COUNTY  JAIL 

Albany,  August  9,  10,  and  11,  1916 
In  re  Stetjben  County  Jail 
To  THE  State  Commission  of  Prisons  : 

As  directed  by  the  Commission  at  its  August  meeting,  I  visited  Steuben 
county  on  the  above  dates  with  reference  to  a  complaint  made  to  the 
Governor  alleging  certain  irregularities  in  the  management  of  the  Steuben 
county  jail. 

After  a  careful  examination  into  the  matter  I  beg  to  submit  herewith 
the  following  report,  for  such  action  as  the  facts  may  warrant : 

The  Steuben  county  jail  receives  persons  charged  with  crime  awaiting 
the  action  of  the  courts,  witnesses,  etc.,  and  also  prisoners  sentenced  for 
Bhort  terms  for  petty  offenses,  and  the  sheriff  is  responsible  for  their  safe 
custody  and  care. 

The  complainant  and  one  of  the  county  newspapers  allege  that  sen- 
tenced prisoners  have  been  worked  on  farms  in  the  county  and  about  the 
private  premises  of  the  jail  officials,  before  the  expiration  of  their  terms, 
and  that  as  a  result  one  of  the  inmates  serving  a  six  months'  sentence  for 
assault  in  the  third  degree  escaped  with  a  horse  and  wagon. 

The  complainant  proved  to  be  an  inmate  of  the  Soldiers'  &  Sailors* 
Home,  and  was  interviewed  by  Commissioner  Davenport  in  company  with 
your  inspector.  The  aged  man  stated  that  he  had  never  met  the  sheriff 
and  knew  nothing  about  conditions  in  connection  with  the  county  jail.  He 
had  observed  the  press  items  in  question  and  thought  if  the  charges  were 
trr.e,  some  action  should  be  taken.  He  further  stated  that  he  sent  the  com- 
munication to  the  Governor  entirely  of  his  own  initiative. 

Article  3,  Section  29  of  the  New  York  State  Constitution  provides  ai 
follows : 

"Prison  Labor;  contract  system  abolished. — Sec.  29.  The 
Legislature  shall,  by  law,  provide  for  the  occupation  and  em- 
ployment  of    prisoners    sentenced    to    the   several    State    prisons, 
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penitentiaries,  jails  and  reformatories  in  the  State;  and  on  and 
after  tlie  first  day  of  January,  in  tlie  year  one  tliousand  ei;;ht 
hundred  and  ninety-seven,  no  person  in  any  such  prison,  peniten- 
tiary, jail  or  reformatory,  shall  he  recpiired  or  allowed  to  work, 
while  under  sentence  thereto,  at  any  trade,  industry  or  occupation, 
wherein  or  wherehy  his  work,  or  the  product  or  profit  of  his  work, 
shall  be  farmed  out.  contracted,  given  or  sold  to  any  person,  firm, 
association  or  corporation.  This  section  shall  not  be  construed  to 
prevent  the  Legislature  from  providing  that  convicts  may  work  for, 
and  the  products  of  their  labor  may  be  disposed  of  to,  the  State  or 
any  political  division  thereof,  or  for  or  to  any  public  institution 
owned  or  managed  and  controlled  by  the  State,  or  any  political 
division  thereof." 

During  the  past  nine  months  ending  July  1st  the  total  number  of  ad- 
missions was  289  males  and  13  females,  207  of  whom  were  sentenced.  The 
average  daily  population  is  about  25. 

It  has  been  the  policy  of  the  county  officials  for  a  number  of  years,  so 
far  as  possible,  to  employ  the  prisoners  at  stone  breaking,  institutional 
work,  making  repairs,  and  in  caring  for  the  county  buildings  and  grounds. 
The  stone  breaking  establishment  has  never  been  a  paying  one  financially 
and  the  facilities  are  inadequate  to  employ  more  than  15  or  18  men  at  a 
time.  As  is  the  practice  in  most  penal  institutions  of  the  State,  a  few  of 
the  sentenced  men  are  designated  as  "trusties",  who  are  permitted  to  go 
outside  the  jail  and  jail  yard,  and  have  various  duties  about  the  jail  resi- 
dence, court  house  and  grounds. 

The  present  sheriff.  Frank  O.  Gay,  assumed  the  duties  of  his  office  on 
the  first  day  of  January,  1910.  He  and  his  employees  at  the  jail  were -all 
very  frank  in  admitting  that  trusties  were  occasionally  permitted  (never 
compelled)  to  perform  certain  services  in  a  private  capacity,  but  that  it 
has  in  most  instances  been  allowed  more  for  the  recreation  of  the  inmate 
than  for  any  pecuniary  benefit  to  the  officials.  The  sheriff  stated  fh-it 
there  was  a  misunderstanding  on  his  part  and  that  of  his  deputies  with 
regard  to  the  express  provisions  of  the  statute  in  the  use  of  sentenced  pris- 
oners engaged  in  such  trusty  work,  the  custom  having  prevailed  in  all 
previous  administrations  for  many  years  past,  but  sinoe  objection  arose 
he  has  directed  that  the  practice  be  discontinued.  The  records  do  not 
show  that  any  contract  has  been  entered  into  whereby  the  labor  of  pris- 
oners was  farmed  out  to  any  private  commercial  enterprise. 

The  services  rendered  by  trusties  away  from  the  county  property 
fince  January  1st  has  been  about  as  follows : 

On  April  19th  the  sheriff  and  undersheriff,  assisted  by  three  prisoners, 
spread  a  pile  of  gravel,  which  had  been  excavated  from  a  cesspool,  on  the 
private  roadway  at  the  sheriff's  residence,  which  is  situated  about  two 
blocks  from  the  jail.  The  inmates  were  absent  from  the  jail  from  two  to 
three  hours  and  were  under  the  direct  supervision  of  the  officials.  The 
sheriff  has  no  garden  and  there  is  no  farm  or  garden  in  connection  with 
the  jail.  Trusties  were  permitted  to  raise  a  few  string  beans  for  their  own 
consimiption.  on  a  very  small  piece  of  land  in  the  rear  of  out  bnildingg 
on  the  sheriff's  premises.  The  repairs  to  the  sheriff's  sidewalk,  mentioned 
in  the  press  items,  were  made  entirely  by  civilian  labor. 

During  the  spring  three  inmates  accompanied  the  sheriff  to  his  farm 
and  assisted  him  in  setting  out  some  fruit  trees.  The  sheriff  stated  that 
these  men  were  trusties  and  permitted  to  go  at  their  own  request ;  that 
they  were  absent  about  two  hours.  He  further  stated  that  this  is  the  only 
occasion  that  inmates  of  the  jail  have  been  at  his  farm. 

The  sheriff's  wife  is  and  has  been  for  several  months  verv  critically 
in.  A  trusty  who  has  become  very  much  attached  to  the  family  was  per- 
mitted to  frequently  take  flowers  to  the  home  and  while  there  render 
some  small  services  about  the  house. 
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A  trusty  has  frequently  assisted  the  Jailer  with  his  family  washing. 
It  is  denied  that  prisoners  while  serving  sentence  were  employed  by  the 
jailer  during  the  spring  putting  in  crops,  but  on  one  occasion  a  discharged 
man  was  so  employed.  It  also  appears  that  on  a  few  occasions  trusties 
have  gone  to  the  jailer's  farm  and  returned,  in  company  with  the  jailer, 
elmply  for  the  ride. 

For  a  number  of  years  past  it  has  been  the  custom  at  this  jail  to 
assist  certain  prisoners  at  the  time  of  their  discharge  in  securing  positions 
with  farmers  desiring  help. 

It  has  also  occurred  on  five  different  occasions  since  the  first  of  Jan- 
uary, 1916  that  prisoners  whose  terms  had  not  expired  were  permitted  to 
go  to  work  for  reputable  farmers  or  other  employers,  who  paid  or  agreed 
to  pay  their  fines.  In  all  such  cases  the  prisoner  was  sentenced  to  serve 
a  definite  term  or  to  pay  a  fine,  usually  of  from  three  to  ten  dollars.  The 
re<*ords  show  that  the  fines  in  each  instance  have  been  paid,  although  in 
some  instances  not  until  several  days  after  liberating  the  inmate.  The 
sheriff  contends  that  such  procedure  is  a  desirable  substitute  for  impris- 
onment of  petty  offenders  and  that  it  is  legal. 

One  of  the  above  mentioned  was  the  Helmer  case  described  in  the  press 
items.  The  records  show  that  this  prisoner  was  admitted  to  the  jail  March 
£3,  1916,  after  pleading  guilty  to  a  charge  of  assault  in  the  third  degree. 
He  was  sentenced  to  "180  days ;  pay  a  fine  of  $50  dollars.  Upon  payment 
of  that  $50  tine  the  jail  sentence  is  suspended  and  remitted."  On  July 
29th,  after  serving  four  mouths  and  six  days  of  his  sentence,  he  prevailed 
upon  the  jailer — who  is  a  son-in-law  of  the  sheriff — to  allow  him  to  go  to 
work  on  his  (the  jailer's)  farm  and  work  out  the  fine.  This  was  done 
and  later  he  was  allowed  to  drive  to  a  neighboring  village  as  he  wished 
to  consult  a  physician,  he  having  been  in  rather  poor  health  for  some 
time.  He  left  the  rig  in  town  and  has  not  been  heard  from  since.  His 
fine  of  $50  00  has  since  been  paid.  He  has  a  record  of  a  previous  commit- 
ment for  non-support. 

With  reference  to  the  care  and  conduct  of  the  jail,  it  was  found  in  a 
clean  condition  and  the  interior  well  painted.  The  same  conditions  pre- 
vailed at  the  time  of  my  last  visit  in  April.  Some  of  the  bed  clothing  in 
the  *'pit"  is  worn  and  discolored.  The  jail  is  not  modern,  and  with  old 
style,  open  plumbhig  and  iron  toilet  fixtures  and  iron  floors  it  is  difficult 
to  maintain  the  hi'-'hest  degree  of  sanitation. 

A  legal  classification  of  the  inmates  cannot  always  be  maintained  as 
the  jail  does  not  afford  sufficient  separate  quarters.  Detailed  recommenda- 
tions for  improvements  were  made  in  the  report  of  inspection  dated  April 
19.  1916. 

I  examined  the  food  supply  and  found  it  wholesome;  the  meals  served 
were  palatable  and  the  rntions  ample.     A  civilian  cook  is  employed. 

No  fe^linir  of  ill  will  was  anywhere  apparent  toward  the  officials  in 
ch."rge.  but  the  ininales  with  whom  I  conversed  expressed  satisfaction  with 
the  treatment  accorded  them. 

Respectfully  submitted. 

{Signed)     CLIFFORD  M.  TOFNO, 

Inspector. 
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AUBURN  PRISON 

AUfiUBN 

Inspected  December  23,  1916.    Charles  F.  Rattlgan,  agent  and  wardem, 

On   the  day   of  inspection  1,329  prisoners  were   confined   in   Aub«ni 

Prison.    The  cell  accommodation  is  1,282.    All  prisoners  in  excess  of  eells 

sleep  in  double  tier  cots  in  the  corridor  of  the  north  hall.    Prisoners  art 

never  confined  two  in  a  cell. 

BUILDINGS 

The  buildings  were  described  in  detail  in  my  1914  report  of  iDSpectloBi 
No  important  changes  have  been  made  since  that  time.  The  cells  is 
Auburn  Prison  are  of  practically  the  same  construction  as  the  Sing  Slog 
cells  and,  with  the  exception  of  the  dampness  in  the  lower  tiers,  are  af 
most  as  bad.  They  contain  no  sanitary  closets  or  lavatories  and  are  venti- 
lated by  a  hole  in  the  end  of  the  cell  which  serves  as  a  nesting  place  f«f 
vermin.    Each  cell  is  supplied  with  the  unsanitary  prison  bucket. 

The  main  building  and  south  cell  hall  were  built  over  a  century  a;?o 
and  the  other  cell  halls  were  added  many  years  ago.  The  south  cell  hall 
contains  422  cells.  Each  cell  is  3  feet  4  inches  wide  by  7  feet  6  inches 
deep  and  7  feet  10  inches  high.  The  north  cell  hall  has  550  cells,  each  4 
feet  2  inches  wide  by  7  feet  deep  and  7  feet  high.  The  north  hall  ex- 
tension contains  290  cells,  each  4  feet  wide  by  7  feet  4  inches  deep  and  7  feet 
1  inch  high.  Most  of  the  cell  doors  are  covered  with  flat  steel  bands  close- 
ly crossed,  obstructing  the  light  and  air.  Auburn  Prison  is  the  oldest  la 
the  State  and  is  essentially  the  ancient  bastile  type  of  prison. 

The  shop  buildings  are  in  fairly  good  condition  and  with  the  cell  halls 
enclose  a  large  central  yard.  The  new  isolation  prison,  containing  24 
cells,  is  attached  to  the  west  wall  of  the  prison. 

INDUSTBIES  AND  EMPLOYMENT 

Auburn  has  been  considered  a  good  industrial  prison.  The  principal 
Industries  are  school  and  office  furniture,  woolen  cloth,  iron  and  brass  heda, 
brooms  and  baskets. 

During  the  past  year  there  has  been  a  substantial  decrease  in  the  sales. 
The  following  table  presents  a   comparative  statement   of  the  net  salei 
for  the  year  1914-15  and  the  nine  months  of  the  year  1915-16: 
Sept.  30,  1914  to  Sept.  30,  1915.  Sept.  30,  1915  to  July  1,  191(J 

$14,159.01  Bed  and  Brass  Department  $7,978.07 

16,205.36  Broom  and  Basket  Department  15.391.07 

141 .898.90  Cloth  Department  100.S93..31 

94.628.31  Cabinet  Department  58..570.94 

107,888.05  School    Furniture    Department  18,568.77 

The  change  of  the  end  of  the  fiscal  year  to  June  30th  gives  only  nine 
months  of  1915-16  to  compare  with  the  twelve  months  of  1914--15.  Taking 
Into  consideration  the  sales  of  these  three  months  there  will  be  a  falling 
off  in  every  department  except  brooms  and  baskets.    The  most  notable  d«- 
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crease  is  In  the  school  furniture  department.  Formerly  a  large  proportion 
of  the  school  furniture  was  sold  to  New  York  city.  During  the  past  two 
years  comparatively  little  school  furniture  nas  been  imrchased  l»y  New 
York  city.  The  yearly  demand  for  school  furniture  throughout  the  State 
Is  large  and  the  prison  should  be  equipped  to  make  modern  styles  and 
furnish  satisfactory  furniture.  Cities  which  are  evading  the  law  should  be 
compelled  to  buy  school  furniture  from  the  prisons  and  the  releases  re- 
Btricted.  This  industry  should  not  depend  largely  on  New  York  city  and 
Buffer,  as  it  has  lately,  when  that  market  decreases. 

The  other  manufacturing  departments  should  be  better  equipped  and 
the  sales  increased.  The  industries  at  Auburn  Prison  are  well  selected 
and  the  production  and  sales  should  be  brought  back  to  the  former  standard 
and  doubled.  Outside  of  the  decrease  in  the  New  York  city  school  furni- 
ture market,  no  reason  except  a  larger  use  of  prisoners  in  road  work  was 
given  for  the  disparity  in  production  over  the  preceding  year.  An  analysis 
of  the  causes  for  the  falling  off  in  sales  and  production  should  be  made 
and  the  industrial  department  strengthened  materially.  Industrially,  at 
All  times  the  product  of  the  prison  is  fifty  per  cent,  below  its  capacity. 

The  following  comparative  statement  of  the  number  and  quantity 
of  articles  manufactured  in  1914-15  and  the  nine  months  of  1915-16  also 
fihows  a  substantial  decrease. 

Sept.  30,  1914  to  Sept.  30,  1915  Sept.  30,  1915  to  July  1,  1916 

CABINET   DEPT. 

13,421  Chairs  8.513 

3.680  Stools  605 

1,014  Rockers  1.423 

90  Settees  104 

TO  Step  ladders  19 

1,252  Tables  1.023 

2.34  Bureaus  305 

60  Chiffoniers  112 

654  Wardrobes  302 

109  Washstands  73 

1,501  Desks  720 

4  Index  cases  2 

418  Cell   lockers  123 

13  Hair  cushions  13 

CLOTH  DEPT. 

18.646-1  Blankets,  prs.  44.519-4 
73,496-8  Cloth,  yds.  14..353 
Toweling,  yds.                                       9,117-3/8 

BBOOM  AND  BASKET  DEPT. 

3140-6/12  Brooms,  doz.  2.2.30-1/12 

418-5/12  Baskets,  doz.  87C)-3/12 

1,059-8/12  Whisk,   doz.  301-3/12 

SCHOOL   DESKS 

31,277  Recitation  seats  9,861 

BED  AND  BRASS  DEPT. 

2,253  Beds    Comp.  1,368 

Ext.  H.  &.  feet  172 

2  Springs  .304 

3.714  Fnbrios  2.^03 

28.242  Ink  wells  11.345 

170  Desk  shoes  120 
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494 
2,4  IS 

2 
363 


Bed  and  Bbass  Dept. —  (Continued) 

Chair  irons  169 

Cbair  rods  1.640 

Stool  irons  

Bedside   tables 
Ladder  hinges 
Morris  chair  rods 

THE   PRISONERS   WERE  EMPLOYED  ON    DAY   OF  INSPECTION   AS  FOLLOWS*. 


50 


25 


MAINTENANCE 


Kitchen  &  mess  hall 

Tsiiior  shop  &  wash  house... 

State  shdi) 

Construction  &  yard 

\V:iiiers.  winj:  &  hospital... 

Messcnjrers  and  clerks 

Enirineers  &  llremeu 


8G 
05 
67 
60 
86 
29 
10 

INDUSTRIES 


Idle  companies.. , 
Sick  in  hospital., 

School  staff , 

Invalid   company. 


14 
31 
16 

46 


Total. 


Men  employed  on  State  roads, 
r.ed  shop  and  machine  shop.. 

Broom  and  baskets 

Broom,  basket  and  weave.... 

Chair  shop 

Cloth   department : 

No.  1  weave  room 

No.  2  weave  room 

No.  1  cardinjj  and  shipping 

No.  2  cardin.i;  and  spinning. 

Finishing?  ro(mi  k  dye  house 

Clerks  and  shijipinj^  dept 

Cabinet  department 


15 
62 

47 
54 

72 

44 
22 
59 
55 
23 
11 
61 


Machine  and  saw  room 

Bench  room    (upper) 

Varnish  room 

Cane  room 

School  furniture  department. 
Foundry  and  tumbling  room. 

Enameling    room 

Grinding  and  drill  room 

Woodworking  room 

Varnishing   room 

Repairs,  construction  &  yard. 


510 


21 
62 
21 
17 
10 
54 
22 
11 
44 
18 
15 


Total, 


819 


ROAD  CONSTRUCTION 


Considerable  rond  construction  and  repair  work  were  done  during  the 
past  year.  Over  300  prisoners,  mostly  men  whose  terms  were  soon  to  ex- 
pire, were  engaged  in  road  work.  There  was  an  average  of  about  100 
men  sent  out  at  a  time  from  May  to  October.  Eight  gangs  were  engaged 
on  road  construction  and  repair.  Camps  were  located  for  road  repairs 
at  Camillus.  Euclid,  Cato  and  Skaneateles.  Camps  were  established  for 
road  construction  at  Conifer.  Homer,  Moravia  and  Union  Springs.  First 
cljiss  work  was  accomplished  l>y  the  prisoners  and  the  results  are  reported 
to  1)0  in  all  respects  satisfactory.  Road  building  has  been  demonstrated 
to  be  good  employment  for  short  term  prisoners  and  prisoners  whose 
terms  are  soon  to  expire. 

FOOD  AND  KITCHEN  EQUIPMENT 

Many  complaints  were  made  to  me  by  prisoners  of  the  food.  Its  cook- 
ing and  service.  I  investigated  the  same  as  best  I  could.  The  kitchen, 
its  equipment  and  service  methods  are  in  bad  condition.  The  kitchen  is 
old  and  needs  repairs,  especially  a  new  cement  floor. 

The  kitchen  equipment  is  inadequate  and  out  of  date.  Three  old 
kettles  are  used  for  preparing  stews  and  the  coffee  cooler  is  too  small. 
There  should  also  be  a  new  range  for  cooking  purposes.  More  heating 
ovens  are  necessary.  Steam  should  be  sunplied  for  cleaning  dishes.  In 
fact,  the  kitchen  needs  an  entire  overhauling  and  new  equipment. 

In  the  reT)ort  of  1914.  it  was  pointed  out  that  the  food  was  sometimes 
served  cold  in  the  rear  part  of  the  mess  hall  on  account  of  the  kitchen 
b^^iuT  a  long  distance  away,  and  it  was  recommended  that  a  door  be  cut 
from  the  rear  of  the  mess  hall  into  the  kitchen  in  order  to  give  quicker 
service.  This  recommendation  has  not  been  carried  out  although  it  could 
have  been  for  a  nominal  sum.  , 
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More  attention  should  be  given  to  dietetrics  at  Auburn  Prison.  There 
Is  no  civilian  cook.  All  the  cooks  and  attendants  are  prisoners.  Prison- 
ers stated  that  the  cooking  is  not  so  well  done  as  it  should  be.  An  im- 
provement would  result  if  a  competent  civilian  cook  be  employed  to  direct 
and  oversee  the  cooking. 

Many  of  the  prisoners  complained  of  the  food.  While  they  received 
possibly  as  much  as  formerly,  it  lacked  the  variety.  This  is  due  to  the  in- 
crease in  prices.  The  cost  of  feeding  a  prisoner  in  November,  1915  was 
15  cents  a  day  and  in  November  1916.  17  cents  a  day.  The  warden  stated 
that  the  increase  in  the  price  of  food  staples  is  80  per  cent.  The  differ- 
ence in  the  comparative  percentages  has  fallen  upon  the  prisoners.  The 
warden  reports  that  $15,000  additional  will  be  furnished  for  purchasing 
food  supplies  to  the  prisoners  during  the  remainder  of  the  year. 

I  took  up  with  the  prison  doctor  the  effect  of  the  food  on  the  prison- 
ers and  he  stated  that  he  had  recently  made  an  examination :  that  a  nor- 
mal man  should  have  3.400  calories  a  day  and  that  the  food  furnished  the 
prisoners  contained  from  3.000  to  3,500  calories  a  day.  The  quality  of  the 
coffee  and  the  tea  was  poor.  Skimmed  milk  only  is  served  to  the  prison- 
ers and  no  butter  except  on  holidays.  The  doctor  stated  that  the  absence 
of  fats  in  prison  diet  was  a  bad  feature.  In  such  a  large  aggregation  of 
men  the  dietry  ought  to  be  carefully  studied  and  while  the  food  should  be 
simple,  it  should  be  varied  and  adequate,  and  properly  cooked  and  served. 
The  statement  was  made  that  the  prisoners  were  spending  more  money  in 
buying  food  from  the  outside  than  the  State  spent  on  the  food  within  the 
prison. 

EDUCATION 

Educational  facilities  are  about  the  same  as  In  former  years.  No 
Improvement  Is  noticeable.  About  400  of  the  most  ignornnt  and  non 
English  speaking  prisoners  attend  school  an  hour  a  day.  There  are  five 
grades  or  standards  corresponding  to  the  first  five  grades  of  the  grammar 
school.  EiL'hty-nlne  prisoners  were  in  the  first  grade.  30  in  the  second 
grade.  85  in  the  third  grade.  75  in  the  fourth  grade  and  67  in  the  fifth  grade 
on  the  day  of  inspection.  There  were  special  classes  of  14  each  in  a  sixth 
nnd  seventh  standard  and  a  class  In  stenography  to  prepare  stenographers 
for  the  prison.  Year  after  year  recommendations  have  been  made  for  Im- 
provement In  educational  conditions.  The  lowest  elementary  training  for 
al)out  400  out  of  1.300  prisoners  is  not  reasonably  sufficient.  The  State 
should  do  better  than  this  In  preparing  Its  delinquents  to  return  to  society. 

HOSPITAL  AND  MEDICAL  ATTENDANTS 

Auburn  Prison  has  fair  hospital  facilities  and  first  class  medical 
attendance.  There  is  a  separate  contagious  ward,  medical  ward,  surgical 
ward  and  tuberculosis  ward.  Forty-one  Inmates  were  in  the  hospital  on 
the  dny  of  inspection.  In  addition  to  the  hospital  many  inmates  are 
treated  In  their  cells.  Syphilitic  cases  are  segregated  In  cells  on  a  tier 
in  the  north  cell  hall.  A  prison  physician  and  assistant  give  their  whole 
time  to  the  prison. 

A  complaint  was  made  that  there  was  no  dentist.  Even  prisoners 
willing  to  pay  were  unable  to  receive  treatment.  Special  effort  should 
be  made  to  provide  a  dentist. 

PHYSICAL    AND    MENTAL   EXAMINATION 

Dr.  TTeacox.  the  efficient  prison  physician,  has  devoted  considerable 
time  nnd  study  to  physical  and  mental  examinations.  He  has  prepared 
and  collected  records  for  a  number  of  years  which  furnish  valuable  <Iata. 
Ten  hundred  and  nineteen  records  of  physical  examinations  were  made  to 
September  30,  1915 ;  1093  to  June,  1916 ;  and  DOO  since  June  30th.    A  card 
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irdex  Is  kept  of  the  records  with  the  recommendations  noted  thereon  for 
each  case.  Dr.  Heacox  draws  the  following  general  conclusions  from  hia 
examination : 

(1)  That  the  time  of  entrance  is  the  proper  time  to  examine 
and  note  data  for  the  treatment  of  prisoners. 

(2)  That  a  staff  of  two  physicians  is  not  sufficient  for  ade- 
quate examination  and  treatment. 

(3)  That  there  be  an  adequate  staff  of  specialists  for  the 
examination  and  treatment. 

(4)  That  this  can  be  best  secured  through  a  central  clearing 
house. 

These  deductions  of  Dr.  Heacox,  from  an  extended  experience,  bear 
testimony  for  the  necessity  of  such  an  institution  as  is  proposed  in  Sing 
Sing  where  prisoners  can  be  properly  examined,   classified   and   treated. 

In  his  physical  examinations.  Dr.  Heacox  divides  and  classifies  the 
prisoners  upon  entrance  as  follows : 

A    Able  to  work. 

1  Require  no  treatment. 

2  Require  no  treatment  but  an  occasional  observation. 

3  Require  treatment  but  able  to  do  regular  work. 

4  Require  treatment  and  able  to  do  only  selected  work, 

B    Not  able  to  work. 

1  Require  observation  and  hospital. 

2  Require  treatment  and  hospital. 

3  Require  treatment  and  isolation. 

4  Chronic  invalids. 

The  doctor  has  given  study  to  the  mental  classification  of  prisoners. 
Beginning  with  July  1,  1916,  two  series  of  mental  tests  were  applied  to 
each  man  upon  enterinf?  and  to  each  man  appearing  before  the  Parole 
Board.  Both  the  Yerkes-Bridges  test  and  the  Binet-Simon  test,  as  revised 
by  Stanford  University,  are  used.  Two  prisoners  have  been  trained  to 
use  these  tests  and  they  are  kept  working  all  the  time.  The  doctor  is  not 
prepared  to  give  out  conclusions  except  to  state  in  a  general  way  that  he 
would  classify  89%  per  cent,  as  normal  and  13i/^  as  defectives  segregable 
cases.  In  this  classification,  a  lower  percentage  of  mental  defectiveness 
is  fou.nfl  than  is  generally  assumed. 

The  doctor  made  an  interesting  analysis  In  regard  to  the  bealth  of  584 
cases  since  June  30,  1916.  Four  hundred  fifty-fonr  of  rliMiii  came  in 
good  health.  78  in  fair  he.' 1th  and  52  in  poor  health.  Forty-one  of  the 
454  deteriorated  in  prison,  33  of  the  78  in  fair  hia'th  Improved  and  four 
died.  .36  of  the  52  in  poor  health  improved  and  3  deteriorated,  showing  a 
total  improvement  of  69  and  deterioration  of  48.  Tlie  general  percentage  is 
a  three  per  cent,  improvement  within  the  prison.  All  of  these  records  are 
especially  valuable  as  giving  exact  data  not  much  of  which  has  heretofore 
been  furnished  in  the  state  prisons. 

LIBRARY  AND  RELIGIOUS   SERVICES 

The  prison  library  is  in  char^^e  of  Rev.  Arthur  Copeland.  the  prison 
chaplain.  It  consists  of  from  7.000  to  8,000  books.  The  books  ar^  dis- 
tributed among  the  prisoners  upon  request.  There  is  no  printed  catalogue. 
If  a  printed  catalo^rne  of  the  books  were  provided,  much  more  effective 
and  common  use  could  be  made  of  them. 

Dr.  Copeland  reports  that  there  are  not  enough  magazines.    Contrlbn- 
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tions  of  majjazines  wouUl  be  acceptable.    A  lack  of  singing  books  Is  reported. 
More  books  of  this  kind  are  solicited. 

Religious  services  are  held  weekly  in  the  chapel  for  Protestants, 
Cetholics  and  Jews. 

PUNISHMENT 

Punishment  for  offenses  within  the  prison  are  divided  into  confine- 
ment in  ihc  jail,  in  the  isolation  prison,  sqnare  chalkinj^  in  the  prisoners* 
cells,  deprivation  of  the  privileges  of  tb'e  Mutual  Welfare  League  and  loss 
of  commutation.  The  old  condemned  cells  are  used  for  detention  purposes 
wliile  prisoners  are  waitinj?  to  hnve  their  cases  acted  upon.  The  main 
punishments  of  the  prison  are  inflicted  by  the  priucipal  keeper  or  disci- 
plinary oflicer. 

Serious  cases  are  punislied  by  imprisonment  in  the  isolation  prson. 
II  consists  of  24  cells,  each  cell  10  feet  by  12  feet  with  a  connoctinir  yard 
of  the  same  size,  where  prisoners  are  kept  for  longer  periods  than  jiil 
conlinement  and  receive  their  rejjular  meals.  The  jal  contains  e  ght 
cells.  Each  cell  has  no  furniture  except  a  bucket.  Prisoners  committed 
to  the  jail  receive  three  slices  of  bread  a  day  and  all  the  water  they  want. 
No  prisoners  were  in  the  jail  on  the  day  of  insixTtion.  Square  chalking 
consists  of  placing  a  square  chalk  mark  on  a  prisoners'  cell.  He  i^  not 
allowed  to  come  out  of  the  cell  except  for  bucket  purposes.  He  receives 
the  regular  meals  in  his  cell. 

Special  privileges  are  allowed  to  the  Mutual  Welfare  League,  such 
as  the  T»risoners'  hour,  entertainments,  etc.  In  cases  coming  before  the 
Judiciary  Board  of  the  Mutual  Welfare  League,  the  punishment  is  to  de- 
I)rive  the  prisoner  of  those  privileges  for  a  period.  The  privileges  are 
much  prized  and  their  deprivation  is  a  severe  punishment.  In  this  way 
the  Mutual  Welfare  League  cooperates  with  the  (liscM)linarv  otticers  in 
nfaintahiing  the  discipline  of  the  prison.  Cases  heard  before  the  Judiciary 
Roard  of  the  Mutual  Welfare  League  are  minor  offenses  and  offenses  against 
the  League.  An  appeal  from  all  sentences  of  the  Judiciary  Board  of  the 
Mutual  Welfare  League  can  be  made  to  the  Warden's  Court. 

MUTUAL  WELFARE  LEAGUE 

The  Mutual  Welfare  League  has  been  successfully  conducted  in  Auburn 
Prison  for  several  years.  While  it  has  not  h;ul  as  many  powers  and  pri- 
vileges as  in  Sing  Sing,  it  has  exercised  an  influence  for  good  and  has  been 
of  assistance  in  the  general  management  of  the  prison.  It  has  shown  its 
influence  most  markedly  in  the  psychological  effect  in  developing  the  self- 
re.«pect  of  the  prisoners  and  increasing  their  co-operation  in  prison  affairs. 

Forty-eight  delegates  are  elected.  Each  shop  containing  40  prisoners 
elects  one  delegate  and  if  there  are  more  than  forty  in  the  shop,  two  dele- 
gates. An  election  is  held  every  six  months  by  secret  ballot.  The  dele- 
gates meet  once  a  week.  The  delegates  appoint  an  executive  board  which 
meets  on  call.  They  also  elect  a  judiciary  board  which  meets  dally  and 
hears  and  tries  minor  cases  and  offenses  against  the  Leacrue.  I  had  a 
conference  with  the  officers  of  the  League  and  was  impressed  by  their 
earnest  attitude  and  the  desire  expressed  to  help  each  other  and  the  prison 
management. 

THE  FUTURE  OF  THE  PRISON 

In  the  criticisms  heaped  upon  the  Sing  Sing  cell  block,  the  Auburn 
cell  blocks  have  been  overlooked.  As  stat*»d  before,  with  the  exception  of 
the  dampness  and  the  placing  of  two  prisoners  in  the  cell,  the  Auburn 
cell  blocks  are  almost  as  bad  na  the  Sing  Sing  cell  blocks.  The  cells  of 
the  north  cell  block  are  somewhat  larger  but  of  the  same  stone  vault  con- 
struction.    Such   cell   accommodations   cannot   be   permanently   tolerated. 
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In  dne  time,  and  may  it  be  soon,  the  Auburn  cell  block  must  go.  The 
prison  itself  is  grim  and  ancient  and  should  pass  from  Auburn  alon«r  with 
its  cell  blocks.  A  large  farm  should  be  purchased  and  cultivated  by  pris- 
oners from  the  prison.  Gradually  modern  cell  buildings  and  other  build- 
ings of  a  new  institution  could  be  built  on  the  site  by  prison  labor.  All 
the  present  industries  could  be  preserved  and  transferred  to  such  an  insti- 
tution. Labor  now  wasted  could  be  used  in  the  cultivation  of  the  farm 
and  in  the  erection  of  prison  buildings.  When  Sing  Sing  prison  becomes 
a  receiving  and  classifying  prison  and  a  modern  industrial  prison  in  place 
of  Siuir  Sing  is  erected  on  a  f:irm  site,  the  demand  that  Auburn  prison 
be  broujrhr  into  the  general  harmony  of  the  new  prison  system  will  become 
more  urgent. 

BECOM  MENDATI0N8 

(1)  That  a  farm  site  be  purchnsed  In  the  vicinity  of  Auburn  Prison 
and  cultivated  by  the  prisoners  and  that  a  modern  prison  to  take  the  place 
of  Auburn  Prison  be  gradually  built  by  prison  labor. 

(2)  Tliat  the  prison  industries  be  substantinlly  increased  and  that 
special  attention  be  given  to  the  development  of  the  industries  in  which  the 
product  and  sales  have  decreased. 

(.^)     That  the  road  work  be  continued. 

(4)  That  the  school  be  enlarged  and  a  higher  standard  of  studies 
adopted ;  that  advanced  night  school  classes  be  organized. 

(5)  That  the  kitchen  be  repaired  and  a  cement  floor  laid,  and  that 
a  door  be  cut  from  the  rear  of  the  mess  hall  to  the  kitchen;  that  the  equip- 
ment of  the  kitchen  be  improved  :  that  there  be  a  new  range,  coffee  cooler, 
kettles  and  heating  ovens,  and  that  steam  be  provided  for  cleaning  dishes; 
that  a  civilian  cook  be  placed  in  charge  of  the  kitchen  and  more  attention 
given  to  dietetics;  that  there  be  more  variety  in  the  food  and  that  It  be 
better  served,  and  that  the  quality  of  the  coffee  and  tea  be  improved  and 
the  milk  not  skimmed. 

(fi)  That  a  catalogue  of  the  prison  library  be  printed  and  that  more 
magazines  and  books  be  furnished  for  the  prisoners. 

(7)  Tliat  every  alternate  bar  be  cut  off  the  flat  bars  on  the  cell  doors 
so  as  to  afford  more  light  and  air. 

(8)  Tliat  a  dentist  be  employed  or  at  least  arrangements  made  so 
that  prisoners  can  secure  dental  services  by  paying  for  the  same. 

(0)  That  the  cutting  down  of  the  windows  be  completed  as  orginally 
planned. 

Respectfully  submitted, 

{Signed)     FRANK  E.  WADE, 

CommitiUmtr, 


STATE  PRISON  FOR  WOMEN 

AUBUBIT 

Inspected  December  23,  1016.    Mrs.  Margaret  Daley,  matron. 

One  hundred  and  three  inmates  were  confined  in  Auburn  Prison  for 
Women  on  day  of  inspection.  This  Institution  was  described  In  detail  In 
1014  and  1015  reports.  No  material  changes  have  since  been  made.  The 
school  has  been  shifted  from  the  corridor  of  Ward  1  to  a  large  bright  room 
between  Wards  6  and  3.  ITie  new  arrangement  affords  separate  accommo- 
dations for  school  purjjoses  and  is  an  improvement.  Instruction  Is  given 
only  in  elementary  subjects  up  to  the  fifth  grade  of  grammar  school  and 
the  scho^tl  is  attended  by  less  than  half  of  the  Inmates.  Instnictlon 
should  include  higher  grades  and  the  attendance  of  more  of  the  inmates 
should  be  required. 
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Industrial  training  is  too  limited.  Instruction  is  furnished  mostly 
ill  laundry  work  and  sewing  for  institutional  uses.  Tlie  inmate*;  should  be 
better  fitted  for  vocational  work  when  they  leave  the  prison.  More  trade 
clfisses  should  be  organized.  A  class  in  domestic  science  is  especially 
desirable  for  preparing  the  inmates  to  do  skilled  domestic  service.  A 
vocational  teacher  should  be  placed  in  charge  of  the  work.  The  matron 
estimates  that  an  allowance  of  $1,000  would  equip  a  class  in  domestic 
science  and  jirovide  for  a  teacher  for  the  first  year,  and  a  smaller  allowance 
for  ensuing  years.  The  laundry  building  is  old  and  insanitary.  Much  of 
the  machinery  is  unfit  and  out  of  date.  It  is  a  leading  industry  and  should 
hiive  better  facilities.  If  the  prison  is  to  remain  at  Auburn  for  any  length 
of  time  a  new  huindry  building  and  complete  equipment  should  be  furnished. 
In  any  event  the  machinery  should  be  modern.  The  industries  of  the  prison 
hf've  fallen  off  considernbly  during  the  past  year.  The  sales  for  the  year 
1914-15  amounted  to  $6,691.24;  for  the  nine  months  of  the  new  fiscal  year 
of  1915-16  there  were  $3,334.92.  The  proceeds  from  the  industries  of 
this  institution  are  not  to  be  considered  in  comparison  with  the  teaching 
of  the  inmates.  The  prison  should  be  conducted  like  a  reformatory,  the 
principal  purpose  being  to  instruct  the  inmntes  in  trades  and  letters  and 
prepare  them  for  usefulness  after  release.  The  women  were  occupied  on 
day  of  inspection  as  follows : 

Kitchen  12      Shop 40 

Laundry    17      Hospital  and  excused  from 

Mending  room 1         work 15 

Waiters  and  ward  helpers...         16  

Matron's  waiters 2  Total 103 

The  inmates  suffer  from  lack  of  dental  service.  Some  of  them  are 
losing  teeth  which  could  be  saved  by  timely  treatment.  The  same  com- 
plaint is  made  of  the  men's  prison.  Special  effort  should  be  exercised  to 
fiecure  a  dentist.  A  dentist  from  Buffalo  visits  the  Western  House  of 
Refuge  once  a  week.  If  a  dentist  who  will  do  this  work  cannot  be  found 
in  Auburn,  surely  reasonable  services  could  be  secured  by  occasional  visits 
of  a  dentist  from  Syracuse,  Rochester  or  Buffalo. 

No  nurse  is  provided  for  the  hospital.  Inmates  are  in  the  hospital 
all  the  time  and  a  number  of  babies  are  born  there.  On  day  of  inspection 
there  were  ten  patients  and  four  babies.  All  the  nursing  services  are 
rendered  by  inmntes.  The  only  skilled  attendance  comes  from  the  visits 
of  the  doctor.  The  situation  calls  for  at  least  one  paid  nurse.  The  matron 
reports  that  she  must  depend  entirely  upon  inmate  help  for  all  clerical 
work,  and  that  a  pri^ate  secretary  or  clerk  is  greatly  needed  to  assist  in 
carrying  on  the  duties  of  the  institution. 

The  women  have  recreational  periods  from  8  to  8:30  in  the  morning 
and  from  4  to  4  :30  in  the  afternoon.  On  pleasant  days  they  are  allowed 
the  freedom  of  the  yard.  A  number  of  entertainments  are  given*  every 
month.  A  minstrel  show  was  presented  by  the  inmates  a  few  days  previous 
to  the  inspection.  On  day  of  insnection  the  chapel  was  beautifully  decor- 
ated in  preparation  for  the  Christmas  festivities. 

Recommendations  have  been  made  for  a  number  of  years  that  the 
Women's  Pr'son  at  Au^^urn  be  removed  to  a  farm  site  near  New  York 
city  from  which  the  majority  of  inmates  come.  It  was  recently  reT>orted 
that  the  Prison  Departinont  had  in  mmd  recommending  the  discontinuance 
of  the  State  Farm  for  Women  at  Valatle  unle<5«!  it  l^e  enlarcred  to  reason- 
nMy  meet  the  purposes  for  which  it  was  intended.  In  case  the  Women's 
Farm  should  at  any  time  be  discontlnue<l.  it  would  furnish  a  good  location 
and  the  buildings  be  well  adapted  for  the  transfer  of  the  State  PrLson 
for  "Women. 

RECOMMENDATIONS 

(1)  Tliat  a  new  prison  for  women  be  erected  on  a  farm,  after  the 
cottage  plan,  in  the  eastern  part  of  the  State. 

(2)  Tliat  the  school  'n  letters  be  extended  and  the  attendance  of 
more  of  the  inmates  required. 
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(3)  That  more  vocational  training  be  given,  especially  in  domestic 
fdence. 

(4)  That  a  vocational  teacher  be  provided. 

(5)  That  a  nurse  be  provided. 

(6)  That  the  laundry  building  be  overhauled  and  modern  equipment 
furnished. 

(7)  That  new  sewing  machines  be  provided  for  the  work  room. 

(8)  That   a   piano   for   the   chapel,    a   victrola,    and    stereoptlcon   be 
furnished. 

(9)  That  dental  treatment  be  provided  to  inmates  needing  the  same. 

(10)  That  the  matron  be  furnished  a  private  secretary  or  clerk. 

(11)  That  water  pitchers  be  provided  for  each  of  the  rooms  of  the 
tnmates  and  lockers  for  clothing  in  the  rooms. 

Respectfully  submitted. 

(Signed)     FRANK  E.  WADE, 

Commissioner. 


CLINTON  PRISON 

DANNEMOBA 

Inspected  March  28,  1916.  John  B.  Trombly,  agent  and  warden ;  Thos. 
F.  Coultry,  principal  keeper;  John  Foy,  acting  principal  keeper. 

The  population  on  this  day  was  1,401.  Out  of  this  number  there  were 
422  under  the  doctor's  care.  Ninety-four  of  the  422  were  given  some  light 
occupation,  such  as  shoveling  snow,  or  other  work  of  this  kind,  to  keep 
them  out  in  the  air.  They  were  able  to  move  along  in  their  work  easily 
and  comfortably,  as  they  were  not  compelled  to  complete  any  certain  amount 
of  labor.  All  the  other  sick  who  were  able  to  get  out  for  exercise  in  the 
yards,  were  permitted  to  remain  out  In  the  open  as  long  as  possible. 

The  report  of  this  day  shows  only  ten  men  Idle.  Thirty-five  men  were 
employed  in  construction  work  on  the  new  hospital.  The  warden  Informs 
me  that  as  soon  as  the  weather  permits,  this  number  will  be  increased  to 
fifty  or  more.  I  was  pleased  to  find  that  there  was  not  a  man  In  the 
punishment  cells  at  the  time  of  my  visit. 

INSPECTION 

I  first  inspected  the  cell-block  and  found  every  individual  cell  Im- 
mnculately  clean,  floors,  walls  and  ceiling  as  well  as  the  mattresses  and 
blankets,  and  everything  was  In  splendid  order.  Many  changes  have  taken 
place  in  this  prison. 

The  inmates  seem  to  be  in  better  spirits.  They  are  now  given  three 
meals  a  day.  They  have  their  daily  exercises  including  baseball,  basket- 
ball and  various  other  outdoor  recreation. 

The  whisper  system  is  no  more  and  prisoners  are  now  allowed  to  talk 
to  one  another  in  the  mess  hall.     It  is  indeed  a  revelation. 

The  kitchen  and  mess  hall  are  splendidly  well  kept  and  clean  and 
the  food  well  prepared.  Warden  Trombly  informs  me  that  he  is  about  to 
Install  tables  in  the  mess  hall  to  seat  eijiht  persons  and  the  men  face  one 
another;  on  the  order  in  force  in  Great  Meadow  Prison. 

The  administratiori  of  the  hospital  is  highly  commendable. 
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Most  Impressive  Is  the  general  and  splendid  management  of  the  In- 
dustries. The  following  statement  shows  the  gross  sales  and  earnings  in 
this  department  for  the  fiscal  years  of  1912-13,  1913-14,  1914-15  and  the 
months  of  January  and  February,  1916 : 

GROSS    SALES  EARNIX08 

1012-13  $173,794.33  |3fi.063.72 

1913-14  214.322.15  54.9SS25 

1914-15  230.&3G.22  55.925.98 

1916,  January  26.533.66  4.260.44 

February  26,000.89  7,999.70 

A  fire  in  the  carding  and  spinning  department  of  the  yam  and  cloth 
Industry  in  the  month  of  November,  1914,  occasioned  a  direct  loss  of  up- 
wards of  four  thousand  dollars,  which  reduced  the  earnings  for  the  fiscal 
year  1914-15  in  just  that  amount. 

Warden  Trombly  is  to  be  complimented  on  the  efficiency  and  discipline 
at  Clinton  Prison. 

Respectfully  submitted, 

(Signed)     LEON  C.  WEINSTOPK, 

Commissioner. 

GREAT  MEADOW  PRISON 

COM  STOCK  « 

Injqiected  February  23,  1916. 

I  visited  the  prison  for  Inspection  on  this  day  and  found  the  prison  pop- 
ulation to  be  989,  all  males. 

CELL  BLOCK 

The  cell  block  is  immaculately  clean  and  everything  healthful  and  In 
perfect  order.  The  interior  of  the  cells  are  splendidly  kept,  with  bed  sheet* 
and  pillow  cases  on  each  couch,  which  are  washed,  laundered  and  changed 
weekly. 

MESS    TTATJ. 

The  mess  hall  seats  784  men  who  are  all  fed  at  one  time.  There  art 
98  tables,  eight  men  at  each  table  facing  each  other.  The  system  of  feedinj 
these  men  is  remarkable.  Warden  Homer  prides  himself  very  nnich  on 
that  In  particular,  for  this  reason.  As  the  men  march  Into  the  mess  hall 
and  seat  themselves  at  their  respective  places  the  food  Is  served  In  inch 
a  manner  that  there  are  absolutely  no  cold  plates  or  victuals. 

KITCHEN,  ETC. 

The  kitchen,  bake  shop,  butcher  shop  and  everything  pertaining  to  the 
commissary  is  In  perfect  order,  and  you  can  see  strict  discipline  and  good 
management  in  all. 

OBCHESTBA 

The  orchestra,  comprising  sixty  men,  rendered  selections  which  seemed 
to  me  wonderfully  well  performed.  This  practice  should  be  very  much 
encouraged  for  the  reason  that  It  Is  healthful  and  teaches  an  occupation 
and,  as  the  leader  of  the  band  told  me,  many  of  the  men  when  liberated 
have  found  employment  In  that  line. 

BATHING   ROOM 

The  bathing  room  contains  forty-five  showers,  each  forming  a  small 
compartment  by  being  separated  by  slate  slabs  and  where  a  man  can 
bathe  without  exposing  his  person  to  any  of  the  others. 
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LOCKEB   DEPAETMENT 


Each  inmate  possesses  his  own  locker  of  steel  where  he  keeps  his 
change  of  clothing.  This  is  done  to  keep  out  vermin.  The  men  must  change 
their  underwear  weekly,  which  is  then  sterilized.  I  might  add  that  all  steel 
lockers  throughout  the  institution  are  built  by  the  inmates. 


SHOE    SHOP 


This  department  employs  15  men.  All  of  the  shoes  are  handmade 
by  practical  shoemakers.  About  five  pairs  of  shoes  are  turned  out  daily 
ill  addition  to  all  of  the  repairing  for  the  inmates  of  the  prison,  which  ii 
a  saving  of  $2,500  per  year  to  the  state. 


CLOTHES  SHOP 


All  clothes  and  stockings  are  made  and  knit  by  this  institution  for  all 
outgoing  prisoners. 

Each  man  has  his  own  folding  drinking  cup. 


MAT    SHOP 

The  mat  shop  is  a  paying  department  at  this  institution.  Thirty  men 
are  here  employed.  They  turn  out  mats  which  cost  $6.50  per  dozen  to  man- 
ufacture and  the  selling  price  of  the  same  is  $18  per  dozen. 

FABM 

The  farm  at  Great  Meadow  is  on  a  paying  basis.  The  livestock  con- 
il?ts  of  16  horses,  377  hens,  4  roosters,  210  chicks,  35  brood  sows,  2  boars, 
232  fall  pigs,  265  spring  pigs,  54  milch  cows,  5  heifers,  1  bull,  and  24 
calves. 

The  spirit  of  the  men  and  the  very  excellent  discipline  shown  at  this 
prison  is  to  be  commended.  The  State  of  New  York  has  reason  to  feel 
proud  of  such  a  splendid  humane  and  just  disciplinarian  and  administrator 
as  is  Warden  William  J.  Homer. 

Statistics  of  this  institution  prove  that  out  of  a  population  of  989, 
only  seven  per  cent,  come  back. 

Respectfully  submitted, 

{Signed)     LEON  C.  WEINSTOCK, 

Commissioner. 


GREAT  MEADOW  PRISON 

COM  STOCK 

Inspected  August  11,  1916. 

The  total  population  was  874.  The  greater  portion  of  the  men  are  em- 
ployed in  the  quarry  and  on  the  grounds ;  there  are  also  several  gangs  of 
men  working  some  distance  from  the  prison  :viz.  20  on  road  building  at 
Castleton;  21  at  Granville;  22  at  North  Creek;  15  improving  the  water  sup- 
ply of  the  prison;  16  working  the  farm  at  Wingdale;  and  6  doing  similar 
work  at  the  State  Farm  for  Women  at  Valatie. 

The  industries  are  commencing  to  be  a  feature,  there  being  a  mat  shop 
where  48  men  are  employed,  and  already  they  have  a  fair  sized  stock 
awaiting  orders  for  such  goods.  At  making  new  shoes  and  repairing  old 
ones  15  are  employed.  In  the  tailor  shop  25  men  are  employed  on  new  work 
only,  and  in  the  State  shop  for  repairing,  7  are  employed.  In  the  knit 
shop,  where  hosiery  and  underwear  are  made  there  are  9.  The  laundry 
employs  29  and  13  act  as  porters  and  bath  attendants. 
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There  is  a  very  good  baDd  composed  of  39  inmates,  and  wben  not  at 
wcrk  they  are  diligently  practicing  under  their  very  able  bandmaster. 

One  significant  fact  impresses  me  sadly  on  my  visits  to  this  institution, 
to  find  that  there  are  still  about  300  empty  cells  here  while  there  are  at 
this  very  time,  I  believe,  some  600  prisoners  in  Sing  Sing  prison  either 
sleeping  two  in  a  cell  in  those  vile  cells  or  in  dormitories  unfit  for  the  pur- 
pose, when  we  have  this  fine  prison,  up  to  date  in  every  respect,  healthy  and 
salubrious,  and  located  ideally  in  the  mountains.  This  state  of  affairs 
should  not  be  longer  allowed  to  continue,  and  I  again  most  respectfully 
call  the  attention  of  Superintendent  Carter  to  this  matter  and  request  that 
he  promptly  have  a  draft  of  men  sent  to  Great  Meadow,  and  that  it  be  ar- 
ranged to  have  at  all  times  a  waiting  list  so  that  as  men  are  paroled,  others 
may  be  sent  to  occupy  the  cells  as  vacated. 

Respectfully  submitted, 

(Signed)     HENRY  SOLOMON, 

Commisiioner, 


SING  SING  PRISON 

OSSININO 

Inspected  July  7  and  8,  1916.  George  W.  Kirchwey,  agent  and  warden. 
There  have  been  various  improvements  and  developments  at  Sing  Sing 
Prison  since  George  W.  Kirchwey  assumed  charge  on  December  31,  1015. 
As  the  result  of  a  food  survey  made  by  Dr.  Emily  Seaman,  a  dietetic 
expert,  and  a  committee  from  the  Mutual  Welfare  League  the  prison  fare 
has  been  greatly  improved.  A  new  kitchen  has  been  provided  and  the  men 
are  now  seated  in  the  mess  hall  at  square  tables  seating  ten  instead  of 
benches  at  long  tables  which  were  used  for  many  years.  The  result  of  this 
improvement  has  been  better  health  and  better  behavior  on  the  part  of 
the  inmates  and  a  better  attendance  at  meals. 

The  men  have  about  completed  filling  in  two  or  three  acres  in  front 
of  the  prison.  Twenty  men  were  assigned  to  farm  work  on  the  Beekman  site 
In  Dutchess  county  owned  by  the  State,  but  were  returned  to  the  institution 
as  the  site  was  to  be  used  for  military  purposes.  A  squad  of  men  at  present 
Is  engaged  in  road  work  about  eight  miles  from  the  prison,  returning  to 
the  institution  nightly. 

There  has  been  no  session  of  the  inmates'  court  for  about  six  weeks 
and  a  steady  decrease  in  the  number  of  offenders  before  this  and  the  war- 
den's court  is  reported.  There  have  been  five  escapes,  but  four  were  re- 
turned. Two  of  them,  "Tony"  Marino  and  "Pete"  Cullen  went  back 
voluntarily. 

The  Mutual  Welfare  League  has  been  developed  through  the  appoint- 
ment of  more  committees  and  more  work  among  the  1600  inmates.  Efforts 
are  being  made  to  increase  the  educational  facilities  and  to  interest  the 
Inmates  in  vocational  training.  Tlie  day  school  of  letters  is  In  chnrire  of 
a  civilian  teacher  assisted  by  fourteen  inmates.  Instruction  la  given  In  read- 
ing, writing  and  other  elementary  subjects,  with  an  attendance  at  present 
of  118. 

Tliere  is  an  afternoon  class  from  2  to  4  o'clock  in  automobile  repair- 
ing, with  an  attendance  of  about  200.  About  400  inmates  have  enrolled  in 
the  evening  classes  at  which  the  League  provides  instruction  In  Etiglish, 
French,  Italian  and  Spanish,  mechanical  drawing,  civics,  commercial 
courses,  English  composition,  mathematics,  physics,  stenography  and  tele- 
prnphy.  The  evening  classes  have  an  attendance  of  about  100  a  night  and 
the  record  of  attendance  for  .Tune  Is  state<l  to  have  been  98  4/5  per  cent 
Emphasis  is  placed  on  individual  instruction. 
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Ench  inmate  on  arrival  is  assijjned  to  a  cell  where  he  soon  receives 
a  circular  letter  from  the  chairman  of  the  eclncational  committee  of  the 
Leairiie  offering:  assistance  and  seekin.ir  his  cooperation.  The  letter  explains 
the  workincrs  of  the  Leaixue  and  requests  him  to  express  his  preference  for 
particular  work  or  study.    It  says  in  part: 

"As  follow  inmates  and  members  with  you  of  the  Mutual  Wel- 
fare Teairue,  we  wish  to  help  make  your  lot  here  as  tolerable  as 
possible  and  we  want  your  cooperation. 

"The  warden,  the  iruard<  and  otjior  StatP  oflioiMls  here  are 
charirod  with  the  duty  of  enfonMUir  the  state  law«!  and  pri«:on  rules; 
tlwy  hold  their  ])!apcs  only  so  lonjr  as  titcy  perform  their  fluty:  to 
mainrain  order  and  discipline  at  all  times  and  to  rcMiiire  every 
prisoner  to  pcrfoim  a  full  day's  efTicient  work  on  every  workiuj^ 
(lay — these  are  their  primary  duties. 

"Cuards  are  on  viow  and  on  duty  cverywbere  at  all  times,  and, 
in  an  emerirency  thov  will  riiridly  (>nforce  the  laws  and  rules,  but 
you  will  soon  learn  that,  actinir  under  the  warden's  instruction, 
they  are  all  i)atient  and  considerate. 

"Tt  is  on  the  members  of  the  Mutual  Welfare  T.eairue.  it  is  on 
lis — on  your  and  our  irood  sense — that  the  prison  officials  here  rely 
for  the  observance  and  enforcement  of  laws  and  rules.  Your  and 
our  i>rivilei-'es  as  members  of  the  Leairue,  even  your  and  our  health, 
both  of  mind  an<l  body,  are  dependent  upon  your  and  our  loyal 
observance  of  the  laws  and  rules." 

Tt  is  proTiosed  to  establish  in  tbe  near  future  a  psyehiatric  clinV  with 
a  medir-al  advi^iory  board  comrio'^^ed  of  eminent  physicians  and  surcreons 
to  study  the  physical  and  mental  condition  of  inmates  with  a  view  to 
outlininir.  if  possible,  the  proper  course  of  treatment  in  order  to  avoid  future 
delinquencies. 

Respectfully  submitted. 

{Signed)     RICHARD  M.  HURD. 

Commissioner, 


HARLEM  PRISON  SITE 

WINGDALE 

Inspected  October  IS.  1016.     W.  .1.  Kiernan.  superintendent. 

This  site  consists  of  approximately  618  acres  about  one  mile  south  of 
the  "Win'rdale  station  of  the  Tlarlem  branch  of  the  New  York  Central  rail- 
road in  tbe  eastern  section  of  Dutchess  county.  It  is  now  used  as  a  brnnch 
of  Creat  Meadow  Prison.  Three  of  the  farms  have  been  cultivated  during 
the  past  year  by  convicts  from  that  prison  under  supervision  of  the  superin- 
tendent and  assistant  farmer. 

On  the  day  of  inspection  there  were  in  prisoners  and  one  sruard  from 
Great  Meadow.  The  highest  at  any  time  durinsr  the  past  year  was  IS:  the 
a'seraire.  about  15.  Durincr  the  winter  months  the  number  is  reduced  to  six 
or  eiirht.  They  are  housed  in  a  wooden  buildinjr  which  was  constructed  for 
housinjr  laborers  during  the  construction  of  the  buildinsr.  It  will  need 
some  improvements  in  order  to  make  it  comfortable  during  cold  weather. 
The  cooking  and  housework  are  done  by  two  prisoners. 

The  stock  on  the  farm  consists  oif  tive  farm  horses,  nineteen  cows 
(fiftecm  of  them  in  milk)  and  one  bull  furnishe«l  by  the  State  Agricultural 
Department:  nine  heifers  2^2  years  old.  one  bidl.  six  heifer  calves  from 
three  weeks  to  six  months  old.  three  other  calves,  twenty-six  pigs,  one 
Beed  hoi?,  seven  brood  sows,  nine  sucking  pigs,  and  thirty-seven  fowls.    All 
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of  the  stock  belongs  to  the  State  except  that  mentioned  above  as  havlni: 
been  furnished  by  the  Agricultural  Department. 

The  hill  farm  of  about  165  acres,  with  the  brick  house,  is  still  cul- 
tivated by  a  tenant.  The  product  from  the  other  farms  during  the  present 
year  was  as  follows ;  Hay,  estimated  200  tons ;  ensilage,  75  to  100  tons ; 
field  corn,  15  to  18  acres,  not  husked ;  potatoes,  15  or  16  acres,  not  all 
dug,  estimated  to  yield  3.000  bushels ;  onions,  100  bushels ;  beans,  20 
bushels;  buckwheat,  125  bushels;  butter,  made  and  shipped  to  Matteawan 
State  Hospital  from  October  1,  1915,  to  October  1,  1916,  2,809  pounds; 
apples,  300  bushels ;  pears,  3  barrels. 

In  addition  to  the  foregoing  there  were  large  quantities  of  cabbage, 
carrots,  tomatoes,  sweet  corn,  and  other  garden  products.  The  superinten- 
dent has  shipped  this  fall  to  Great  Meadow  Prison  840  bushels  of  potatoes, 
24  bushels  of  onions,  and  18  bushels  of  apples.  Part  of  the  potatoes  and 
part  of  the  corn  were  raised  in  the  fields  on  the  hill  where  excellent  crops 
were  produced,  demonstrating  that  these  elevated  fields  are  fertile  and 
very  suitable  for  corn  and  potatoes.  The  products  on  this  farm  could  be 
greatly  increased  if  the  superintendent  were  furnished  more  help  and  more 
equipment.  Even  now  he  should  have  more  help  to  enable  him  to  get  his 
fall  work  completed  before  winter  sets  in,  including  a  considerable  amount 
of  fall  plowing  for  spring  crops. 

RECOMMENDATIONS 

(1)  That  the  stock  on  this  farm  be  largely  Increased  so  as  to  con- 
sume more  of  the  products  on  the  farm,  thereby  preserving  its  fertility. 
With  the  recent  advance  in  milk  a  large  dairy  here  would  be  profitable. 
In  order  to  sell  the  milk  as  such,  as  was  formerly  done,  and  not  make  It 
into  butter  it  will  be  necessary  to  dispose  of  the  cows  furnished  by  the 
Agricultural  Department  and  stock  with  animals  of  a  different  class. 

(2)  Furnish  the  superintendent  with  more  men  and  more  complete 
farming  equipment  to  enable  him  to  cultivate  more  land. 

(3)  Repair  the  roof  of  three  or  four  buildings  that  are  now  leaking 
to  the  damage  of  State  property. 

(4)  Furnish  a  winter's  supply  of  coal  so  that  the  quarters  for  pris- 
oners may  be  kept  properly  heated  in  cold  weather. 

Respectfullv  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Intpector. 
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STATE  FARM  FOR  WOMEN 


STATE  FARM  FOR  WOMEN 


TAIATn 


Inspected  January  28,  1916.    John  H.  Mealy,  warden. 

Sixty  inmates  were  confined  in  this  institution  on  day  of  Inspectlom. 
Since  it  was  opened  eighty-six  inmates  have  been  committed  to  it. 

The  State  Farm  for  Women  was  established  pursuant  to  the  act  of 
1008  for  the  care  and  treatment  of  women  over  thirty  years  of  age  con- 
Tieted  of  misdemeanors  or  lesser  offences  at  least  five  times  during  the  two 
years  immediately  preceding  commitment.  All  sentences  are  indeterminate 
not  to  exceed  three  years  and  subject  to  the  jurisdiction  of  the  State  Board 
of  Parole.  The  purpose  of  the  institution  is  the  treatment  and  correction 
of  the  common  type  of  delinquent  women  continually  reappearing  in  the 
police  courts  of  the  State  whose  reform  has  been  considered  more  or  less 
hopeless  under  the  old  methods  of  punishment. 

The  institution  was  opened  October  1,  1914.  The  site  consists  of  319 
acres,  about  225  of  which  are  arable,  situated  near  the  village  of  Valatie, 
In  Columbia  county.  The  cottage  plan  was  adopted  in  the  construction  of 
the  buildings  for  the  inmates.  Two  cottages,  each  equipped  for  the  accom- 
modation of  twenty-six  women,  were  constructed.  The  cottages  cost  about 
?o5,000  each.  The  ornate  character  of  their  construction  has  given  rise  to 
iome  criticism.  Each  cottage  is  heated  separately.  Water  is  provided  from 
three  artesian  wells.  The  buildings  are  lighted  by  electricity.  A  sewage 
disposal  plant  has  been  constructed. 

The  inmates  are  employed  in  work  about  the  buildings  and  in  the 
cultivation  of  the  farm.  The  old  looms  formerly  used  in  Auburn  Prison 
for  Women  have  been  removed  to  this  institution. 

An  excellent  proposition  is  the  introduction  of  the  willow  industry. 
Some  of  the  land  is  well  adapted  to  the  cultivation  of  willows.  The  raising 
and  stripping  of  willows  and  weaving  them  into  articles  for  sale  to  the 
State  institutions  will  give  employment  to  many  of  these  women,  especially 
during  the  winter  season  when  farm  work  is  not  available. 

The  present  stock  on  the  farm  consists  of  14  head  of  cattle,  5  horses, 
49  pigs,  105  chickens  and  18  ducks. 

A  bad  state  of  overcrowding  exists.  The  cottages,  as  stated,  were 
Intended  for  twenty-six  inmates  each.  The  warden  occupies  most  of  the  lower 
floor  of  the  north  cottage.  Sixty  inmates  are  crowded  into  the  south 
cottage  and  the  upper  floor  of  the  north  cottage.  Some  relief  could  be 
obtained  if  the  farm  house  were  repaired  and  placed  in  condition  for  the 
residence  of  the  warden.  This  would  release  the  lower  floor  of  the  north 
cottage.  More  attendants  would  be  necessary  for  the  proper  supervision 
of  the  cottages  during  the  day  and  niirht. 

The  provision  so  far  made  is  inadequate  compared  to  the  great  num- 
ber of  women  eligible  for  commitment  to  such  an  institution.  A  large 
proportion  of  the  present  inmates  are  sent  from  Buffalo.  The  oricinal 
plan  j)rovided  for  twenty-one  cottages  and  the  administration,  hospital, 
awiembly  and  other  buildings  necessary  for  a  large  institution. 
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The  warden  reports  that  the  outdoor  life  and  the  charactet  of  the 
Institution  have  a  splendid  effect  in  building  up  the  women  physically 
and  improving  them  morally.  The  attending  physician  states  that  of 
the  elKhty-slx  inmates  committed  to  the  institution  there  have  been  no 
deaths,  that  their  general  health  Is  good  and  that  the  alcoholic  and  drug 
hnbits  yield  to  the  treatment  and  the  life  in  the  oi)en. 

More  attention  should  be  given  to  developing  the  farm.  A  large  barn 
and  outbuildings  are  necessary  for  Its  proper  cultivation. 

The  suggestion  has  been  made  that  the  State  Prison  for  Women  at 
Auburn  be  removed  to  this  site  in  connection  with  the  State  Farm  for 
Women.  The  supervision  of  both  institutions  Is  under  the  jurisdiction  of 
the  State  Superintendent  of  Prisons,  and  the  parole  of  the  Inmates  of  both 
institutions  is  subject  to  the  State  Board  of  Parole. 

Complaint  was  raised  by  one  of  the  magistrates  of  the  Buffalo  City 
Court  that  a  woman  was  paroled  from  this  institution  to  an  improper  en- 
vironment. Special  care  should  be  taken  in  the  parole  of  the  inmates  to 
avoid  return  to  conditions  which  will  bring  at>out  recurrence  of  their 
former  habits. 

BECOM  HEND  ATI0N8 

(1)  That  the  farm  house  be  equipped  as  a  residence  for  the  warden 
and  the  lower  floor  of  the  north  cottage  be  released  for  the  use  of  tke 
inmates. 

(2)  That  sufficient  attendants  be  furnished  for  the  proper  admlnl- 
■tratlon  of  the  institution. 

(.3)  That  a  barn  and  farm  outbuildings  be  erected  in  order  to  facili- 
tate the  cultivation  of  the  farm. 

(4)  That  when  additional  cottages  are  erected  they  be  made  le« 
expensive  and  ornate. 

Respectfully  submitted, 

(Signed)     FRANK  E.  WADE, 

Commi»»Unier, 
JOHN  F.  TREMAIN. 

SecreUurg, 


STATE  FARM  FOR  WOMEN 

TALATOL 

Inspected  December  28,  1916.     Mrs.  Jane  L.  Armstrong,  warden,  a»* 

sistc<i  by  tbroo  uintrons. 

The  number  of  women  inmates  on  the  day  of  inspection  was  74, 
Tlor(»  wero  mIso  six  mnle  convicts  and  one  giinnl  from  Great  Meadow 
]>i  i«()n  wlio  woip  Iionsed  in  the  tenement  house  located  near  the  farm  house. 
Tie  prisonors  from  (Jreat  Mondow  are  boarded  from  the  maintenance 
funds  of  the  State  Farm  for  Women,  and  Creat  Meadow  furnishes  clothing 
ai.''  pars  the  salary  of  the  guard.  They  are  considered  as  inmates  of 
(lie-t  Meadow  prison  and  in  the  fiirures  given  herein  are  not  counted. 

M's.  Armstrong  assumed  her  duties  on  August  15.  1010.  since  which 
tiive  tiM»  liv'best  number  of  inmates  was  SO.  Since  that  date  27  have  been 
pjToled.  of  whom  ir>  have  irone  out  to  places  provided  for  them  and  14  are 
l-pid  ;it  the  Mi^titution  until  suitable  i)l;u'es  can  be  found.  The  institution 
Is  w'tbovt  funds  to  f'-ni^f'^r  Daroi'^d  and  discharged  inmates  eitlier  to  their 
hemes  or  to  any  orbcr  place.  The  warden  stated  that  she  Is  exercising 
great  care  in  se'c-t'ni:  proper  ]ilaces  for  paroled  inmates. 

"''1)0  nri"''cr  coipin'ttod  to  this  institution  for  the  year  ending  .Tnly 
1.  101".  was  r*,:'>.  most  of  whom  were  frtnn  Buffalo.  Rochester.  Syracuse  and 
Ai'hurn  0]\  the  day  of  insMcction  40  inmates  were  housed  in  the  south 
C(*ta"e.  now  known  as  the  "F.merson  rottaire,"  This  cottage  has  20  separate 
rooms  for  inmates,  and  on  the  day  of  inspection  there  were  seven  cot  beds 
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tn  the  hall.  This  condition  required  that  a  number  of  rooms  be  occupied 
by  two  inmates. 

Jn  tlie  north  cottage  there  were  25  inmates,  each  having  a  separate 
room.  This  cottage  also  contains  three  rooms  for  the  warden,  a  room  for 
a  matron,  one  for  the  stenographer,  and  two  small  spare  rooms.  Each 
room  in  both  cottages  was  furnished  with  a  cot  bed  with  woven  wire  springs 
mattress,  blankets,  white  sheets,  pillow  and  slip,  and  a  white  spread.  There 
is  a  bath  room  on  each  floor,  and  as  the  inmates  are  not  locked  in  their 
rooms  at  night  they  have  access  to  it  at  all  times.  The  women  eat  their 
meals  at  tables  in  the  dining  room  in  the  Emerson  Cottage.  There  is  a 
doctor's  oft'ce  in  this  cottage  near  the  entrance,  equipped  with  a  consider- 
able quantity  of  medical  supplies  and  material  for  first  aid.  The  prison 
physician  lives  in  Valatie  and  attends  regularly  two  or  three  times  a  week 
at  the  institution  and  is  subject  to  call  at  any  time.  Under  the  present 
administration  he  makes  a  physical  examination  of  every  inmate  on  admis- 
sion. He  stated  that  he  had  been  the  physician  of  the  institution  since  it 
was  opened  and  that  there  had  been  no  deaths  during  that  time;  that  the 
treatment  received  here  had  been  remarkably  beneficial  to  the  inmates; 
and  that  the  regular  habits  and  outdoor  work  had  revolutionized  their 
physical  condition. 

There  are  two  isolation  cells  in  the  basement  of  the  Emerson  Cottage, 
each  having  an  outside  window  and  a  barred  door  and  containing  a  cot 
bed  similar  to  those  in  the  rooms.  They  are  good  sized  and  well  lighted 
and  ventilated.    I  was  told  they  were  seldom  used. 

IMPROVEMENTS 

Recently  there  has  been  constructed  an  addition  to  the  barn  to  pro- 
vide enlarged  facilities  for  housing  the  stock.  The  work  was  done  by 
prison  labor.  The  well  supplying  water  to  the  Emerson  Cottage  recently 
wQut  dry  and  a  new  one  60  feet  deep  has  been  driven  near  the  cottage 
and  on  the  day  of  insi)ection  the  men  from  Great  Meadow  were  employed 
ill  digging  a  trench  and  laying  pipe  connecting  the  well  with  the  cottage. 
Workmen  were  also  engaged  in  making  improvements  to  the  farm  house, 
fitting  it  up  for  a  warden's  residence.  It  is  expected  that  at  an  early 
d-ite  the  warden  will  occupy  this  house,  giving  more  room  in  the  north 
cottage  for  inmates. 

The  principal  industry  is  farming,  which,  except  in  the  winter,  gives 
eraploymeut  for  all  but  those  who  do  the  housework  of  the  institution. 
This  housework  includes  the  laundry  work  and  care  of  the  furnace.  The 
women  feed  and  milk  the  cows  and  take  care  of  the  pigs  and  chickens.  The 
stifk  on  the  farm  now  consists  of  5  horses,  17  cows,  2  heifers,  2  bull 
calves.  C5  pigs,  fifteen  of  which  are  breeding  sows,  and  117  chickens.  Eleven 
of  the  cows  are  now  in  milk.  Ninety-five  pounds  of  milk  were  produced 
on  the  day  preceding  the  inspection. 

The  fiscal  year  terminating  on  July  1st  is  rather  an  awkward  time 
for  farm  record.  It  appeared,  however,  by  the  records  of  the  former 
wfirden  that  there  were  produced  durinsr  the  year  ending  .July  1,  1010.  0250 
qnnrts  of  milk.  7.'0  pounds  of  butter.  3500  pounds  of  pork, '250  pounds  of 
lanl.  and  other  i)roducts  mentioned  in  my  report  of  November  28,  1015.  The 
inincipal  products  during  the  past  snnimer  were  000  bushels  of  potatoes, 
17  acres  of  oats  producing  .345  bnshcls.  43  acres  of  rye  producing  453 
I'Vishels,  20  acres  of  corn  producing  about  00  tons  of  ensilage  and  00  l>ushels 
of  corn  on  the  ear.  5  acres  of  beans  producing  45  bushels!  3  acres  of  buck- 
wheat producing  10  bu-^hols,  and  5  tons  of  hay.  There  have  been  083 
IM.rnds  of  pork  T)ro(luced  this  fall  and  used  in  the  institution.  In  addition 
to  the  foregoing  there  were  considerable  crops  of  beets,  carrots,  turnips, 
cabbage  and  other  garden  i)roducis.  There  was  also  a  large  crop  of  ai)i)les 
rtid  5  Itushels  of  crab  apples.  These  have  been  uscfl  in  the  institution. 
T^'o  warden  furnishes  them  freely  to  the  inmates.  There  is  still  a  con- 
siderable quantity  on  hand. 

There  were  125  acres  of  the  farm  plowed  during  the  fall,  of  which 
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eeven  acres  were  sown  in  winter  wheat  and  20  in  rye.  The  rest  is  ready 
for  early  planting  in  the  spring. 

The  institution  was  in  a  satisfactory  condition  as  to  cleanliness.  The 
food  was  of  good  quality  and  sufficient  in  quantity.  The  discipline  seemed 
to  be  good,  the  inmates  were  quiet  and  orderly,  apparently  contented,  and 
interested  in  their  work. 

Among  the  immediate  needs  of  this  institution  may  be  mentioned  the 
following : 

(1)  An  increase  in  the  number  of  matrons.  At  present  the  work  in 
and  about  the  cottages  requires  the  oversight  of  the  three  matrons  now 
employed  and  it  is  difficult  to  spare  a  matron  to  oversee  the  women  in 
the  farm  work  and  experience  has  proven  that  not  much  work  is  accom- 
plished without  such  oversight.  The  warden  also  needs  some  additional 
clerical  assistance. 

(2)  I  repeat  my  recommendation  of  last  year  for  a  large  hennery. 
Such  a  building  would  be  comparatively  inexpensive,  and  the  care  of 
chickens  and  the  production  of  eggs  is  a  suitable  and  profitable  industry 
for  women. 

(3)  I  also  repeat  my  former  recommendation  for  a  new  piggery. 
Pigs  are  fed  the  unmarketable  corn  from  the  farm  and  the  garbage  from 
the  institution,  and  their  maintenance  costs  the  State  practically  nothing. 
All  the  product  is  used  in  the  institution  as  fresh  meat,  the  pigs  being 
butchered  from  time  to  time  as  needed. 

(4)  The  work  of  fitting  up  the  farmhouse  as  a  residence  for  the 
warden  should  be  completed,  as  this  will  afford  additional  room  for  the 
inmates  in  the  north  cottage. 

(5)  The  installation  of  some  suitable  industry  giving  the  women 
employment  during  the  winter  season. 

(6)  The  construction  of  a  suitable  vegetable  cellar  for  housing  the 
Ycgetables  and  fruit  during  the  winter.  The  basements  of  the  cottages 
when  the  furnaces  are  in  operation  are  too  warm  for  the  preservation  of 
vegetables  and  fruit. 

NEW  BUILDING8 

Tlie  two  cottages  constituting  the  plant  of  this  institution  are  already 
overcrowded.  It  was  the  orginal  purpose  to  increase  the  capacity  of  this 
plant  to  at  least  500,  and  there  are  enough  women  in  the  various  localities 
of  the  State  of  the  class  for  which  this  institution  was  designed  to  fur- 
nish 500  inmates.  The  maintenance  of  a  separate  Institution  for  75  or  80 
inmates  is  not  an  economical  proposition,  and  it  would  seem  to  be  the 
part  of  wisdom  to  enlarge  this  institution  by  additional  buildings  in  order 
that  it  may  accomplish  the  purpose  for  which  it  was  established. 

Respectfully  submitted, 

iSiffned)     GEORGE  McLAUGHLIN, 

Chief  Intpector 
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ELMIBA 

Inspected  September  6,  1916.  P.  J.  McDonnell,  superintendent  of 
reformatories :  Dr.  Frank  L.  Christian,   assistant  superintendent. 

The  New  York  State  Reformatory  receives  male  felons  between  the 
ages  of  sixteen  and  thirty  who  have  not  been  previously  convicted  of  an 
offense  punishable  in  a  state  prison.  From  this  institution  certain  of  the 
inmates  are  transferred  to  the  Eastern  New  York  Reformatory  at  Napanoch, 
the  same  board  of  managers  having  both  institutions  in  charge. 

The  institution  at  Elmira  has  a  cell  capacity  of  1,440  and  the  one  at 
Napanoch,  496.  There  has  been  a  marked  decrease  in  the  population  at 
Elmira  during  the  past  year.  There  were  818  inmates  on  the  day  of  in- 
spection as  compared  with  an  average  daily  population  of  1,338  during 
the  fiscal  year  ending  September  30,  1915.  The  daily  population  for  the 
past  five  years  has  averaged  1,371.  This  falling  off  in  poulation  is  attri- 
buted by  the  officials  to  several  causes.  The  number  of  arrests  in  New 
York  city  decreased  by  several  thousand  during  the  past  year.  About  sixty 
per  cent,  of  the  population  were  formerly  of  foreign  birth  and  there  has 
practically  been  no  immigration  in  two  years.  More  of  the  better  class 
of  youthful  offenders  are  being  placed  on  probation,  and  the  boy  scout, 
playground,  big  brother,  and  other  organizations  for  "saving  the  boy"  all 
have  a  share  in  keeping  down  the  number  of  inmates. 

With  the  decrease  in  population  has  come  an  increase  in  the  degree 
of  abnormality  of  the  inmates,  so  that  at  the  present  time  a  large  proportion 
of  them  are  recognized  as  feeble-minded  in  one  form  or  another.  When 
all  other  agencies  for  reforming  the  boy  have  failed  they  are  sent  to  Elmira, 
with  a  result  that  it  is  stated  that  60  per  cent,  of  the  present  population 
are  "failures"  from  other  institutions.  Thus  it  will  be  seen  that  the  in- 
fititution  is  at  present  dealing  with  a  class  of  older  and  more  confirmed 
criminals  who  are  less  susceptible  to  reformatory  influences,  which  makes 
the  work  of  those  in  charge  more  difficult.  Fifteen  years  ago  there  were 
many  bright,  well  educated  young  men  among  the  population ;  today  it  is 
stated  that  less  than  one  half  of  one  per  cent,  have  been  In  high  school  at 
the  average  age  of  twenty  and  that  out  of  many  thousands  of  inmates 
received  there  have  been  but  four  college  graduates.  The  average  Inmate 
Is  able  to  do  only  fourth  or  fifth  grade  primary  work. 

For  sixteen  years  a  record  of  the  mental  capacity  of  each  Inmate  bat 
been  kept,  based  on  the  judgment  of  examing  physicians.  Recognizing  the 
fact  that  all  those  mentally  defectives  are  not  necessarily  incorrigible  but 
that  all  incorrigibles  are  mentally  or  physically  abnormal  and  therefore 
not  cases  for  punishment,  the  authorities  about  three  years  ago  established 
a  department  for  the  segregation  of  incorrigibles,  I  quote  from  a  recent 
report  of  the  superintendent  concerning  the  daily  routine  of  this  class. 

"Determined  by  the  ability  and  general  qualifications  of  the 
pupils,  the  class  is  divided  into  three  groups — the  highest,  the  inter- 
mediate, and  the  kindergarden  or  lowest  grade;  and  in  the  morn- 
ing, after  everyone  has  engaged  in  the  work  of  cleaning  the  assem- 
bly room,  the  dining  room,  the  manual   training  room,   and  the 
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sleeping  apartments,  each  group  has  an  hour  of  school  of  letters 
work  with  the  inmate  instructor ;  the  small  number  of  pupils  mak- 
ing it  possible  to  give  valuable  individual  attention  and  instruc- 
tion. Following  this,  an  hour  is  devoted  to  some  useful  institu- 
tional work — mending,  shelling  peas,  'picking  over'  beans,  and  what 
not — and  at  the  conclusion  of  the  second  hour  the  group  adjourns 
to  the  manual  training  room  and  is  engaged  for  a  third  hour  period 
in  learning  to  saw  and  plane,  and  other  of  the  elementary  pro- 
cesses of  the  carpenter  trade.  Dinner  is  at  noon.  The  afternoon 
is  passed  in  the  open  air,  engaged  in  athletic  exercises  and  games. 
in  a  yard  entirely  separate  from  the  other  institutional  lawns  and 
grounds.  Supper  comes  at  five  o'clock  after  which  the  inmates 
repair  to  their  sleeping  rooms  and  go  to  bed  at  nine  o'clock. 

"Special  attention  is  given,  Wednesdays  and  Saturdays,  to 
the  work  of  teaching  the  pupils  to  writ«,  and  stories  are  read  to 
them  by  the  officer  in  charge.  On  the  Sabbath  the  class  attends  the 
regular  religious  services  and  spends  the  remainder  of  the  day  in 
listening  to  the  reading  of  selected  literature  by  the  officer  in 
charge,  and  in  playing  in  quiet  games,  as  dominoes,  etc." 

There  were  seventeen  in  this  class  on  the  day  of  inspection. 

Recently  there  has  been  established  a  laboratory  for  the  psychoanalysis 
of  all  the  inmates  along  the  line  of  the  most  recent  investigation  in  psychol- 
ogy. A  trained  alienist  is  giving  his  entire  time  to  the  making  of  this 
medical-analytical  test  which  should  prove  a  most  valuable  aid  in  deter- 
mining the  best  treatment  for  the  Individual  inmate. 

Under  this  system  each  inmate  is  given  a  thorough  physical  examina- 
tion ;  his  family  history  is  recorded  and  his  personal  history  taken.  The 
latter  includes  his  early  environment,  associates,  school  and  industrial  his- 
tory, criminal  record,  history  of  injuries,  illness  and  habits,  and  his  record 
In  the  institution.  A  diagnostic  summary  is  compiled  of  his  physical  and 
mental  condition,  delinquences,  etiology  and  environment,  prognosis,  and 
physical,  mental  and  moral  needs.  Another  record  blank  deals  with  his 
native  ability,  results  of  education,  aberrations,  mental  content,  mental 
and  moral  peculiarities  and  psychoanalysis,  while  still  another  records  the 
revsults  of  Binet  and  Healy  tests. 

The  trade  school,  school  of  letters,  physical  culture  classes  and  mil- 
itary drill  each  have  a  part  in  the  work  of  the  institution  and  have  been  de- 
scribed in  detail  in  previous  reports.  The  military  drill  apart  from  the 
physical  development  of  the  inmates  serves  to  inculcate  a  habit  of  obedience 
anil  respect  for  authority,  and  is  one  of  the  most  potent  agencies  in  re- 
formatory work.  The  prisoner  learns  setting  up  exorcises,  marching  move- 
ments and  the  manual  of  arms,  which  are  likely  to  serve  him  well  in  later 
life. 

I  quote  the  following  from  a  recent  report  of  Col.  V.  M.  Masten.  the 
military  instructor: 

"Ask  the  way  of  it,  of  any  one  of  the  hundreds  of  our  paroled 
lads  who  was  earnest  while  with  us.  in  his  efforts  to  brace,  and  who 
now  moves  a  serviceable  frame;  wields  a  clean  strong  arm:  thinks 
quickly,  conno<'tetlly.  and  in  sequence:  obeys  loyally,  or  commands 
without  bullying:  respects  authority  and  the  agents  of  it :  is  system- 
atic, orderly  and  painstaking  while  givini;  ear  to  the  riirhts  of  his 
fellows  and  if  he  lets  you  fully  into  his  mind,  he  will  tell  you 
that  his  military  work  at  the  New  York  State  Reformatory  helped 
him  appreciably  to  accomplish  these  results." 

A  new  recreation  field  has  been  complete<l  in  the  rear  of  the  west  wall 
-ef  the  Institution  where  opportunity  is  afforded  the  inmates  to  indulge 
In  athletics.  The  new  field  is  surrounded  by  a  woven  wire  fence  twelve 
feet  in  boight  and  contains  a  baseball  diamond,  race  track,  and  a  i)lace  for 
various  athletic  sports.    It  is  about  450  feet  long  by  300  feet  wide  and  one 
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hundred  men  were  engaged  about  one  year  in  its  construction.  Benches 
have  been  provided  along  one  side  for  the  inmates  and  there  are  seats  for 
visitors. 

In  a  report  of  inspection  made  two  years  ago  by  Commissioner  Wade 
a  doubt  was  expressed  as  to  whether  the  use  of  so  many  inmate  monitors 
was  for  the  best  interest  of  the  institution.  "Their  reports",  said  the 
Commissioner,  "determine  the  liberty  and  parole  of  their  fellow  prisoners. 
This  appears  to  be  power  of  management,  or  its  equivalent,  delegated  to 
prisoners.  It  may  be  difficult  to  get  adequate  demeanor  reports  from  the 
citizen  officers  and  attendants.  In  case  inmates  are  not  used  as  monitors, 
more  attendants  may  be  necessary.  Even  at  the  sacrifice  of  some  watch- 
fulness greater  good  may  be  obtained  by  dispensing  with  inmate  monitors." 

This  monitor  system  has  been  in  vogue  for  forty  years,  but  its  elim- 
ination in  course  of  time  is  probable.  The  authorities  state  that  is  has 
been  reduced  two-thirds  during  the  past  year.  Talking  at  meals  is  now 
permitted  and  in  the  shops  at  the  discretion  of  the  officer  in  charge. 

The  old  days  of  severe  and  repressive  forms  of  punishment  have  passed 
and  the  authorities  state  that  for  nearly  six  years  it  has  not  been  necessary 
to  confine  a  prisoner  in  a  dark  cell  or  limit  his  diet.  Promotion  and  re- 
duction in  grade  and  the  withdrawal  of  privileges  aid  in  maintaining  dis* 
cipline,  but  the  authorities  regard  as  more  important  the  segregation  of 
the  incorrigible  defectives,  the  elimination  of  the  insane,  the  humane  under- 
standing of  the  epileptic  problem  and  the  comprehensive  study  of  the  in- 
dividual cases. 

It  is  interesting  to  note  that  there  has  been  a  marked  decrease  in  the 
number  of  major  and  minor  offense  reports  during  the  past  year,  as  well 
as  in  the  number  of  men  placed  in  the  guard  house  and  in  the  third  grade. 
The  inmates  are  all  clothed  in  the  same  kind  of  uniform — black  coat  and 
grny  trousers  in  winter  and  kahki  suits  in  summer,  an  insignia  on  the 
collar  denoting  whether  the  wearer  is  in  the  first,  second  or  third  grade. 
A  maltese  cross  may  be  earned  by  perfect  conduct  for  six  months. 

The  room  formerly  occupied  by  the  dark  cells  is  now  used  as  a  store 
room  and  the  elevator  shaft  leading  from  this  room  to  the  hospital  haa 
been  closed. 

There  were  forty-nine  inmates  in  the  hospital  on  the  day  of  inspection. 
The  '"sick  gallery"  has  long  been  discontinued  and  all  men  wishing  medical 
attention  aiv  sent  to  the  hospital.  In  the  past  when  men  were  reported  ill 
they  were  "chalked  in"  their  cells  and  the  physician  went  the  rounds  of  the 
vr.rioiis  cell  blocks.  Later,  they  were  sent  to  the  physician's  office,  but 
now  all  report  to  the  hospital.  This  change  has  resulted  in  roducini  the 
number  of  those  on  sick  call. 

T'liis  institution  has  one  of  the  best  equipped  kitchens  in  the  State. 
It  is  kept  scrupulously  clean  and  the  waste  has  been  reduced  to  a  minimum. 
A  physician  makes  frequent  inspections  which  includes  an  examination  of 
the  inmates  employed  in  the  kitchen  and  mess  halls.  Special  white  suits 
are  provided.    The  weekly  menu  of  the  institution  is  given  as  follows: 

SUNDAY 

I^reakfast — Rolled  oats,  bread,  coffee,  syrup. 

Dinner — Beef  soup,  corned  beef,  boiled  potatoes,  bread,  coffee,  pudding. 

Supi>er — Stewed  raisins,  spice  cake,  bread,  butter,  syrup,  tea. 

MONDAY 

Breakfast — Creamed  rice,  bread,  coffee. 

Dinner — Roast  beef,  brown  gravy,  boiled  potatoes,  bread,  coffee,  rice  pudding. 

Supper — Roast  beef  hash,  bread,  butter,  syrup,  tea. 

TUESDAY 

Breakfast — Hominy   with   milk   and   sugar,   bread,   coffee. 

r»inner— Bppf  soiin.  boiled  beans,  boiled  potatoes,  pickled  beets,  cucumbem, 

bread,  coffee,  pudding. 
Supper— Corn  meal  mush,  aplce  cake,  bread,  butter,  symp,  tea. 
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WEDNESDAY 

Breakfast — Fresh  beef  hash,  hot  rolls,  bread,  coffee. 

Dinner — Ham  and  cabbage,  beef  soup,  boiled  potatoes,  bread,  coffee,  rlc« 

pudding. 
Supper — Baked  pork  and  beans,  bread,  butter,  syrup,  tea. 

THURSDAY 

Breakfast — Hominy  with  milk  and  sugar,  bread,  coffee. 

Dinner — Beef  soup  with  vegetables,  roast  beef,  boiled  potatoes,  green  com, 

bread,  coffee,   pudding. 
Supper — Baked  roast  beef,  hash,  bread,  butter,  syrup,  tea. 

FBIDAY 

Breakfast — Rolled  oats  with  milk  and  sugar,  bread,  coffee. 

Dinner — Macaroni  with  tomato  sauce,  creamed  potatoes,  rice  pudding  with 

raisins,  bread,  coffee. 
Supper — Creamed  rice,  bread,  butter,  syrup,  tea. 

SATURDAY 

Breakfast — Hominy  with  milk  and  sugar,  bread,  coffee. 

Dinner — Beef  stew  with  vej^etables,  bread,  coffee,  bread  pudding. 

Supper — Stewed  prunes,  rolls,  butter,  tea,  syrup. 

The  Legislature  of  1916  appropriated  $25,000  for  the  purchase  of  addi- 
tional land  which  will  permit  the  construction  of  a  switch  from  the  Erie 
railroad  to  the  institution,  as  well  as  for  agricultural  purposes.  The  land 
has  not  yet  been  acquired,  but  an  option  has  been  secured.  The  institu- 
tion for  years  has  been  compelled  to  hire  switching  facilities  for  unload- 
ing coal,  and  to  maintain  teams  and  a  motor  truck  for  transporting  thous- 
and tons  of  supplies  about  three  quarters  of  a  mile  to  the  reformatory. 
With  the  installation  of  a  switch  a  considerable  sum  should  be  saved  an- 
nually. Part  of  the  land  upon  which  the  option  has  been  secured  is  now 
being  rented  for  farming  purposes. 

Plans  have  been  prepared  and  approved  and  foundation  laid  for  re- 
building trades  school  building  No.  4  which  was  destroyed  by  fire  December 
8,  1914.  An  appropriation  of  $35,000  has  been  provided  for  this  work.  The 
parade  ground,  invalid  yard,  armory,  and  esplanade  in  front  of  the  main 
building  are  to  be  repaved,  for  which  $5,000  has  been  appropriated.  Other 
repairs  and  improvements  are  under  way,  including  the  painting  of  the  ex- 
terior of  the  buildings  with  a  brick  and  cement  coating  of  light  gray 
which  takes  the  place  of  the  dingy  red.  The  cell  blocks  also  are  being 
repainted. 

A  majority  of  the  cells  in  the  Institution  are  without  toilets  and  lava- 
tories. The.«;e  should  be  installed  as  soon  as  the  necessary  appropriations 
can  be  secured. 

The  question  is  frequently  asked :  "What  proportion  of  the  reform- 
atory inmates  make  good?" 

The  authorities  state  that  at  least  two  out  of  three  of  those 
paioled  so  conduct  themselves  as  to  obtain  their  absolute  release  with- 
out subsequent  criminal  history.  A  certain  class  sent  to  the  reformatory 
Is  not  susceptible  to  reformatory  influences.  Some  are  transferred  to  state 
prisons,  others  are  discharged  bj'  expiration  of  sentence  or  are  specially 
paroled  or  transferred  on  account  of  insanity  or  illness,  or  are  paroled  in 
custody  on  indictment  for  crime  committed  before  being  sent  to  the  reform- 
atory. 

It  is  stated  that  at  least  50  per  cent,  of  those  receiyed  are  handicapped 
by  limitations  for  which,  as  a  rule  they  are  not  to  blame.  The  Board  of 
Managers  in  a  recent  report  said: 

"The   educational   facilities   and    training  offered   by   the   re- 
formatories do  wonders  for  some  of  them,  and  perhaps  benefit,  for 
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the  time  being,  nearly  all.  Some  can  be  raised  to  such  a  level  that 
with  exceptionally  favorable  environment  they  will  be  able  to  take 
care  of  themselves.  Such  environment  cannot  always  be  found, 
and  some  are  hopeless  in  any  environment.  In  one  form  or  an- 
other they  must  receive  permanent  custodial  care.  While  our 
parole  officers  carefully  guide  them,  they  may  get  along  fairly  well, 
but  as  soon  as  this  support  is  removed  and  they  attempt  to  control 
themselves,  they  sink  back  as  low  as  before." 

This  reformatory  with  1,440  cells  and  but  818  inmates  has  more  than 
600  vacant  cells,  while  three  of  the  four  state  prisons  are  overcrowded. 
On  September  2nd  Auburn  Prison  had  107  prisoners  in  excess  of  its  cell 
capacity;  Clinton  had  240;  and  Sing  Sing  246.  There  were  324  vacant 
cells  at  Great  Meadow. 

Section  297  of  the  Prison  Law  provides  that  whenever  there  is  un- 
occupied room  in  either  of  the  reformatories  at  Elmira  or  Napanoch  the 
Board  of  Managers  may  make  a  requisition  upon  the  superintendent  of  state 
prisons  for  a  "sufficient  number  of  well-behaved  and  most  promising  con- 
victs under  thirty  years  of  age  who  are  confined  in  a  state  prison  because 
of  a  first  offense,  and  the  superintendent  of  state  prisons  shall  transfer 
Buch  convicts  to  such  reformatory  for  education  and  treatment  under  the 
rules  thereof."    The  law  further  prescribes  for  their  parole. 

The  attention  of  the  Board  of  Managers  was  called  to  this  matter  In 
A  report  of  inspection  last  year  and  they  are  again  urged  to  give  it  care- 
ful consideration  with  a  view  to  relieving  the  crowded  conditions  in  the 
•tate  prisons.  The  reformatories  surely  offer  better  educational  and  train- 
ing facilities  for  young  men  than  do  the  state  prisons. 

Resi)ectfully  submitted, 

(Signed)     RUDOLPH  F.  DIEDLING, 

Commissioner. 


EASTERN  NEW  YORK  REFORMATORY 

NAPANOCH 

Inspected  November  23,  1916.  P.  J.  McDonnell,  superintendent ;  George 
Deyo,  assistant  superintendent  in  charge. 

This  institution  with  a  cell  capacity  of  496  had  303  inmates  on  the  day 
of  inspection.  No  commitments  are  made  direct  to  it,  its  population  being 
made  up  of  prisoners  transferred  from  the  New  York  State  Reformatory  at 
Elmira.  The  average  daily  number  of  inmates  in  custody  from  September 
80,  1915,  to  June  30,  1916,  was  320. 

The  Eastern  New  York  Reformatory  was  designed  originally  to  accom- 
modate 1,000  inmates,  but  has  never  been  completed.  The  act  for  its  establish- 
ment was  passed  by  the  Legislature  of  1892,  but  the  work  of  construction  was 
•low  and  in  1900  the  Legislature  placed  it  under  the  general  jurisdiction 
of  the  Superintendent  of  State  Prisons  and  authorized  him  to  transfer  pris- 
oners to  it  from  the  state  prisons.  The  managers  of  the  Elmira  Reformatory 
were  also  authorized  to  make  a  limited  number  of  transfers  to  it  as  soon 
as  it  was  in  condition  to  safely  care  for  them.  Later  the  Elmira  officials 
were  authorized  to  continue  to  transfer  to  Napanoch  to  relieve  overcrowd- 
ing at  the  parent  institution. 

The  institution  continued  under  the  jurisdiction  of  the  Superintendent 
of  State  Prisons  for  six  years,  during  which  much  construction  was  accom- 
plished. In  1906  the  Legislature  created  a  State  Board  of  Managers  of 
Reformatories  and  vested  in  it  the  management  of  both  the  Elmira  and 
Napanoch  institutions.  Since  that  time  much  additional  construction  work 
has  been  done  by  the  inmates.  Approximately,  2,800  feet  of  concrete  wall 
enclosing  the  reformatory  yard  have  been  constructed ;  the  reservoir  dam 
has  been  completed  and  a  water  system  installed ;  a  power  house  has  been 
erected  and  equipped  and  a  system  of  reinforced  concrete  conduits  con- 
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necting  the  various  buildings  have  been  built ;  a  laundry  and  bath  house 
and  domestic  building  have  been  erected  and  the  machinery  in  the  trade 
school  building  installed.  The  chapel  has  been  completed  and  much  inter- 
ior work  done  in  the  main  building :  a  lighting  system  has  been  installed : 
a  sewage  disposal  system  has  been  constructed  and  surface  drains  and  sew- 
ers laid ;  much  grading  has  been  done  and  a  mile  and  a  half  of  stone  road 
has  been  constructed  outside  the  institution. 

Solid  porcelain  toilets  and  cast  iron  enameled  lavatories  have  been 
installed  in  most  of  the  cells  in  the  south  cell  block  and  the  plumbing  in 
this  and  in  the  north  cell  block  will  be  continued  as  soon  as  the  necessary 
funds  can  be  secured.  New  bubble  fountains  have  been  erected  at  con- 
venient places  in  the  cell  block. 

The  new  hospital  building,  which  is  to  be  erected  at  a  cost  of  $50,000. 
is  under  way.  The  main  building  will  be  155  feet  long  by  33  feet  wide, 
three  stories  in  height,  and  connecting  in  the  rear  at  right  angles  thereto 
with  another  two-story  building  77  feet  long  and  33  feet  wide.  The  founda- 
tions have  been  laid,  the  steel  work  will  be  erected  during  the  winter,  and 
it  is  expected  to  begin  putting  up  the  walls  in  the  spring. 

All  this  work  has  been  done  by  the  inmates  under  the  guidance  of  the 
Institution's  instructors,  affording  them  practical  experience  in  various 
trades  and  keeping  them  well  employed.  The  farm  and  institutional  work 
furnish  additional  employment.  Eighteen  acres  of  tillable  land  have  been 
under  cultivation,  a  large  portion  of  the  acreage  being  mountainous. 

The  present  barn,  a  frame  structure,  was  recently  damaged  by  fire. 
A  temporary  roof  has  been  provided  and  the  Legislature  will  be  asked  to 
appropriate  $10,000  for  a  new  barn.  The  present  ice  house,  another  frame 
building,  has  about  outlived  its  usefulness  and  an  appropriation  of  $2,500 
to  construct  a  suitable  concrete  building,  and  a  similar  amount  for  a  new 
piggery  will  also  be  requested.  Should  these  requests  for  appropriations  be 
granted,  additional  employment  will  be  afforded  the  inmates. 

When  work  is  slack  setting  up  exercises  are  given  the  inmates,  but 
with  the  small  population  during  the  past  few  months  no  difliculty  has  been 
experienced  in  keeping  all  the  able-bodied  prisoners  actively  employed. 
The  labor  assignments  on  the  day  of  inspection  were  as  follows 

Grading    74 

Mess  hall,  kitchen,  etc 27 

Carpenters   0 

Yard    3 

With  chief  engineer 11 

Farm   8 

Blacksmith  shop 4 

Plumbing  shop   8 

Miscellaneous    20 

Hospital    12 

Construction  new  hospital 14 

Tailor  and  shoe  shop 22 

Cell  halls,  guard  room  floor,  etc 32 

Barn    8 

Painters    4 

Machine  shop   0 

Bath  house  and  laundry  building 13 

School  of  letters 12 

Switch  and  general  outside  work Q 

Third  grade 7 

Total ^ 
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There  were  five  patients  in  tlie  hospital  on  the  day  of  inspection,  none 
of  them  seriously  ill.  The  present  hospital  facilities  are  inadequate,  but 
with  the  completion  of  the  new  hospital  building  this  reformatory  will  have 
one  of  the  finest  institutional  hospitals  in  the  State. 

A  school  of  letters  is  conducted  and  there  is  a  library  of  about  5,000 
volumes.  Protestant  and  Catholic  services  are  held  on  Sundays  and  Jewish 
services  at  other  times  during  the  month.  News  events  are  bulletined  and 
copies  of  the  weekly  paper — the  Summary,  published  at  Elmira — are  distri- 
buted to  the  inmates. 

Since  the  completion  of  the  lighting  system  three  meals  are  served 
daily  in  the  mess  hall.  The  inmates  are  permitted  to  converse  in  a  quiet 
orderly  manner  during  their  meals.  The  men  employed  in  the  kitchen  are 
given  a  physical  examination  frequently  by  the  physician.  A  new  dough 
mixer,  operated  by  electricity,  has  been  added  to  the  equipment  of  the 
kitchen  since  the  last  inspection.  The  menu  for  the  week  beginning  Novem- 
ber 19th  was  given  as  follows : 

SUNDAY 

Breakfast — Corn-beef  hash,  coffee,  bread. 
Dinner — Pork  and  beans,  coffee,  bread. 
Supper — Onions,  coffee,  bread. 

MONDAY 

Breakfast — Boiled  rice  with  milk,  coffee,  bread. 

Dinner — Beef  croquettes,  vegetable  soup,  potatoes,  brown  gravy,   pickled 

beets,  coffee,  bread. 
Supper — Beef  consomme,  coffee,  bread. 


Breakfast — Boiled  hominy  with  milk,  coffee,  bread. 

Dinner — Mutton  stew  with  tomatoes  and  vegetables,  coffee,  bread. 

Supper — Bread   pudding  with  fruit,  vanilla  sauce,   coffee,  bread, 

WEDNESDAY 

Breakfast — Baked  corn-beef  hash,  coffee,  bread. 

Dinner — Pork  and  cabbage,  potatoes,  brown  gravy,  coffee,  bread. 

Supper — Mutton  consomme,  coffee,  bread. 

THURSDAY 

Breakfast — Boiled  oat  flakes  with  milk,  coffee,  bread. 
Dinner — Mutton  stew  with  vegetables,  coffee,  bread. 
Sujiper — Stewed  prunes,  coffee,  bread. 

FRIDAY 

Breakfast — Corn-beef  hash,  bread  coffee. 

Dinner — Macaroni  soup  with  tomatoes,  potatoes,  cream  fish  sauce,  coffee 

bread. 
Supper — Codfish  cakes  with  tomato  sauce,  coffee,  bread. 

SATURDAY 

Breakfast — Boiled  rice  with  milk,  coffee,  bread. 
Dinner — Split  pea  soup    (pork  stock),  coffee,  bread. 
Supper— Boiled  onion  with  cream  sauce,  coffee,  bread. 

The  records  show  that  inmates,  almost  without  exception,  gain  in 
weight  during  their  stay  at  Napanoch. 

The  so-called  "screen  cells"  in  the  basement  of  the  main  building, 
which  are  used  for  disciplinary  purposes  in  addition  to  the  "Jail",  are  to 
be  abandoned  as  soon  as  two  isolation  cells  in  another  part  of  the  base- 
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■lent  are  completed.  The  screen  cells  are  dark  and  are  not  frequentlj 
used,  the  records  showing  that  but  eight  prisoners  have  been  confined  in 
them  during  the  present  year.  The  new  isolation  cells  will  have  open  barred 
doors  and  will  face  outside  windows,  giving  them  light  and  ventilation.  One 
ot  these  cells  has  been  practically  completed  and  it  is  expected  the  other 
will  be  finished  in  the  near  future. 

Whitewash  continues  to  be  used  in  the  interior  of  cells  in  the  cell- 
blocks.  Previous  reports  have  recommended  that  paint  be  used  and  the 
recommendation  is  renewed. 

The  Institution  was  up  to  its  usual  excellent  standard  of  cleanliness. 

Respectfully  submitted, 

RUDOLPH  P.  DIEDLING, 

Commissioner. 

JOHN  F.  TREMAIN, 

Secretarp. 


NEW  YORK  STATE  REFORMATORY  FOR  WOMEN 

BEDFORD  HILLS 

Inspected  March  28,  1916. 

The  Inmate  population  on  the  above  date  was  387,  of  whom  45  were 
111  the  Reception  House,  which  building  is  largely  equipped  with  cells.  It 
la  also  used  for  the  detention  of  girls  who  are  transferred  from  cottages 
tor  misbehavior.  This  building  is  out  of  repair  and  has  been  so  for  sev- 
eral years,  and  its  use  should  be  discontinued.  Its  effect  upon  the  Inmate 
Is  discouraging  and  bad  morally. 

Nine  were  in  the  disciplinary  building,  which  is  a  greater  number  than 
I  have  ever  seen  there  at  one  time  on  any  previous  occasion. 

Forty-three  were  in  the  Rockefeller  building ;  7  women  and  3  babies  in 
the  hospital ;  23  mothers  and  26  babies  in  the  nursery. 

There  are  four  new  cottages  still  unoccupied,  partly  for  the  reason  of 
their  being  built  so  far  away  that  a  new  road  has  to  be  constructed  to 
reach  them,  and  there  is  no  appropriation  for  that  purpose  and  no  funds 
for  furnishing  them.  As  these  cottages  are  needed  to  enable  them  to  va- 
Mite  the  reception  house,  I  trust  the  necessary  funds  will  soon  be  available. 

Respectfully  submitted, 

(Signed)     HENRY  SOLOMON. 

Commistioner. 


WESTERN  HOUSE  OF  REFUGE 

ALBION 

Inspected  December  28,  1916.     Flora  P.  Daniels,  superintendent. 

Two  hundred  and  two  inmates  were  confined  in  the  Western  House  of 
Refuge  on  the  day  of  inspection.  The  highest  number  on  any  one  day  in 
the  year  was  239.  During  the  past  year  49  were  received  and  90  paroled. 
Fourteen  were  returned  for  violation  of  parole.     There  were  no  deaths. 

The  system  of  management  and  buildings  were  described  in  detail  In 
the  1914  inspection  report.  No  material  changes  in  the  buildings  have 
been  made  since  that  time. 

The  lack  of  uniformity  in  the  marking  system,  criticised  in  the  1914 
report,  has  been  corrected.    A  disciplinary  officer  has  taken  charge  of  all 
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of  the  marking  and  instead  of  each  cottage  having  a  separate  standard 
all  the  inmates  are  marked  under  a  common  system.  A  more  comprehen- 
sive method  of  parole  records  has  been  adopted.  Better  cooperation  with 
city  and  county  probation  officers  has  been  developed.  One  parole  officer 
is  unable  to  supervise  all  the  parole  cases  scattered  in  various  parts  of 
the  state  and  substantial  assistance  can  be  rendered  through  the  cooperation 
of  the  local  probation  departments  in  cities  and  counties. 

A  disciplinary  building  is  greatly  needed.  No  accommodations  are 
provided  in  the  separate  cottages  for  punitive  purposes.  Girls  undergoing 
discipline  often  disturb  and  excite  the  other  inmates  of  a  cottage.  Delin- 
quent girls  are  inclined  to  be  hysterical. 

An  institutional  library  has  been  started  by  the  superintendent.  Mrs. 
Daniels  has  solicited  and  received  contributions  of  250  to  300  books  and 
48  magazines.  A  room  has  been  set  apart  in  the  industrial  building  and 
for  the  first  time  the  inmates  have  the  benefits  of  a  library.  The  State 
should  establish  and  maintain  a  reasonably  equipped  library  in  this  in- 
stitution. 

All  the  girls  in  the  reformatory  receive  dental  treatment.  A  dentist 
has  been  coming  two  days  a  week  from  Buffalo  since  last  July.  The  teeth 
of  all  the  inmates  are  being  examined. 

An  oculist  visits  the  institution  one  day  of  each  month.  The  eyes  of 
girls  needing  attention  are  examined.  In  case  glasses  are  necessary  they 
are  furnished. 

Concerts  and  entertainments  are  arranged  regularly.  The  superin- 
tendent has  secured  the  voluntary  efforts  of  musical  and  elocutionary  or- 
ganizations and  individuals.  An  elocutionary  and  musical  entertainment 
was  given  in  the  chapel  on  day  of  inspection.  The  separate  cottages  also 
have  their  own  concerts  and  entertainments.  Last  December  a  victrola 
was  furnished  to  each  cottage.  The  records  are  interchanged  among  the 
cottages  and  give  a  wholesome  and  extensive  variety. 

The  health  of  the  inmates  is  reported  good.  No  cases  were  in  the 
hospital  on  day  of  inspection.  Excellent  results  have  been  received  in  the 
treatment  of  sexual  maladies. 

Every  girl  has  been  physically  and  mentally  examined  by  Dr.  Her* 
rick  of  the  State  Board  of  Charities.  No  report  has  yet  been  made  as  to 
the  extent  of  mental  defectiveness.  From  indications  the  percentage  must 
be  large. 

The  inmates  are  accorded  good  recreational  advantages.  Every  girt 
receives  at  least  one  half-hour  drill  in  calisthenics  each  day  in  the  fore- 
noon. A  class  is  organized  for  corrective  work  in  cases  where  treatment  Is 
necessary.  The  inmates  have  also  the  freedom  of  the  yard  for  general  exer- 
cise from  4  to  6  P.  M.  They  have  at  least  one  hour  after  dinner  in  the  rec- 
reational parlor  of  each  cottage. 

No  lights  are  furnished  in  the  separate  rooms  of  the  inmates.  There 
seems  no  good  reason  for  this  deprivation.  The  inmates  should  have  some 
opportunity  for  private  work  and  improvement  in  their  rooms  at  night  and 
lights  should  be  supplied. 

Provision  has  at  last  been  made  for  an  additional  cottage.  This 
has  been  requested  for  years.  There  should  be  a  special  cottage  for  mothers 
with  babies. 

Work  is  under  way  for  changing  the  recreation  room  in  the  cottages 
from  the  second  to  the  first  floor.  This  will  be  a  convenience  to  most  of 
the  inmates  and  employees. 

The  inmates  receive  instruction  up  to  the  eighth  grade  of  the  gram- 
mar school.  Lectures  are  given  weekly  in  hygiene  and  physiology.  The  in- 
mates receive  industrial  training  in  cooking,  serving,  sewing  and  tailoring. 
Additional  classes  in  special  trades  should  be  established  and  all  the  classes 
supervised  by  an  industrial  director. 

The  meals  furnished  to  the  inmates  are  simple  and  adequate.  Each 
cottage  has  its  own  kitchen  and  dining  room.  Breakfast  consists  of  a  cereal 
or  bread  and  gravy  and  coffee ;  dinner,  of  a  meat  or  fish,  a  vegetable,  with 
dessert  three  times  a  week  and  coffee  or  milk ;  supper,  of  a  soup  or  mush, 
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bread,  cakes  and  tea.  Butter  is  served  four  times  a  week  and  the  milk  la 
not  skimmed.  As  bread  is  a  staple  diet,  care  should  be  taken  in  its  prepa- 
ration and  when  improperly  baked  should  never  be  served. 

The  four  older  cottages  need  an  additional  bath  room.  A  new  kitchen 
floor  should  be  laid  in  Boyd  and  Hart  cottages. 

About  20  or  30  of  the  inmates  assist  in  the  cultivation  of  the  farm. 
Nearly  all  the  vegetables  except  iK)tatoes  and  the  garden  products  used 
in  the  institution  arc  raised  on  the  farm.  The  stock  consists  of  two 
horses,  6  cows,  2  calves,  22  pigs,  and  136  hens. 

It  gives  us  pleasure  to  commend  the  administration  of  the  new 
«ai)erintendent,  Mrs.  Flora  P.  Daniels.  She  has  taken  up  her  work  with 
intelligence  and  energy  and  the  institution  already  shows  the  effects  of  her 
initiative  and  enthusiasm.  The  following  recommendations  made  in  last 
year's  report  have  either  been  adopted  or  provision  made  for  the  same. 

First,  an  additional  cottage. 

Second,  marking  system  centralized  in  the  hands  of  a  disciplinary 
officer. 

Third,  fire  escapes  on  industrial  building. 

Fourth,  an  institutional  library. 

Fifth,  the  change  of  the  recreation  rooms  from  the  second  to  the  first 
floor  in  the  cottages. 

Sixth,  feeble  minded  girls  returned. 

Seventh,  defaced  tinware  replaced. 

Eightli,  a  doctor  appointed. 

RECOMMENDATIONS 

(1)  That  an  additional  cottage  be  provided  for  mothers  with  babies 
and  that  at  least  one  cottage  a  year  be  erected  until  the  institution  reaches 
a  limit  of  500  inmates. 

(2)  That  there  be  a  disciplinary  building. 

(3)  That  the  jail  doors  be  taken  off  the  reception  cottages  and  bars 
off  the  windows  and  be  replacefl  by  doors  and  screened  windows  similar 
to  the  other  cottages. 

(4)  That  there  be  more  supervision  over  paroled  inmates  and  closer 
cooperation  with  local  probation  systems  in  cities  and  counties. 

(5)  That  fire  escapes  be  placed  on  all  the  non-fireproof  buildings. 

(6)  That  there  be  a  hot  water  system. 

(7)  That  a  cold  storage  and  refrigerator  plant  be  furnished  and  a 
root  cellar. 

(8)  That  additional  bath  rooms  be  placed  in  each  of  the  four  older 
cottages  and  a  new  floor  in  Boyd  and  Hart  cottages. 

(9)  That  an  electric  light  be  supplied  in  each  inmate's  room. 

(10)  That  the  library  be  increased. 

(11)  That  rooms  for  employees  be  prepared  on  the  third  floor  of  the 
Industrial  building. 

(12)  That  the  industrial  training  be  extended  and  provision  made 
for  a  director  of  the  industrial  school. 

Respectfully  submitted, 

(Signed)     SARAH  L.  DAVENPORT. 
FRANK  E.  WADE, 

OommUsionen. 
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PENITENTIARIES 


ALBANY  COUNTY  PENITENTIARY 

ALBANY 

Inspected  March  7,  1916.     James  Patton.  sheriff  and  custodian. 

The  prison  population  on  this  day  was  297 — 294  males  and  3  females. 

On  the  first  Tuesday  in  January  I  inspected  this  institution  and  put 
over  for  one  month  the  making  of  a  report  until  I  could  make  a  reinspection 
iu  order  to  find  what  changes  for  the  better  might  have  taken  place. 

CEIX  BLOCKS 

I  found  the  interior  of  the  cell  house  entirely  newly  painted.  The 
exterior  and  interior  of  the  cells  were  also  newly  painted  a  light  color. 
For  years  these  walls  had  been  daubed  over  with  kalsomine,  which  has  all 
been  thoroughly  removed  and  paint  substituted.  I  found  the  same  improve- 
ment in  the  county  jail.  The  floors  were  immaculately  clean.  New  blankets 
and  mattresses  were  laid  on  each  bed,  as  well  as  a  supply  of  new  drink- 
ing cups,  one  for  each  inmate. 

The  plans  and  specifications  for  the  new  bath  house,  mess  hall  .and 
workshop  interested  me  exceedingly. 

BATH    HOUSE 

In  the  bath  house  will  be  installed  eighteen  showers,  each  partitioned 
oflf. 

NEW  MESS  HALL 

The  new  mess  hall  is  to  seat  350.  There  never  has  been  a  mess  hall 
in  this  prison  and  the  inmates  are  compelled  to  eat  their  meals  in  their 
cells. 

WORK    SHOP 

The  scheme  laid  out  by  Sheriff  Patton  regarding  the  new  workshop 
for  painting,  blacksmith,  carpenter  and  general  repair  shop  is  splendidly 
planned. 

In  general,  the  improvement  going  on  in  this  prison  is  remarkable. 
A  short  time  ago  this  Commission  had  occasion  to  condemn  this  institution. 
I  can  only  give  praise  and  credit  for  the  great  effort  on  the  part  of  Sheriff 
Patton  to  rehabilitate  this  institution. 

Respectfully  submitted. 

(Signed)     LEON  C.  WEINSTOCK. 

Commissioner. 

ALBANY  COUNTY  PENITENTIARY 

ALBANY. 

Inspected  November  2,  1916.     James  D.  Patton,  custodian. 

The  population  on  the  above  date  was  156;  the  highest  at  any  one 
time  during  the  year  was  353;  lowest,  153;  average,  224. 

The  Albany  County  Penitentiary  was  erected  in  1846  and  its  aban- 
donment  has   been    contemplated    by    the   county    authorities   for   several 
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years.  However  none  of  the  projects  heretofore  proposed  In  connection 
with  the  disposition  of  the  property  has  materialized  and  a  portion  of 
the  institution  is  still  being  used  as  a  county  jail.  The  county  author- 
ities state  that  it  is  their  intention  eventually  to  dispose  of  the  property, 
purchase  a  tract  of  land  in  the  country  adjacent  to  Albany  and  to  erect 
thereon  a  county  jail  and  an  almshouse.  Such  a  plan  would  mean  the 
abandonment  of  the  penitentiary,  it  being  proposed  to  build  a  modern  jail 
large  enough  to  care  for  the  county's  prisoners.  At  the  present  time  the 
penitentiary  receives  prisoners  from  fifteen  other  counties. 

In  view  of  the  various  projects  which  have  been  proposed  in  con- 
nection with  the  institution,  practically  no  repairs  had  been  made  in  years 
and  some  of  the  buildings  were  in  a  dilapidated  condition.  Pending  the 
disposition  of  the  property  the  county  authorities  decided  to  make  necessary 
repairs  and  the  work  of  rehabilitation  has  been  in  progress  since  the 
first  of  the  year  with  gratifying  results. 

The  last  report  of  inspection  of  this  penitentiary,  made  by  the  State 
Commission  of  Prisons,  contained  nine  recommendations  practically  all 
of  which  have  been  complied  with.  The  following  statement  shows  the 
Improvements  which  have  been  completed  or  are  in  progress,  practically  all 
the  work  except  plumbing  having  been  accomplished  by  inmate  labor: 

(1)  The  whole  interior  of  the  institution  is  being  renovated,  the 
whitewash  (which  had  accumulated  for  years)  removed  and  all  the  sur- 
faces painted  a  bright  color. 

(2)  A  dining  room  has  been  established  on  the  first  floor  of  one 
of  the  shop  buildings,  making  it  possible  to  discontinue  the  old  system  of 
cell  feeding.  It  is  situated  adjacent  to  the  kitchen  and  is  fitted  up  with 
hardwood  floor,  steel  ceiling,  electric  light,  hardwood  tables,  stools,  earth- 
en dishes,  knives,  forks  and  spoons.  The  advantage  of  the  dining  room 
system,  in  addition  to  the  decent  and  orderly  manner  in  which  the  inmates 
receive  their  meals,  is  the  saving  of  food.  The  inmates  get  all  they  want 
to  eat,  but  none  to  waste.  This  dining  room  is  bright,  clean,  well  venti- 
lated and  on  a  par  with  those  in  State  institutions. 

(3)  A  bath  house  with  eighteen  showers  and  water  heating  device 
has  been  provided  in  what  was  formerly  the  state  shop.  The  floor  and 
ceiling  are  cement;  slate  partitions  separate  the  showers  and  each  is  fur- 
nished with  soap  rack  and  a  cake  of  soap.  The  room  is  heated  by  steam 
and  has  eight  windows  which  afford  ample  means  of  sunlight  and  ventila- 
tion. All  the  inmates  are  required  to  bathe  at  least  once  a  week;  the 
kitchen  men  and  outside  laborers  bathe  every  day  in  summer  and  every 
other  day  during  cold  weather.  The  old  bath  house  is  to  be  made  over 
Into  an  icehouse. 

(4)  The  old  laundry  building,  which  was  in  a  dilapidated  condition, 
has  been  removed.  The  barn  and  coal  shed  outside  the  walls  are  being 
torn  down  and  it  is  the  purpose  of  the  oflicials  to  erect  a  new  barn  using 
much  of  the  material  saved  from  the  old  structures.  The  large  cistern 
which  was  in  the  center  of  the  yard  has  been  abandoned  and  filled  with 
earth  and  graded. 

(5)  The  old  brush  shop  has  been  partitioned  and  one-half  is  now  the 
state  shop,  and  the  balance  used  for  storage  purposes.  The  shop  has  been 
thoroughly  renovated  and  a  new  toilet  room  installed.  The  clothing  and 
shoe  shop  has  been  painted  and  decorated  and  a  modern  sanitary  closet  in- 
stalled. The  old  desks  and  seats  in  the  day  room  where  the  idle  men  pass 
their  time,  have  been  replaced  with  second-hand  settees  from  the  old  county 
building.     New  toilets  and  lavatories  have  been  installed  in  this  room. 

(6)  The  whole  exterior  of  the  main  building  has  been  repaired. 
New  eave  troughs  and  conductor  pipes  have  been  installed,  and  the  crum- 
bled bricks  replaced  with  new  ones  and  painted, 

(7)  The  double-deck  bunks  formerly  in  use  In  all  the  cells  have  been 
made  over  into  single  bunks,  except  in  the  north  wing,  which  part  is 
seldom  used,  and  the  officials  state  that  in  no  case  will  two  men  be  allowed 
to  occupy  a  single  cell.  Should  the  population  become  excessive  at  times, 
additional  beds  will   be  placed   in  the  corridors.     The  small   hole  in   the 
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rear  of  each  cell,  which  was  useless  for  ventilating  purposes  and  afforded 
a  lodging  place  for  vermin,  has  been  bricked  up. 

(8)  The  use  of  prison  stripes  has  been  ordered  discontinued  as  soon 
as  the  present  supply  of  striped  material  is  exhausted.  New  suits  of  a 
plain  gray  material  are  now  being  made. 

The  custodian  now  has  under  consideration  the  laying  of  a  cement 
floor  in  place  of  the  stone  flagging  in  the  cell  halls  and  kitchen. 

EMPLOYMENT 

As  stated  in  the  foregoing,  practically  all  the  work  of  reconstruction  has 
been  done  by  inmate  labor.  In  addition,  the  penitentiary  farm  of  about 
twenty  acres  has  been  cultivated  and  satisfactory  crops  harvested.  The 
otlicials  hope  to  do  more  intensive  farming  next  year  than  has  ever  been 
accomplished  in  the  past.  More  land  could  be  worked  to  good  advantage 
to  the  county.  The  city  has  taken  over  a  piece  of  penitentiary  land,  size 
150  X  300  feet  for  a  park  nursery.  On  the  day  of  inspection  the  assign- 
ments of  the  men  were  as  follows : 

Shoe    and    tailor    shop 34 

Kitchen 21 

Repair    shop 18 

Waiters    18 

Laundry   10 

Mess  hall 8 

Farm  8 

Demolishing  old  buildings 8 

Boiler  house 3 

Bath  room 2 

Photograph  gallery 2 

Guard    room 1 

Hospital   5 

Total 138 

PRIVILEGES   AND   RECREATION 

The  inmates  are  permitted  to  exercise  in  the  yard  twice  on  week 
days  when  not  regularly  employed.  On  Sundays  they  attend  chapel  ser- 
vices at  nine  o'clock  and  are  afterwards  allowed  the  privilege  of  the 
yard  until  noon,  playing  ball,  etc.  On  holidays  they  spend  the  forenoon 
in  the  yard.  Prisoners  are  locked  in  their  cells  at  5  o'clock  in  the  eve- 
ning and  released  at  7  :30  in  the  morning. 

Each  inmate  is  allowed  to  write  one  letter  a  month  and  oftener  if  nec- 
essary; they  are  permitted  to  read  newspapers,  magazines  and  library 
books.  There  is  no  "silence  system"  in  vogue  either  in  the  cells  or  in  the 
dining  room.  A  band  concert  and  open  air  religious  services  were  held 
one  Sunday  during  the  fall.  The  custodian  intends  to  hold  all  such 
services,  so  far  as  possible,  In  the  yard  another  season. 

A  fire  drill  is  held  once  a  month  in  the  chapel,  there  being  no  fire 
escapes.  This  portion  of  the  building  Is  non-fireproof  and  egress  is  insuf- 
ficient. 

DISCIPLINB 

The  methods  of  enforcing  discipline  consist  of  deprivation  of  priv- 
ileges or  confinement  in  screened  cells  on  a  bread  and  water  diet.  There 
are  three  of  these  cells,  situated  on  the  lower  tier  of  the  main  cell  block. 
They  are  similar  to  the  other  cells  except  there  is  no  furniture  other  than  a 
wooden  bench  and  the  barred  door  is  about  three-fourths  covered  with 
wood,  which  darkens  the  cell  somewhat 
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Dinner  was  served  at  the  time  of  inspection  and  consisted  of  stew, 
bread  and  coffee.  The  food  was  excellent.  The  regular  weekly  menv 
i%  as  follows : 

BREAKFAST 

Monday — Oat  meal,  bread  and  coffee. 
Tuesday — Hash,  bread  and  coffee. 
Wednesday — Rice  and  syrup,  bread  and  coffee. 
Thursday — ^Cornbeef  hash,  bread  and  coffee. 
Friday — Oat  meal,  bread  and  coffee. 
Saturday — Hash,  bread  and  coffee. 
Sunday — Rice  and  jelly,  bread  and  coffee. 

DINNER 

Monday — Pea  soup,  bread  and  coffee. 

Tuesday — Fresh  beef,  potatoes,  cabbage,  bread  and  coffee. 

Wednesday — Fresh  beef,  vegetable  soup,  bread  and  coffee. 

Thursday — Corn  beef,  cabbage,  bread  and  coffee. 

Friday — Bean  soup,  bread  and  coffee. 

Saturday — Fresh  beef,  potato,  cabbage,  bread  and  coffee. 

Sunday — Beans,  eggs,  bread  and  coffee. 

SXJPPEB 

Bread,  beef  stew  and  tea,  every  night. 

The  department  for  women  remains  the  same  as  described  in  previous 
reports.  It  was  stated  that  improvements  would  probably  be  made  later. 
The  female  inmates  have  full  employment  in  the  sewing  room. 

The  county  authorities  and  sheriff  are  to  be  commended  for  the  im- 
provements which  have  been  made. 

RECOMMENDATIONS 

(1)  That  cement  floors  be  installed  in  the  cell  halls  and  kitchen. 

(2)  That  electric  lights  be  installed  throughout  the  institution. 

(3)  That  a  school  of  letters  be  established  for  the  illiterate. 

(4)  That  additional  employment  be  provided,  such  as  making  blank- 
ets, socks,  etc. 

Respectfully  submitted, 

(Siffncd)     JOHN  F.  TREMAIN, 

Secretary. 

CLIFFORD  M.  YOUNG, 

Inspector. 


ERIE  COUNTY  PENITENTIARY 

BUFFALO 

Inspected  December  19.  191fi.  William  Hunt.  Commissioner  of  Chari- 
ties and  Corroction  :  Harry  M.  Kniser.  Superintendent  of  the  Penitentiary. 

Tlie  number  of  persons  under  commitment  in  the  Erie  County  Peni- 
tentiary on  the  day  of  inspection  wns  R34.  Six  hundred  and  ninety-five 
Mere  ronfiiiod  in  the  Ponitontlnry  buildinsrs  in  Buffalo  and  139  on  the 
f.ivm  nt  Wonde.  There  wore  41  minors  and  20  women.  The  highest  number 
on  Jinv  ouo  dny  wns  943,  and  the  average  740.  Twenty  deaths  occurred 
during  the  year. 
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BUILDINGS 

The  buildings  and  grounds  at  the  penitentiary  remain  practically  the 
same  as  described  in  last  year's  inspection  report.  There  has  been  no 
change  except  the  erection  of  a  small  scale  house  used  in  weighing  com- 
modities. 

The  south  wing  continues  the  same  old  insanitary  place.  As  previously 
described  the  cells  are  four  feet  wide,  seven  feet  deep  and  seven  feet 
high  containing  two  bunks,  one  above  the  other,  the  insanitary  bucket, 
and  are  more  or  less  infested  with  vermin.  These  cells  are  of  the  Sing 
Sing  type  and  almost  as  bad.  About  100  prisoners  were  "doubled  up"  in 
them  on  day  of  inspection. 

Every  winter  during  recent  years  hundreds  of  men  have  been  placed 
two  in  a  cell  in  this  insanitary  cell  block.  To  continue  this  practice  dur- 
in.L'  the  coming  winter  will  b6  inexcusable.  Additional  accommodations 
are  now  provided  at  the  penitentiary  farm.  The  new  dormitory  building 
gives  sleeping  quarters  for  150  and  the  bunk  house  and  farm  buildings 
will  furnish  accommodations  for  150  more.  The  "doubling  up"  of  prisoners 
at  the  penitentiary  will  hereafter  be  the  fault  of  management. 

The  289  cells  in  the  steel  prison  were  all  occupied  and  in  good  sanitary 
condition. 

The  north  wing  of  the  women's  cell  block  has  been  used  for  over  a 
year  as  the  temporary  jail.  This  has  proved  a  great  hardship  and  evil 
to  the  women  prisoners.  They  have  been  crowded  into  two  small  rooms  on 
the  second  floor  in  the  rear  of  the  keeper'^s  residence.  They  have  no 
privacy  and  their  cot  beds  are  side  by  side  in  these  rooms.  The  close 
confinement  and  commingling  are  most  offensive.  Conditions  are  demoral- 
izing for  young  offenders. 

The  accommodations  for  male  minors  are  the  most  wholesome  in  the 
institution.  A  separate  cell  room  has  for  several  years  been  provided 
containing  large,  sanitary  cells.  Separate  tables  are  furnished  and  the 
boys  eat  their  meals  in  the  corridor  of  this  cell  hall.  The  management  of 
the  Erie  county  penitentiary  has  been  In  advance  of  some  of  the  other 
penitentiaries  in  this  respect.  At  the  last  session  of  the  legislature,  how- 
ever, a  law  was  passed  compelling  the  separation  of  minors  from  adults 
In  penitentiaries  as  had  previously  been  the  law  for  jails. 

EMPLOYMENT 

The  same  unfortunate  Idleness  exists  as  described  In  former  years. 
Less  than  half  of  the  prisoners  confined  In  the  penitentiary  ceils  at 
Buffalo  are  at  work.  An  apparently  hopeless  situation  prevails.  The 
majority  of  the  Inmates  are  confined  like  animals  In  cages.  Persistent 
efforts  for  many  years  have  not  been  able  to  break  through  the  crust 
of  prejudice  and  inertia  and  special  Interest  which  have  prevented  the 
employment  of  these  prisoners.  Prisoners  confined  In  Idleness  deteriorate 
and  come  out  of  prison  worse  than  when  they  entered.  The  community 
w»shes  one  hand  with  the  other,  shuts  Its  eyes  and  forces  these  unfortu- 
nates around  the  continuous  ring  which  leads  In  and  out  of  a  debasing 
confinement.  Little  hope  can  be  expected  for  the  present  Institution.  A 
constructive  opportunity,  however,  is  presented  by  the  development  of  the 
penal  farm. 

PUNISHMENT 

The  jail,  or  punishment  prison,  consists  of  seven  cells  In  the  south 
wjng.  The  cells  are  of  good  size  and  sanitary  and  the  cell  room  fairly 
light.  A  corridor  is  In  front  of  the  cells.  According  to  the  reports  not 
many  prisoners  are  punished.  All  the  bread  and  water  requested  are 
given  to  the  prisoners  during  punishment.  On  the  day  of  inspection  I 
found  a  boy,  17  years  old,  who  was  undergoing  punishment  on  the  charge 
of  throwing  bread  around.     It  did  not  seem  to  be  a  serious  matter  and 
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the  superintendent  released  him  at  once.     In  another  one  of  the  cells  a 
prisoner  was  under  observation  for  insanity. 

EXEBCISE  AND  BECBEATION 

All  the  prisoners  are  given  two  hours'  exercise  in  the  prison  yard 
each  day,  one  hour  in  the  morning  and  one  hour  in  the  afternoon.  On 
Sunday  afternoon  they  are  allowed  the  freedom  of  the  yard  for  an  hour 
and  a  half.  They  do  not  seem  to  have  much  recreation  aside  from  the 
marching  exercises  each  morning  and  afternoon.  More  physical  recreation 
and  sports  should  be  accorded  to  the  prisoners.  Imprisonment  for  24  hours 
in  cells  with  exception  of  the  meals  and  the  marching  exercises  are  not 
enough  to  keep  men  normal  without  labor.  Objection  is  made  that  the 
yard  is  too  small  for  baseball  and  other  sports  and  furnishes  another 
circumstance  showing  the  inadequacy  of  the  present  institution  and  the 
nc»ed  of  removal  to  the  penal  farm. 

INSTBUCTION 

For  several  years  the  recommendation  has  been  made  that  a  teacher 
be  furnished  and  instruction  be  given  in  elementary  subjects.  Several 
teachers  are  furnished  by  the  Department  of  Education  to  the  Penitentiary 
at  Blackwell's  Island  in  New  York  City.  Many  of  the  inmates  of  the 
Penitentiary  are  illiterate  and  some  cannot  read  or  write  or  even  speak 
the  English  language.  Many  of  the  commitments  are  for  more  than  three 
months  and  the  argument  is  conclusive  that  good  citizenship  demands  that 
some  form  of  instruction  be  instituted  in  this  Penitentiary.  Lectures, 
concerts  and  entertainments  of  an  educational  nature  should  also  be  fur- 
nished. 

MEALS  AND  FOOD  SUPPLIES 

Three  meals  are  given  daily,  two  of  which  are  served  in  the  mess  hall 
In  the  court  of  the  steel  prison.  I  examined  the  meat  and  vegetable 
supplies  and  found  them  in  excellent  condition.  A  peculiar  state  of  affairs 
In  regard  to  the  bread  illustrates  the  way  institutional  management  some- 
times gets  away  from  supervision.  During  past  years  I  always  found 
that  the  inmates  of  the  penitentiary  received  all  the  bread  they  wanted. 
In  talks  with  the  prisoners  and  in  investigation  in  the  mess  hall  I  dis- 
covered that  prisoners  were  not  receiving  all  the  bread  they  needed  as  on 
former  occasions.  Some  complained  that  they  were  hungry  and  that  the 
bread  was  limited  to  three  slices  at  meals.  I  found  a  proportion  of  the 
slices  cut  much  thinner  than  the  regulation  size.  When  these  facts  were 
brought  to  the  attention  of  the  management,  the  superintendent  and 
deputy  disclaimed  all  knowledge  and  as  near  as  could  be  determined  some 
subordinates  were  issuing  orders  limiting  the  bread  supply.  Orders  were 
Immediately  given  that  the  inmates  be  furnished  all  the  bread  required  as 
formerly.  Simplicity  of  meals  are  necessary  in  institutions  of  this  kind, 
but  good  bread  and  plenty  of  it  should  always  be  provided.  The  bread  in 
the  Penitentiary  has  generally  been  good. 

HOSPITAL    AND    MEDICAL    ATTENTION 

The  hospital  rooms  were  found  bright,  wholesome  and  well  equipped. 
On  the  day  of  inspection  eleven  men  were  under  treatment.  A  non-resident 
physician  comes  daily  to  the  Institution  and  two  Internes  are  In  residence 
assisting  in  sick  calls  and  hospital  work. 

CHAPEL    AND    BELIOIOUS    SERVICES 

The  religious  services  continue  as  In  •"  rmer  years.  The  chapel  la 
kept  freshly  painted  and  presents  an  attiacLive  appearance.  Protestant 
and  Catholic  services  are  held  every  Sunday. 
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BECOM  MKNDATION  S 

(1)  That  the  Penitentiary  be  removed  to  the  farm  at  Wende  as  soon 
aji  possible. 

(2)  That  "doubling  up"  of  prisoners  in  cells  be  prohibited  in  the 
Penitentiary  and  all  prisoners  in  excess  of  cells  be  transferred  to  the 
farm  at  Wende. 

(3)  That  more  employment  be  furnished  for  the  large  number  of 
Idle  prisoners. 

(4)  That  one  or  more  instructors  be  assigned  to  the  Penitentiary 
whose  duties  will  require  the  organization  of  classes  of  illiterate  and 
foreign  speaking  prisoners  for  instruction  in  elementary  subjects.. 

(5)  That  a  more  careful  physical  examination  be  made  of  prisoners 
upon  entrance. 

(6)  That  more  recreation  and  physical  sports  be  accorded  to  the 
prisoners. 

(7)  That  the  prisoners  be  given  all  the  bread  they  need. 

(8)  That    lectures,    concerts    and    entertainments    be    given    in    the 


clrnpeL 


Respectfully  submitted, 

(Signed)     FRANK  E.  WADE, 

Commissioner. 


ERIE  COUNTY  PENITENTIARY  FARM  AND  ROAD  CONSTRUCTION 

FABM  AT  WENDE 

Inspected  December  20,  1916.  William  Hunt,  Commissioner  of  Chari- 
ties and  Correction ;  Deputy  Davenport  in  charge  of  Farm. 

One  hundred  thirty-nine  men  transferred  from  penitentiary  were  on 
tlie  Farm  on  the  day  of  inspection. 

THE  OUTLOOK 

An  opportunity,  not  only  for  solving  the  difficult  problem  of  the  in- 
stitutional treatment  of  the  minor  offender  in  Erie  county  but  also  for 
establishing  a  system  which  will  serve  as  a  model  for  the  whole  country, 
av/aits  the  action  of  the  board  of  supervisors. 

Correctional  methods  in  Erie  county  have  been  progressive.  The  de- 
velopment of  the  farm  at  Wende  and  the  construction  of  the  cement  build- 
ings and  sanitary  disposal  plant  by  convict  labor  have  been  achievements 
in  the  front  rank  of  the  new  penology.  The  meeting  of  the  American 
Prison  Congress,  held  last  October  in  the  city  of  Buffalo,  brought  together 
the  largest  gathering  in  recent  years  of  prison  experts  from  all  over 
America.  Much  attention  and  critical  inspection  were  given  to  the  Peni- 
tentiary Farm.  The  general  opinion  was  that  so  far  as  it  went,  the  work 
accomplished  was  as  advanced  and  constructive  as  could  be  found  any- 
where. Since  that  time  317.46  additional  acres  have  been  purchased,  mak- 
ing a  farm  of  746.46  acres.  The  board  of  supervisors  have  placed  them- 
selves on  record  in  favor  of  the  removal  of  the  penitentiary  from  the  city 
of  Buffalo  to  the  Penitentiary  Farm.  A  plan  of  the  buildings  of  the  new 
institution  has  been  prepared  by  the  architects. 

The  time  is  ripe  for  an  analysis  of  the  actual  conditions  and  needs 
in  the  Institutional  handling  of  the  minor  offender  and  for  framing  a 
practical  and  comprehensive  plan  toward  the  fulfillment  of  which  work 
can  steadily  be  directed  during  the  coming  years. 

Provision  should  be  made  in  the  erection  of  such  an  institution  for  a 
population  of  at  least  1,000  inmates.  The  highest  number  on  any  one  day 
during  the  year  in  the  penitentiary  was  943.     Many  prisoners  were  com- 
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mitted  by  the  Court  for  a  few  days  on  account  of  the  overcrowded  condi- 
tions whose  cases  merited  loncrer  treatment.  The  growth  of  the  county 
and  the  records  of  tlie  penitentiary  have  established  that  accommodations 
for  less  than  1,000  inmates  would  be  a  mistake. 

Plans  for  the  permanent  employment  of  all  of  the  prisoners  should 
accompany  the  plans  for  building  operations.  It  has  been  shown  year 
alter  year  that  labor  unions  and  other  interests  will  o])pose  and  probably 
prevent  the  employment  of  any  large  number  of  the  population  at  industri- 
al labor.  Not  to  exceed  from  200  to  250  prisoners  are  likely  to  be  kept 
emi)loyed  in  the  manufacture  of  supplies  used  by  the  county  and  city 
departments.  Furthermore,  the  habits  and  health  of  a  large  proportion  of 
the  inmates  make  work  in  the  open  preferable. 

How  can  1.000  prisoners  be  employed  at  steady  and  productive  labor 
making  allowance  for  not  to  exceed  250  in  shop  work?  The  project  is  not 
so  difficult  as  it  may  seem  when  the  peculiar  advantages  of  the  Erie  county 
situation  are  considered.  About  '500  inmates  can  be  kept  busy  for  many 
years  in  the  construction  of  the  buildings,  the  cultivation  of  the  farm, 
and  in  the  work  of  the  management  of  the  institution  inclusive  of  the 
old  and  sickly  who  cannot  do  heavy  labor.  If  one  large  cement  building 
were  provided,  containing  tailor,  shoe,  carpenter,  blacksmith,  tinware,  pail- 
making,  knit,  furniture  making,  and  repair  shops,  from  200  to  250  pris- 
oners could  be  kept  employed  during  the  year  making  supplies  for  county 
and  city  use.  Without  any  additional  industries  250  or  more  able-bodied 
prisoners  will  still  be  left  in  idleness.  Idleness  on  a  farm  is  the  same 
offensive  proposition  as  idleness  in  a  city  prison. 

Other  industries  must  be  established.  Quarry  work  and  road  build- 
ing ought  to  meet  the  need.  One  hundred  fifty  prisoners  are  kept  working 
practically  the  year  around  at  the  stone  quarry  about  a  mile  and  a  half 
distant  from  the  Onondaga  County  Penitentiary.  Land  containing  stone 
of  good  quality  for  road  building  purposes  can  be  bought  within  several 
miles  of  the  Wende  Farm.  Even  if  the  distance  of  a  stone  quarry  were 
considerably  farther  and  the  inmates  had  to  live  in  temporary  shacks  it 
would  present  no  serious  obstacle.  The  acquisition  of  a  stone  quarry  and 
the  construction  and  repairing  of  county  roads  provide  healthful  and  use- 
ful outdoor  labor.  It  is  reported  that  brick  clay  is  on  the  Wende  Farm 
and  that  a  brick  making  plant  can  profitably  be  worked  by  convict  labor. 

Here  is  a  definite  plan  well  worthy  of  consideration  providing  for  the 
employment  of  all  of  the  inmates  of  the  institution  at  labor  which  has  been 
shown  by  experience  to  be  the  most  useful  and  suitable  for  minor  offenders, 
industrial  shop  work  for  those  not  to  be  trusted  in  the  open,  and  farm, 
building,  quarry,  road  construction  and  brick  making  for  the  remainder. 
I  believe  that  under  such  a  plan,  with  the  exception  of  the  orginal  cost 
of  the  land  and  buildings  if  the  management  be  not  overloaded  with  too 
many  civilian  jobs,  the  profits  of  the  institution  will  pay  all  costs  of  main- 
tenance and  leave  a  substantial  balance  which  can  be  used  for  a  prisoners' 
earning  fund,  paying  at  least  as  much  and  probably  more  than  the  10  cents 
a  day  at  present  allowed  to  prisoners  engaged  in  road  building.  A  large 
share  of  the  orginal  cost  of  building  the  institution  can  be  recouped  from 
the  sale  of  the  penitentiary  land  and  the  salvage  of  the  buildings  in 
Buffalo. 

THE    FARM 

The  Penitentiary  Farm  orginally  consisted  of  429  acres,  known  as 
the  Wende  Farm,  purchased  by  the  county  a  number  of  years  ago  and  first 
used  for  penitentiary  purposes  in  the  spring  of  1914.  It  had  been  somewhat 
neglected  through  lack  of  cultivation.  It  includes  good  farming  and  pasture 
land. 

The  main  line  of  the  New  York  Central  railroad  runs  through  the 
farm.  A  creek  flows  through  a  portion  of  the  land.  Two  natural  gas 
wells  have  been  discovered  and  are  flowing,  one  with  a  capacity  of  .500.000 
feet  and  the  other  50.000  feet  every  24  hours.     The  gas  is  used  for  heating 
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HDd  lighting  purposes  and  constitutes  a  considerable  saving  in  the  mainte- 
nance of  the  farm.  Considering  the  additional  buildings  to  be  erected  on  the 
farm  and  in  order  to  keep  the  supply  steady  beyond  any  emergency  another 
gas  well  should  be  sunk.  Recently  317.46  acres  adjoining  the  Wende 
Farm  have  been  purchased,  making  a  site  of  746.46  acres.  The  purchase  is 
reported  to  be  good  productive  land  under  cultivation.  Portions  of  the 
farm  are  being  under-drained.  The  tile  used  for  this  purpose  is  prepared 
by  the  prisoners. 

THE  BUILDINGS 

When  the  farm  was  purchased  it  contained  the  Wende  homestead  and  a 
farmer's  house.  These  buildings  were  first  used  for  the  housing  of  pris- 
oners until  temporary  quarters  could  be  erected.  A  temporary  barracks 
was  built  providing  quarters  for  about  100  prisoners.  A  temporary  dining 
room  and  kitchen  were  also  erected  and  a  number  of  out  houses.  During 
last  year  from  100  to  150  prisoners  have  been  kept  working  on  the  farm. 

An  excellent  dormitory  building  made  of  cement  blocks  210  feet  long, 
20  feet  wide,  and  30  feet  high,  was  built  by  the  prisoners  under  the  direc- 
tion of  Deputy  Davenport.  This  building  was  opened  as  a  sleeping  place 
for  the  inmates  on  the  11th  of  last  September.  The  work  was  done  entirely 
by  convict  labor  and  is  very  creditable.  It  is  all  of  cement  and  fireproof. 
The  first  floor  contains  the  dining  room  and  kitchen  and  guards'  quarters. 
The  kitchen  has  a  complete  set  of  modern  cooking  utensils  and  is  light  and 
sanitary.  The  dining  room  will  seat  at  least  300  inmates.  It  is  planned  to 
have  tables  seating  twelve  men.  On  this  floor  is  a  separate  toilet  room 
containing  twelve  toilets,  tw^elve  lavatories  and  nine  urinals.  The  second 
floor  is  one  large  open  light  room  used  for  dormitory  purposes.  It  will 
hold  from  150  to  200  iron  cot  beds.  Two  hundred  of  these  beds  with  woven 
wire  springs,  completely  equipped  with  bed  clothing,  have  been  provided. 
A  toilet  room  is  also  on  this  floor. 

The  basement  is  dry  and  light  and  contains  the  heating  and  electrical 
apparatus.  The  engine  room  is  fully  equipped  with  ui>-to-date  appliances. 
The  basement  also  has  a  large  room  in  which  tile  and  cement  blocks  are 
made  and  a  large  stock  and  provision  room.  The  bath  and  locker  rooms 
are  in  the  basement.  Two  hundred  lockers  are  provided  and  ten  shower 
baths,  five  clo.sets,  nine  lavatories,  and  nine  urinals. 

This  entire  building,  accommodating  from  150  to  200  prisoners,  was 
built  at  a  cost  not  to  exceed  $33,000,  about  one  half  the  cost  under  contract 
labor.  The  first  aqd  second  floors  are  painted  with  white  enamel  and 
make  an  extremely  light,  cleanly  and  wholesome  appearance. 

The  sanitary  disposal  plant,  built  by  inmate  labor,  is  a  scientific  piece  of 
work.     It  is  adequate  to  take  care  of  the  sewage  of  about  500  prisoners. 

A  cement  hog  pen,  110  feet  long,  30  feet  wide,  and  14  feet  high,  has 
been  built  by  the  prisoners  under  plans  furnished  by  Cornell  University, 
liarge  chicken  coops  have  been  constructed.  All  these  building.s  were 
erected  without  an  architect  and  under  direction  of  the  Department. 

Work  is  progressing  on  the  farm  group  of  buildings  under  the  general 
plans.  These  plans  provide  for  a  group  of  21  cement  buildings,  eight  of 
which  are  large  barns,  four  silos,  and  the  remainder  small  out  buildings, 
such  as  the  milk  and  cream  house,  the  implement  house,  and  storage  house, 
all  connected  by  enclosures  and  with  trolleys  for  carrying  the  feed  and 
products  of  the  farm.  Six  of  the  barns  are  for  cattle,  equipped  with  pad- 
docks. The  most  modern  sanitary  arrangements  are  provided  with  air 
ducts  throughout  the  barns.  Two  of  the  barns  are  now  under  construction 
and  will  soon  be  completed.  Each  is  100  x  38  feet  and  accommodates  48 
head  of  cattle.  Until  the  farm  group  is  completed  the  wooden  barns  and 
silos  on  the  farm  will  continue  to  be  used. 

STOCK  AND  PRODUCTS 

The  stock  on  the  farm  consists  of  51  head  of  cattle,  11  horses,  2  colts, 
25  T»igs.  and  a  large  number  of  chickens,  ducks  and  turkeys.     During  the 
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year  1915  the  value  of  the  products  raised  on  the  farm  was  $13,289.38, 
the  largest  items  of  which  came  from  the  production  of  milk  and  hay.  The 
products  were  diversified,  including  all  kinds  of  farm  and  truck  garden 
produce. 

EMPLOYEES 

Good  management  of  the  institution  will  depend  on  properly  co- 
ordinating the  work  of  the  farm  with  the  penitentiary  and  keeping  down 
overhead  charges  to  a  minimum.  The  purpose  of  this  farm  is  not  primarily 
a  farming  industry  conducted  by  the  County  of  Erie,  but  is  primarily  the 
conduct  of  a  penitentiary  farm.  For  that  reason  convict  labor  should  be 
utilized  wherever  possible. 

A  cleavage  has  apparently  arisen  between  the  management  of  the  farm 
and  the  penal  supervision.  A  scientific  farmer  has  been  engaged  to  manage 
the  farm.  This  is  a  move  in  the  right  direction,  but  the  duties  of  the  farm 
manager  should  be  coordinated  with  the  prevailing  purpose  of  the  institu- 
tion— that  of  utilizing  convict  labor.  A  record  clerk  has  been  placed  on 
the  farm.  The  position  is  undoubtedly  needed  to  keep  track  of  the  in- 
creasing supplies  and  products  and  his  work  should  also  be  coordinated 
with  the  penal  management.  Provision  has  also  been  made  for  the  em- 
ployment of  seven  more  civilians,  a  herdsman,  a  gardener,  and  five  team- 
sters. Here  again,  the  coordination  problem  must  be  emphasized  and 
when  appointed  the  civilian  employees  should  be  especially  selected  with 
reference  to  their  ability  to  instruct  and  direct  the  prisoners  who  will  work 
with  them.  Five  civilian  teamsters  seem  excessive  and  a  head  teamster 
and  one  assistant  ought  to  be  adequate.  Good  teamsters  should  easily  be 
found  among  the  prisoners.  It  would  be  bad  management  and  wasteful  if 
the  farm  appointees  and  penal  management  should  work  at  cross  purposes, 
and  it  is  the  manifest  duty  of  the  board  of  supervisors  to  see  that  no  such 
situation  arises.  In  addition  to  these  civilians  six  guards  are  employed 
to  supervise  the  prisoners  on  the  farm. 

BOAD  CONSTRUCTION 

Road  construction  has  been  continued  during  the  past  year.  Two  and 
one  half  miles  on  the  Tonawanda  Creek  road  from  Millersport  to  Niagara 
Boulevard  have  been  completed  and  the  base  laid  for  one  and  a  half  more 
miles.  Eighty  to  100  prisoners  have  been  engaged  at  this  work  from  June 
until  December.  Progress  was  delayed  in  the  beginning  of  the  season 
because  the  stone  used  on  the  road  had  to  be  broken  by  hand.  A  stone 
crusher  was  provided  in  the  fall  and  the  work  has  since  gone  on  much 
faster. 

As  recommended  in  the  report  last  year,  temporary  quarters  were 
provided  for  the  prisoners  near  the  work  and  they  were  not  brought  back 
and  forth  from  the  penitentiary  each  day.  It  is  reported,  however,  that  the 
meals  for  the  prisoners  were  brought  from  the  penitentiary.  This  method 
is  expensive  and  a  kitchen  .should  be  established  in  connection  with  the 
temporary  quarters  and  the  food  cooked  there. 

An  excellent  road  of  1  1/3  miles  has  been  built  connecting  Genesee 
street  with  the  penitentiary  farm.  Forty  men  have  been  working  on  the 
road  during  the  latter  part  of  the  year.  Supervisor  Wende  has  personally 
given  a  good  deal  of  time  to  Its  direction  and  inspection.  The  road  compare* 
favorably  with  any  contract  built  road.  It  will  be  extended  next  spring 
over  the*  farm  to  the  Lehigh  Valley  tracks.  It  consists  of  seven  inches  of 
slag  and  stone  with  a  top  course  of  slag  macadam. 

Prisoners  engneed  In  road  construction  have  received  10  cents  a  day 
under  the  special  Erie  County  Law.  They  have  been  greatly  benefited  In 
health  and  habits  by  the  work  In  the  open.  Road  work  has  been  under  the 
direction  of  a  sub-oommittee  of  the  board  of  supervisors  and  a  county 
engineer,  and  the  supervision  of  the  prisoners  has  been  under  the  Com- 
missioner of  Chmrltlei  and  Correctton. 
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It  gives  me  pleasure  to  commend  Commissioner  Hunt,  Deputy  Daven- 
port, Supervisor  Wende,  County  Engineer  Diehl  and  all  others  who  have 
contributed  to  the  development  of  the  farm  and  road  work. 

RECOMMENDATIONS 

(1)  That  all  prisoners  "doubled  up"  in  the  penitentiary  at  Buffalo 
be  immediately  removed  to  the  farm. 

(2)  Tliat  the  penitentiary  at  Buffalo  be  transferred  to  the  farm  at 
"V^'ende  Station  as  soon  as  possible. 

(3)  That  a  comprehensive  plan  for  the  employment  of  all  the  in- 
mates be  developed  when  the  penitentiary  is  transferred  and  that  no 
more  idleness  of  prisoners  be  permitted. 

(4)  That  the  construction  of  the  permanent  buildings  on  the  farm 
be  expedited. 

(5)  That  a  stone  quarry  be  purchased  and  operated  in  connection  with 
road  construction. 

(6)  That  road  construction  be  continued  and  extended. 

(7)  That  a  brick  making  industry  be  instituted  on  the  farm. 

(8)  That  another  gas  well  be  opened. 

(9)  That  the  work  of  the  farm  manager  and  the  civilian  employees 
on  the  farm  be  coordinated  with  the  supervision  of  the  prisoners,  and 
tliat  the  duties  of  all  civilian  employees  include  the  direction  and  instruc- 
tion of  prisoners. 

(10)  That  care  be  taken  not  to  overload  the  expense  of  maintenance 
with  too  many  civilian  employees. 

(11)  That  all  employees  at  the  farm  and  in  road  construction  be 
selected  from  Civil  Service  lists. 

(12)  That  kitchens  be  added  to  the  temporary  quarters  of  prisoners 
on  road  construction  work. 

Respectfully  submitted, 

(Signed)     FRANK  E.  WADE, 

Commissioner. 


MONROE  COUNTY  PENITENTIARY 

BOCHESTEB 

Inspected  April  20,  1916.    William  H.  Craig,  superintendent. 

The  population  on  this  date  was  285  males  and  20  females.  The  max- 
imum during  the  past  year  was  389  males  and  20  females.  The  total  cell 
capacity  is  544  for  men  and  44  for  women.  The  total  number  of  admis- 
Bicns  to  this  institution  during  the  fiscal  year  ending  September  30,  1915 
was  2,291  and  134  females.  Thirteen  other  counties  of  the  State  have 
contracts  with  the  institution  for  the  detention  of  their  prisoners.  The 
records  also  show  that  190  of  the  admissions  were  persons  under  the  age 
of  twenty-one. 

The  penitentiary  was  found  in  its  usually  excellent  state  of  repair  and 
cleanliness.  The  beds  consist  of  steel  bunks  with  straw  ticks,  two  blan- 
kets in  each,  two  sheets,  and  pillows  with  cases.  The  inmates  do  not 
occupy  the  cells  during  the  daytime.  The  bucket  system  prevails.  At  the 
time  of  inspection  the  buckets  were  out  in  the  yard.  The  cells  in  the  new 
cell  block  have  small  ventilated  niches  in  the  rear  which  contain  the  buck- 
ets. 

The  inmates  receive  three  meals  a  day  in  an  orderly  manner  at  ta- 
bles in  the  mess  hall.  Earthenware  is  used  which  is  very  commendable. 
The  new  kitchen,  laundry,  hospital  and  dormitory  were  found  on  a  par 
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with  those  in  connection  with  the  average  State  institution.  The  bathing 
facilities  for  men  consist  of  eight  enclosed  showers.  There  is  also  a  receiv- 
ing room,  equipped  with  two  showers,  lavatory,  toilet,  and  barber's  chair. 

The  matter  of  full  employment  for  the  men  has  been  discussed  in 
former  reports.  There  have  been  no  further  developments.  About  seventy- 
five  are  employed  on  the  farm  during  the  summer,  and  approximately  the 
same  number  are  required  for  the  institution  work,  care  of  live  stock, 
poultry,  hothouse,  tailor  shop,  tin  shop,  plumbing  and  blncksmitiiing. 
The  balance  of  the  men,  and  in  winter  a  large  percentage  of  tbt'ui.  sit  in 
Idleness  in  the  abandoned  shop  buildings.  They  are  permitted  to  read, 
but  many  of  them  are  young  men,  and  it  would  seem  that  teachers  from 
the  public  schools  in  Rochester  might  be  employed  here  to  good  advantage, 
as  is  done  in  the  New  York  penitentiary. 

The  women  have  full  employment  in  the  sewing  room.  The  gray 
suits  and  shirts  worn  by  the  men  are  made  in  the  institution. 

Pimishment  is  usually  administered  by  means  of  the  darkened  cells. 
There  are  three  of  such  cells  on  the  first  tier  of  the  old  cell  block,  and 
there  are  also  two  regular  cells  provided  with  a  wooden  bench  and  a  blan- 
ket, used  for  disciplinary  purposes.  The  darkened  cells  are  without  bed 
or  bedding.  All  these  cells  face  large  windows  and  are  sanitary.  The  cells 
are  darkened  by  means  of  wood  placed  over  the  bars,  through  which  are 
several  large  holes.  The  superintendent  stated  that  all  persons  undergoing 
punishment  receive  all  the  bread  and  water  they  desire. 

The  ball  and  chain  is  used  on  prisoners  who  escape  or  attempt  to 
escape.  None  was  in  use  at  the  time  of  my  visit.  There  are  four  such 
balls  and  chains  which  were  found  locked  in  a  wardrobe  in  the  cell  hall. 
The  ball,  which  weighs  approximately  twenty  pounds,  is  attached  to  a 
light  chain  about  ten  feet  long.  The  chain  is  fastened  to  the  ankle  of  the 
prisoner  by  means  of  a  light  handcuff.  The  officials  claim  that  the  ball 
and  chain  are  never  left  attached  to  a  prisoner  while  in  the  cell  at  night 
and  are  used  for  the  purpose  of  permitting  him  to  be  employed  outside 
the  Institution. 

Respectfully  submitted, 

(Signed)     CLIFFORD  M.  YOUNG. 

Inspector. 


NEW  YORK  COUNTY  PENITENTIARY 

blackwell's  island 

Inspected  January  8,  1916,  with  Commissioners  Solomon  and  Wein- 
stock.  also  with  County  Attorney  Ellis  J.  Staley  and  Sheriff  Patton,  both 
of  Albany  county. 

A  thorough  inspection  of  the  cell  blocks  and  shops  was  made.  The 
competitive  marching  in  the  different  shops  was  judged  by  our  party,  the 
prize  being  awarded  to  the  Brush  Shop.  Although  the  day  was  cold, 
many  of  the  men  were  playing  ball  and  walking  out  of  doors,  this  being 
Saturday  afternoon.  The  population  was  1,207,  the  men  being  divided  In 
the  shops  as  follows : 


Spindle 
Print  .. 
Dock  . . . 
Coal  . . . 
Broom  . 
Laundry 
Mason  . 
Shoo  . . 
Brush    . 


21 

Tailor    

91 

15 

Paint    

25 

29 

Bed 

65 

80 

Pitch    

49 

53 

Carpenter   

Garden    

21 
20 

15 

Stone    Shed 

68 

67 

Quarry    

73 

81 

North  Prison  Hall  men 

46 
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Buckets  5  Discharges   

Prisoners'    Kitchen 54  In  Prison — gallery  men 22 

Day    Bakers 30  Other  Cleaners 3 

Night  &  Day  Firemen 19  Warden's  House   (House  help 

Vight  Bakers 17              &  mechanics 10 

Keeper's  Kitchen 11  Dept,  Warden's  House 1 

Mrs.  Miller   (House  gang) .. .  7  (VNeil        (  Outside  gangs 

^Hr..::::: :::;::::::::::    1  E!r— - 

Isolated   Cell 4  Heron         '  grounds,  etc. 

Runners  (Clothes  hox,  clerks,                  Editors    2 

etc.)    9  Syphillis,  etc.    (segregated)..         23 

Barbers  6                                                           

Photo   &    Bath 5              Total 1207 

Old,  South  &  West  Hall  men. .  63 

On  figuring  up  the  men  employed  in  the  maintenance  of  the  institution, 
it  would  appear  that  433,  or  about  35  per  cent,  of  the  population  was  so 
occupied. 

The  institution  was  clean,  the  appearance  of  the  men  excellent,  and 
many  improvements  were  in  course  of  installation.  Warden  Murtha  is  to  be 
highly  commended  for  the  many  changes  in  the  right  direction  which  he 
has  made.  It  is  to  be  regretted  that  there  is  still  doubling  up  in  the  cell 
block,  about  300  men  occupying  150  cells.  The  warden  was  urged  to  push 
the  work  of  making  iron  cots  to  be  used  in  the  corridors. 

Only  three  men  were  found  in  the  punishment  cells,  being  placed  there, 
one  for  refusing  to  work  and  two  for  fighting.  The  institution  as  a  whole 
while  handicapped  by  its  ancient  buildings,  soon  to  be  abandoned,  is  re- 
markably well  administered  by  Warden  Murtha. 

Respectfully  submitted. 

(Signed)     RICHARD  M.  HURD, 

Commissioner. 


NEW  YORK  COUNTY  PENITENTIARY 

blackwell's  island 

Inspected  November  28,  1916. 

This  institution  has  some  1,200  cells  but  on  the  above  date  there  were 
only  578  prisoners,  all  males,  owing  to  the  fact  that  it  is  being  used  as  a 
clearing  house,  and  a  place  where  the  inmates  are  separated  and  classified. 

Of  the  usual  population  247  were  at  Riker's  Island ;  490  under  30  years 
of  age  at  Hart's  Island ;  79  under  30  years  of  age  at  Hampton  Farms 
Reformatory,  and  25  in  the  Queens  county  jail.  All  female  prisoners  are 
now  kept  in  the  Queens  city  prison. 

The  institution  was  found  clean  and  in  good  order. 

Respectfully  submitted. 

(Signed)     HENRY  SOLOMON, 

Commissioner. 


NEW  YORK  COUNTY  PENITENTIARY 

blackwell's  island 

Inspected  December  28,  1916.     Henry  O.  Schleth,  warden. 

Although  there  were  1,430  penitentiary  inmates  on  the  day  of  inspec- 
tion, the  population  of  the  penitentiary  proper  was  but  547,  the  others 
having  been  assigned  to  the  Branch  Penitentiary  established  during  the 
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past  year  on  Hart's  Island,  or  to  other  institutions  under  the  Jurisdiction 
of  the  Commissioner  of  Correction.  There  are  quite  a  number  of  prisoners 
at  the  New  York  City  Reformatory  at  New  Hampton  Farms  and  at  Riker's 
Island.  Most  of  the  women  prisoners  are  sent  to  the  City  Prison,  Queens, 
except  those  who  are  tubercular  or  who  have  children  in  arms.  Quarters 
for  the  latter  classes  are  provided  at  Hart's  Island. 

For  many  years  the  penitentiary  on  Blackwell's  Island  has  been  over- 
crowded. Many  of  the  cells  are  little  better  than  those  at  Sing  Sing  prison 
and  all  of  them  are  without  modern  sanitary  facilities.  Eventually  accord- 
ing to  present  plans,  the  institution  is  to  be  moved  to  Hart's  Island  where 
new  buildings  are  to  be  erected.  Meanwhile  the  present  institution  is 
being  conducted  as  a  clearing  house  where  all  inmates  committed  under  in- 
determinate sentences  to  the  New  York  City  Reformatory,  the  Workhouse 
or  Penitentiary,  are  given  a  thorough  mental  and  physical  examination, 
classified  according  to  their  condition  and  ability  to  work,  and  transferred 
to  the  appropriate  institution. 

On  January  1,  1916,  a  superintendent  of  industries  was  appointed  and 
the  industrial  activities  are  to  be  centered  hereafter  at  Hart's  Island  to 
which  the  shoe,  clothing  and  brush  and  broom  industries  already  have 
been  removed  and  equipped  with  modern  machinery.  When  the  other  in- 
dustries have  been  removed  the  industrial  building  is  to  be  remodeled  into 
a  clearing  house  and  hospital,  $30,000  having  been  appropriated  for  that 
purpose. 

Of  the  547  inmates  in  the  Penitentiary  proper  on  the  day  of  inspection 
15  were  United  States  prisoners,  26  were  under  sentence  to  the  city  reform- 
atory and  9  to  the  workhouse.  Under  a  law  passed  by  the  legislature  of 
1916,  the  Commissioner  of  Correction  is  given  authority  to  designate  any 
Institution  under  his  jurisdiction  as  a  part  of  the  reformatory,  peni- 
tiary,  or  workhouse  for  the  confinement  of  persons  sentenced  to  the  three 
Institutions  mentioned  for  not  more  than  thirty  days  for  the  purpose  of 
observation  and  classification. 

The  industrial  assignments  were  as  follows :  Bed  shop,  45 ;  paint  shop, 
10 :  pitch  shop,  32 ;  print  shop,  14 ;  spindle  shop,  12 ;  street  broom  shop,  22 ; 
and  tailor  shop,  18.  The  so-called  "outside  gangs"  had  the  following 
assignments :  Dock,  18 ;  farm,  61 ;  coal,  32 ;  boys,  12.  The  following  were 
assigned  to  institutional  work:  Halls,  36;  house  men,  5;  firemen,  17; 
kitchen,  34 ;  bakers,  44 ;  clerks,  9 ;  store  house,  4 ;  carpenters,  10 ;  laundry, 
22;  residence,  14.  Those  segregated  included  42  with  venereal  diseases, 
18  mental  defectives,  incorrigibles,  etc.,  and  12  hospital  cases.  There  were 
C9  new  arrivals  awaiting  classification. 

There  is  now  ample  room  at  the  penitentiary  and  "doubling  up"  of 
prisoners  is  a  thing  of  the  past.  The  majority  of  the  inmates  are  quartered 
in  the  so-called  north  prison  where  the  cells  are  larger  and  better  than 
those  in  the  old  section  of  the  institution. 

When  the  improvements  contemplated  are  completed  facilities  will  be 
afforded  at  this  institution  for  weeding  out  and  properly  treating  the 
diseased  and  mentally  defective  prisoners  who  form  a  large  proportion  of 
the  thousands  who  annually  are  committed  to  the  reformatory,  penitentiary 
and  workhouse. 

The  establishment  of  shops  at  Hart's  Island  equipped  with  modern 
mnchinery  where  prisoners  can  be  trained  Industrially  with  resultant 
benefit  to  the  individual  and  to  the  city,  marks  another  step  forward  In 
the  general  plan  of  reorganizing  and  improving  the  penal  Institutions  of 
the  city. 

Respectfully  8ubmitte<l, 

(Signed)     JOHN  F.  TREMAIN, 

Secretary. 
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BRANCH  PENITENTIARY 
habt's  island 

Inspected  November  30  and  December  18,  1916.  John  J.  Murtha,  warden ; 
Michael  Cummings,  head  keeper  and  acting  warden  at  the  time  of  inspec- 
tion. On  Nevember  20th  there  were  29  day  and  17  night  keepers  and  four 
matrons. 

The  New  York  City  Reformatory  for  male  misdemeanants  has  been 
removed  from  Hart's  Island  to  the  New  Hampton  Farms  and  the  institution 
on  Hart's  Island,  formerly  called  the  Branch  Workhouse,  is  now  a  branch 
of  the  penitentiary  and  occupies  the  buildings  formerly  used  as  a  branch 
wcrkhouse  and  city  reformatory.  Patrick  Hayes,  formerly  warden  of  the 
Penitentiary  on  Blackwell's  Island,  is  now  supervising  warden  of  that 
penitentiary,  the  Workhouse,  the  Branch  Workhouse  on  Riker's  Island, 
and  has  in  charge  the  removal  of  the  industrial  shops  from  the  penitentiary 
on  Blackwell's  Island  to  Hart's  Island.  At  the  time  of  the  first  inspection 
two  of  these  Industries  had  been  removed,  viz.,  the  shoe  industry  and  the 
broom  and  brush  industry.  On  that  day  79  were  employed  in  the  shoe  shop, 
which  has  a  capacity  of  120,  I  was  informed.  The  output  was  180  pairs 
Of  shoes  a  day.  All  of  the  shoes  used  in  the  different  institutions  under 
the  Department  of  Correction  are  made  here.  Forty-two  were  employed 
In  the  broom  and  brush  shop.  The  daily  output  here  was  24  dozen  brooms 
and  12  dozen  scrub  brushes.  These  shops  had  been  moved  to  their  new 
Quarters  only  a  few  days  before  the  inspection  and  were  not  yet  fully  under 
way.  Later,  and  before  the  inspection  of  December  18th,  the  tailor  shop  had 
been  moved  to  Hart's  Island  and  on  that  date  31  were  employed  therein. 
The  capacity  is  much  more  and  it  is  expected  an  additional  number  will 
be  employed.    All  the  prisoners'  clothing  is  made  here. 

The  number  of  inmates  on  November  20th  was  753.  On  November  30th 
the  number  has  increased  to  806,  and  on  December  18th,  to  853  of  whom  795 
were  male  and  58  females.  Of  those  in  custody  on  November  30th.  307 
of  the  males  and  45  of  the  females  had  been  transferred  from  the  Work- 
house on  Blackwell's  Island  and  399  of  the  males  had  been  transferred 
from  the  Penitentiary  on  Blackwell's  Island.  Twelve  females  had  been 
transferred  from  the  City  Prison,  Queens,  and  43  males  from  the  New 
York  City  Reformatory.  Of  the  inmates,  10  were  classed  as  tubercular 
patients  and  145  were  boys  between  the  ages  of  16  and  20.  The  boys  sleep 
in  dormitories  separate  from  the  adults  and  are  kept  apart  from  the  adults 
at  work.  At  the  time  of  the  second  inspection  18  boys  had  been  assigned 
to  take  charge  of  the  laundry  of  the  institution.  The  others  were  em- 
ployed shoveling  coal  and  doing  other  common  labor,  mostly  outside  work. 
On  account  of  the  law  forbidding  the  commingling  of  minors  and  adults  in 
penitentiaries  (passed  last  winter)  these  boys  cannot  work  in  the  shops 
with  adults,  consequently  they  receive  no  industrial  training.  It  pro- 
bably is  not  feasible  to  run  one  of  these  important  industrial  shops  ex- 
clusively with  boys,  of  whom  118  were  committed  on  indeterminate  sen- 
tences and  may  be  held  in  the  institution  a  long  time,  but  it  is  to  be  re- 
gretted that  they  cannot  receive  during  their  imprisonment  an  apprentice- 
ahip  in  some  industry  in  which  they  could  continue  to  labor  after  dis- 
charge. In  addition  to  these  boys  471  of  the  men  and  26  of  the  women  had 
also  been  committed  on  indeterminate  sentence. 

The  institution  has  eleven  dormitories  with  a  capacity  of  approxi- 
mately one  hundred  each.  These  are  furnished  with  single  cot  beds  with 
woven  wire  springs,  blankets,  sheets,  and  pillows  with  slips.  Some  of  the 
dormitories  are  of  larger  capacity ;  as  for  instance,  No.  8  was  stated  to 
have  a  capacity  of  200;  the  actual  number  occupying  It  on  the  day  of 
Inspection  was  120.  These  were  the  men  who  were  working  in  the  shoe 
shop  and  the  broom  and  brush  shop  lately  transferred  from  the  penitentiary 
at  Blackwell's  Island. 

The  mess  hall  now  in  use  has  a  capacity  of  550,  but  there  is  a  new 
one  nearly  ready  for  occupancy  with  a  new  kitchen  adjacent.  There  are 
also  a  laundry  building,  power  house,  administration  building,  and  bo»- 
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pital  with  a  capacity  of  30.  On  the  day  of  inspection  the  hospital  had  24 
beds  and  19  patients.  It  is  well  lighted,  has  a  concrete  floor,  and  a  toilet, 
wash   room,  and  drug  room  adjacent. 

The  women's  department  consists  of  several  one-story  frame  houses 
located  a  considerable  distance  from  the  rest  of  the  plant.  It  is  in  charge 
of  Mrs.  Bartels,  head  matron.  I  visited  it  on  December  18th.  when  there 
were  58  inmates,  kept  in  four  different  departments.  Hall  No.  1  had  25 
women,  all  white ;  hall  No.  2,  18  colored  women  :  hall  No.  3  was  known  as 
the  "Baby  Hall"  where  women  with  babies  were  housed,  of  which  there 
were  four  on  that  day.  Eleven  patients  were  in  an  additional  hall  for 
tuberculous  inmates.  Most  of  them  were  able  to  be  around  the  house,  but 
two  or  three  were  in  bed.  There  is  a  sewing  room  in  the  department  and 
the  women  were  engaged  in  making  woolen  mittens  for  men  from  cast-off 
prison  clothing.  The  majority  of  female  prisoners  are  old  women  in  feeble 
condition,  except  those  with  babies.  This  department  seemed  to  lack  at 
least  one  matron.  The  tuberculosis  hospital  is  entirely  detached  from  the 
other  buildings  and  with  the  present  assistants  it  was  deemed  impossible 
to  have  a  matron  remain  In  this  department  at  night.  As  this  is  a  wooden 
structure  and  some  of  the  Inmates  were  sick  in  bed  they  ought  not  to  be 
left  alone  at  night. 

In  the  assignments  given  below  the  construction  gang  was  engaged 
principally  in  road  building,  and  the  stone  breakers  were  mostly  old  broken 
down  men  unfitted  for  ordinary  common  labor  and  were  only  expected  to  do 
a  moderate  amount  of  work.  The  product  is  used  in  road  building  and  other 
concrete  work. 

During  my  recent  visit  to  several  of  the  city  institutions  I  requested 
an  opinion  from  the  officials  as  to  the  desirability  and  feasibility  of  hous- 
ing prisoners  in  dormitories.  All  of  the  ofllcials  with  whom  I  talked  disap- 
proved of  dormitories  and  stated  that  the  prisoners  themselves  preferred 
cells  or  separate  rooms :  that  it  was  much  more  difficult  to  suppress  im- 
morality when  a  large  numl)er  of  prisoners  were  occupying  a  dormitory 
than  when  they  were  put  away  at  night  in  separate  cells  or  rooms ;  that  dor- 
mitories offered  facilities  for  outbreaks  at  night  and  it  was  a  serious  matter  to 
lock  up  in  a  dormitory  one  or  two  guards  with  100  prisoners,  more  or  less. 
some  of  whom  may  be  dangerous  criminals;  that  with  dormitories  the 
strain  on  the  officers  from  the  warden  down  continues  day  and  night,  and 
is  even  greater  at  night,  whereas  if  prisoners  were  locked  in  separate 
cells  at  night  the  officers  were  greatly  relieved  from  the  apprehension  of 
trouble.  Recently  In  this  institution  a  keeper  was  attacked  In  the  night  by 
several  of  the  prisoners  and  nearly  murdered.  Four  of  these  prisoners 
were  subsequently  indicted,  convicted,  and  sentencd  to  state  prison  for 
terms  exceeding  four  years.  The  prisoners'  objection  to  dormitories  is 
that  they  are  utterly  without  any  privacy  and  furnish  no  place  to  keep 
their  little  belongings :  that  In  dormitories  it  is  almost  impossible  for  any 
one  to  do  any  reading  or  letter  writing,  as  the  other  prisoners  do  not 
hesitate  to  interrupt  or  disturb  a  fellow  Inmate  endeavoring  so  to  do.  These 
are  the  views  of  experienced  prison  officials  and  are  well  worth  eonsldora- 
tion. 

An  evening  school  has  recently  been  organized  for  the  boys,  with  two 
teachers.  As  the  boys  are  required  to  labor,  by  order  of  the  Tommisslon- 
er  of  Correction,  seven  hours  a  day.  the  warden  stated  that  not  many  of 
them  had  Inclination  to  take  advantage  of  this  ."school.  As  about  three- 
fourths  of  those  boys  are  committed  on  indeterminate  sentence  and  mny  be 
kept  here  for  a  long  time.  It  would  seem  that  school  Instruction  might  well 
be  made  an  essentlnl  pnrt  of  their  trnlnlng  and.  In  my  judgment.  It  would  be 
well  to  consider  giving  them  time  off  durinc:  the  day  for  school  work.  Boys 
engngefl  In  outdoor  manual  labor  for  seven  hours  during  the  day  will  not 
to  any  great  extent  voluntnrlly  attend  school  and  do  hard  studying  In  the 
evenlnir.  In  my  judcrment  it  would  be  a  matter  of  economy  for  the  city 
of  New  York  to  give  these  boys  some  educational  facilities  and  make  pro- 
vision for  their  Industrial  training  rather  than  exact  from  them  the  maxl- 
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mum  amount  of  hard  labor,  and  I  would  suggest  compulsory  attendance  at 
school  for  a  half  day  and  labor  the  other  half  and  such  a  modification  of 
the  law  relating  to  separation  of  minors  from  adults  as  to  permit  boys  to 
gain  an  apprenticeship  in  the  industrial  shops. 

The  following  were  the  assignments  of  labor  on  November  21,  which  of 
course  were  somewhat  varied  on  the  day  of  my  later  inspection  on  Decem- 
ber 18th  in  order  to  provide  for  the  100  additional  inmates: 


Shoe  factory 

Broom    and    brush . 

Cemetery  gang 

Coal  unloaders 

Coal    pile 

Coal  yard 

Fire    room 

Ice  house 

Dock  gang 

Construction  gang. . 

Blacksmiths    

Dormitory  cleaners. 

Carpenters   

Electricians   

Tinsmiths  

Brick   layers 

Plasterers  


79 

42 

15 

42 

35 

41 

18 

6 

22 

35 

10 

50 

5 

9 

4 

6 

2 


Florists   

Laundry    

Plumbers 

Painters 

Mess  hall 

Stone  breakers. . . 
Tailor  repairing. 
Shoe  repairing. . . 

Drivers    , 

Stablemen    

Warden's  house. , 

Kitchen  

Storeroom    

Ferry    boat 

Farm  gang 

Sanitary  gang. . . 
T.  B.  patients 


7 

13 

8 

8 

27 

99 

4 

4 

11 

5 

4 

35 

5 

4 

20 

15 

43 


421 


Total 


753 


Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 
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NEW    YORK    CITY   INSTITUTIONS 


NEW  YORK  CITY  REFORMATORY 

NEW  HAMPTOIf 

Inspected  July  12,  1916. 

Burdette  G.  Lewis,  Commissioner  of  Correction;  Lewis  E.  Ijaweg, 
superintendent  of  reformatory. 

On  the  day  of  inspection  there  were  256  inmates  in  the  reformatory 
and  125  prisoners  transferred  from  the  New  Yorlc  penitentiary. 

The  New  Yorlc  City  reformatory  for  misdemeanants  between  the  age 
of  sixteen  and  thirty  years  was  removed  to  New  Hampton  as  part  of  a 
general  plan  in  the  reorganization  of  the  correctional  system  of  New  York 
City.  The  institution  was  formerly  on  Hart's  Island,  but  the  mingling  of 
reformatory  inmates  with  prisoners  from  the  penitentiary,  and  the  limit- 
ation of  the  site  led  to  its  removal.  The  plans  as  outlined  by  the  Depart- 
ment of  Correction  provide  eventually  for  the  transfer  of  the  penitentiary 
from  Blackwell's  Island  to  Hart's  Island,  and  of  the  workhouse  from 
Blackwell's  Island  to  Riker's  Island. 

New  York  City  is  in  advance  of  the  State  in  establishing  and  main- 
taining a  reformatory  for  male  misdemeanants.  Although  a  law  was 
enacted  in  1912  creating  a  State  reformatory  for  young  misdemeanants, 
no  site  has  been  secured,  the  appropriation  has  lapsed  and  boys  convicted 
of  minor  offenses  outside  of  New  York  City  continue  to  be  confined  in 
penitentiaries  and  Jails. 

New  York  City  in  carrying  out  the  reformatory  plans,  purchased  a 
farm  site  of  610  acres  extending  over  the  beautiful  hills  and  valleys  of 
Orange  county.  The  reformatory  inmates  have  all  been  installed  in  tem- 
porary quarters,  and  are  employed  in  the  preparation  of  the  site,  in  the 
erection  of  temporary  and  permanent  buildings,  and  in  the  cultivation 
of  the  farm.  Practically  all  of  the  610  acres  are  arable.  There  are  125 
acres  of  vegetables,  15  of  wheat,  15  of  oats,  and  the  remainder  is  pasture 
and  woodland.  The  institution  is  to  be  gradually  developed  along  well 
defined  plans.  Most  of  the  construction  work  has  been  and  is  being  done 
by  inmate  labor  under  the  direction  of  the  Department  of  Correction  and 
the  superintendent 

THE  SYSTEM 

All  Inmates  are  committed  to  the  reformatory  under  an  indeterminate 
sentence,  with  a  possible  maximum  of  three  years.  The  New  York  City 
Parole  Commission  determines  the  actual  term  in  each  case.  When  an 
Inmate  is  received  at  the  reformatory  he  is  examined  separately  by  the 
supeiintendent,  the  doctor,  the  head  teacher  and  the  superintonrUMit  of 
industries.  A  written  report  is  made  of  each  examination  and  transmitted 
to  the  Parole  Commission.  A  member  of  the  commission  personally  inter- 
Tiews  the  inmate  and  upon  all  the  records  and  the  character  of  the 
oftense  with  special  view  to  the  improvement  and  welfare  of  the  inmate, 
the  term  is  fixed  by  the  commission  designating  the  aggregate  number  of 
marks  to  be  worked  off  by  the  Inmate.  The  maximum  marks  for  three 
years  are  9,800,  or  3,600  a  year.  The  normal  daily  mark  Is  10.  In  some 
cases  for  good  work  and  behavior  11  and  12  Is  allowed  and  a  perfect  mark 
of  13  may  be  attained.  A  biographical  ledger  sheet  and  a  conduct  ledger 
sheet  of  each  Inmate  are  kept.  Dally  report  slips  are  filed  by  the 
Instructors  In  letters,  and  trades,  Indicating  the  quality  of  work,  and  a 
dally  conduct  slip  Is  received  as  to  the  behavior  of  each  Inmate.  A  de- 
meanor card  enumerates  the  various  offenses  and  the  number  of  days  for- 
feited for  each  offense. 
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If  an  inmate  is  perfect  for  the  day  he  has  13  marks  checked  off  the 
number  fixed  by  the  Parole  Commission.  If  the  reports  show  him  nor- 
mal he  earns  10  marks,  and  if  below  normal  a  corresponding  reduction. 
"WTien  guilty  of  an  offense  punitive  marks  are  added  to  the  aggregate  and 
opportunity  is  accorded  to  redeem  punitive  marks  by  continuous  good 
behavior.    All  releases  within  three  years  are  on  parole. 

The  punitive  marks  and  the  deprivation  of  privileges  are  the  only 
punishments.  No  punishment  cells  are  in  use.  A  disciplinary  officer 
passes  on  all  punishments,  and  his  decision  in  each  case  is  reviewed  by  the 
superintendent. 

TEMPORARY  BUILDINGS 

Temporary  quarters  have  been  provided  until  the  permanent  buildings 
are  erected.  A  wire  mesh  fence  encloses  a  considerable  area  containing 
the  main  temporary  buildings.  Several  one-story  wooden  bunk  houses 
furnish  sleeping  accommodations;  bunk  house  No.  1  has  90  beds;  No.  2, 
96 ;  No.  3,  64 ;  and  a  small  additional  bunk  house,  32.  A  temporary  mess 
hall  and  kitchen,  wash  room  and  laundry  and  a  tailor  shop  are  also  within 
the  enclosure.  Outside  of  the  enclosure  are  the  offices,  machine  shop,  power 
house  and  dormitories  for  the  keepers  and  instructors.  No  bars  are  in 
evidence.  While  the  layout  is  crude  it  furnishes  adequate  temporary  ar- 
rangements. 

Prisoners  are  transferred  from  the  penitentiary  to  assist  in  the  culti- 
vation of  the  farm  and  the  rough  work  in  the  preparation  of  the  site. 
They  are  kept  on  the  Rodman  farm  a  long  distance  from  the  reformatory 
enclosure.  Two  small  bunk  houses  and  a  tent  are  used  for  dormitories, 
and  there  are  also  an  improvised  mess  hall,  kitchen,  laundry  and  wash 
house.     A  number  of  large  barns  and  out  houses  are  on  the  farm. 

EMPLOYMENT 

The  ultimate  purpose  is  to  establish  trade  schools  for  the  instruction 
of  the  inmates.  At  the  present  time  trade  instruction  is  received  in  the 
practical  construction  work.  The  instructors  are  foremen  over  the  inmates, 
and  consist  of  seven  carpenters,  two  plumbers,  two  electricians,  two  painters, 
three  road  builders,  one  railroad  builder,  two  masons  and  bricklayers  and 
four  farmers. 

The  inmates  were  employed  on  the  day  of  inspection  as  follows: 

Construction  gang 43  Concrete    work 6 

Grading  gang 10  Plumbing    10 

Sanitary    gang 10  Carpenters   32 

Road  building  gang 9  Electricians    5 

Railroad    building 11  Drivers   5 

Excavation 13  Band    15 

Farming   11  Store  room 3 

Institutional    work 75 

A  railro^nd  siding  built  by  the  Inmates  is  a  creditable  piece  of  work. 
It  is  51/100  of  a  mile  long,  connecting  the  Erie  railroad  with  the  institu- 
tion. 

The  inmates  have  also  built  good  roads  on  the  farm.  The  stone  used 
were  loose  stone  picked  up  on  the  site. 

The  temporary    buildings  were  constructed  by  Inmate  labor. 

A  statement  recently  issued  showed  that  $35,000  was  saved  up  to 
June  1,  1916  by  the  use  of  inmate  labor.  The  expenditures  were  $42,080.28 
tnd  the  itemized  value  of  the  labor  and  materials    was : 

Railroad   siding $11,001 

Construction  camp   18,574 

Water  supply 10,730 
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Sewage  disposal  7,000 

Ck)ncrete   floors,   etc 1,550 

Telephone    &    electric    plant 2,850 

Main  building 5,200 

Bungalow  No.  1 3,000 

Bungalow  No.  2 1,429 

Office  equipment    250 

Plant   4,034 

Farm  improvements   10,000 

Main  house   1,500 

Store  room    500 

Total $77,608 

The  permanent  structures  in  process  of  construction  are  the  reception 
and  classification  building,  and  the  reservoir  and  sewers.  The  foundations 
of  the  reception  and  classification  building  were  constructed  by  inmate 
labor.  In  order  to  expedite  the  work  and  have  a  permanent  building 
available  as  soon  as  possible  the  remaining  portion  will  be  erected  by  out- 
side labor.  Most  of  the  permanent  buildings,  however,  are  planned  to  be 
constructed  generally  by  the  inmates. 

INSTRUCTION 

Seven  teachers  are  provided.  Instruction  is  given  in  elementary 
subjects  up  to  the  seventh  grade  of  the  grammar  school.  A  school  house 
has  not  yet  been  erected,  and  instruction  is  hampered  by  inadequate 
facilities.  When  a  permanent  school  building  is  built  an  advanced  curric- 
ulum will  be  essential  to  good  reformatory  work. 

WATER   SUPPLY    AND    SEWAGE 

The  greatest  handicap  is  the  lack  of  an  adequate  water  supply.  No 
lake  or  river  furnishing  pure  water  is  on  the  site,  or  reasonably  adjacent 
to  it.  Attempts  to  get  a  supply  from  ordinary  surface  wells  have  failed. 
Artesian  wolls  must  be  depended  on.  A  reservoir  is  in  process  of  con- 
struction with  a  capacity  of  60.000  gallons.  It  is  planned  to  fill  the  reser- 
voir from  the  artesian  wells  if  the  drilling  proves  successful.  If  the  wells 
do  not  furnish  an  adequate  supply  a  filtration  plant  must  be  constructed 
and  the  water  taken  from  the  Walkill  river. 

A  good  sewage  disposal  plant  on  the  Irahoff  plan  has  been  built,  and  a 
sewer  system  is  under  construction. 

RECREATION 

Life  and  work  in  the  open  country  keep  the  inmates  in  good  health, 
and  restore  strength  and  vigor  to  many  youths  whose  health  has  been 
impaired  by  vicious  habits  and  excesses  in  the  congested  districts  of  New 
York  City.     Many  of  them  are  victims  of  drink  and  drugs. 

Out  door  sports  and  recreation  are  encouraged.  Several  baseball 
teams  are  organized,  and  games  are  played  on  Saturday  afternoons  and 
holidays.      Field   sports   are  also  permitted. 

RELIGIOUS  EXERCISES   AND  LIBRARY 

Protestant,  Roman  Catholic  and  Jewish  religious  exercises  are  regu- 
larly conducted.  A  library  containing  3.000  volumes  is  available  to  the 
inmate.*?. 

FUTURE   OF   THE    INSTITl'TION 

All  prospects  point  to  the  development  of  an  excellent  institution. 
It  is  entirely  in  the  making  and  in  ('ompetent  hands.     Permanent  quarters 
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for  the  inmates  are  to  be  built  on  the  cottage  plan,  and  it  is  reported  that 
the  institution  is  to  be  thoroughly  equipped  as  a  modern  reformatory.  We 
will  be  better  able  to  judge  when  we  see  the  plans,  which  have  not  yet 
been  filed  with  the  State  Commission  of  Prisons  for  approval  as  required 
by  law. 

It  gives  us  pleasure  to  commend  Commissioner  Lewis  and  Superintend- 
ent Lawes  for  the  good  work  accomplished  in  the  preparation  of  the 
temporary  accommodations  and  for  the  excellent  results  secured,  both  to 
the  inmates  and  the  public  from  the  extensive  use  of  inmate  labor. 

Respectfully  submitted, 

{Signed)     FRANK  E.  WADE, 

Commissioner. 
JOHN  F.  TREMAIN, 

Secretary. 


NEW  YORK  WORKHOUSE 

BLACKWEIX'S    ISLAND 

Inspected  January  8,  1916,  with  Commissioners  Solomon  and  Wein- 
stock  and  County  Attorney  Ellis  J.  Staley  and  Sheriff  Patton,  both  of 
Albany  county. 

The  men's  department  was  found  to  be  extremely  dirty  and  covered 
with  dust  and  rubbish,  both  on  the  floors  and  on  the  stairs.  There  was 
great  absence  of  ventilation,  no  effort  being  made  to  open  the  windows  in 
the  congregate  rooms  while  the  men  were  at  supper  at  about  four  o'clock 
in  the  afternoon.  While  this  institution  is  not  overcrowded  as  it  was  last 
winter,  the  atmosphere  of  the  place  was  repulsive,  many  of  the  men  being 
dressed  in  old  striped  suits,  which  they  are  supposed  to  be  wearing  out, 
aiid  the  general  attitude  being  one  of  hopelessness  and  indifference.  No 
visible  effort  is  being  made  by  Warden  Fox  for  the  betterment  of  the  men 
committed. 

I  discussed  at  some  length  with  Warden  Fox  the  general  proposition 
as  to  why  men  at  the  Workhouse  with  average  sentences  of  less  than  one 
month  should  be  more  harshly  treated  than  men  at  the  Penitentiary  com- 
mitted for  more  serious  offenses.  Warden  Fox  appeared  to  be  a  man  of 
the  old  tyi)e,  unwilling  to  make  any  concessions  to  modern  penology  or 
humanity  and  opposed  to  the  idea  of  letting  his  men  out  Saturday  and 
Sunday  afternoons  and  an  hour  daily.  According  to  his  argument,  Sat- 
urdays and  Sundays  were  largely  devoted  to  bathing  and  shaving  and  he 
could  not  get  in  his  work  otherwise.  This,  of  course,  is  untrue,  as  bathing 
find  shaving  do  not  interfere  with  the  work  at  the  penitentiary  where  they 
have  excellent  shops  and  a  much  better  showing  in  the  industries  ihan  the 
casual  sort  of  work  that  is  done  at  the  Workhouse.  The  members  of  the 
Commission  present  thought  very  much  as  I  did  regarding  the  conditions 
in  the  Workhouse. 

The  division  of  the  men  in  the  industries  was  as  follows : 


Tailors    

Tinsmiths  . . . . 

Docks     

Carpenters  . . . 
Shoemakers    . . 

Gardeners  

Boiler   house.. 

^oal  Yard 

Bakers     

B.  I.  Stable... 
Met.  Hospital. 
Ash     Scow . . . , 


40 

Stone    Shed 

44 

19 

Ash  Scow 

20 

40 

Ox  Cart  Ashes 

19 

8 

Engine  Co.  No.  49 

5 

4 

Blacksmiths  

8 

10 

Citizens  Clothes 

4 

28 

Loading   Ashes 

20 

28 

Mess    Hall 

28 

28 

Butchers   

11 

18 

Masons    

9 

16 

Honvco    Cting 

5^ 

21 

Hospital    

n 
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Stables  . . 
Kitchen  .. 
Buckets  . . 
Clerks  ... 
Farm  .... 
Helpers  . . 
Orderlies 
Barbers  . . 
Runners  . 
Discharges 


25 
26 
14 
10 
24 
10 
10 
8 
3 
12 


Correction    

Cot  Men 

Fire  Department, 
Hospital   Helpers. 

Charity  S.  H 

Charity  Swill . .  . , 
(\  H.  Church..., 
Stone    Shed , 


s 
« 

18 

9 

1 

20 

44 


Census 


812 


Respectfully  submitted. 

(Signed)     RICHARD  M.  HURD, 

Commissioner. 


NEW  YORK  WORKHOUSE 

blackwell's  island 

Inspected  January  28,  lOlG.     Frank   W.    Fox.   warden. 

The  population  on  the  day  of  inspection  was  SOS  males  and  515  females. 
Since  my  last  inspection  of  this  prison  I  have  found  a  j^reat  improvement. 
The  ceilings,  walls  and  exterior  of  the  cells  were  newly  painted.  I  also 
found  the  interior  of  the  cells  in  splendid  order  and  exceptionally  clean. 
The  new  shower  and  bath  house  in  the  male  department,  erected  by  the 
inmates,  are  a  credit  to  Warden  Fox  and  should  be  copied  in  other  penal 
institutions. 

There  were  64  males  in  the  hospital  and  18  in  the  dope  ward,  13  com- 
mitted and  5  self  committed. 

The  mess  hall,  since  my  last  inspection,  has  been  made  all  fireproof 
and  was  newly  painted.  In  fact,  there  seems  to  be  a  marked  change  for 
the  better  all  around. 

The  prison  for  females  I  found  in  splendid  condition.  Miss  Harris, 
the  able  matron  in  charge,  seems  to  have  that  department  very  well  in  hand. 
The  inmates  are  classified,  which  is  so  imperative.  I  think  the  old  women, 
the  colored,  and  the  yoimger  class  should  be  well  segregated.  There  were 
45  females  in  the  hospital  and  17  in  the  dope  ward.  Dr.  Campbell  in 
charge  of  the  hospital  for  both  males  and  females  is  a  very  efficient  officer, 

RECOMMENDATIONS 

I  recommend  very  strongly  that  screens  be  placed  above  the  rail- 
ings in  both  cell  blocks;  the  present  arrangement  is  dangerous;  accidenti 
have  happened  where  inmates  In  both  departments  have  fallen  over  these 
railings  and  were  seriously  Injured.  This  recommendation  should  be  taken 
care  of  at  once. 

It  is  also  important  to  note  that  old  and  feeble  women  are  sent 
to  this  Institution  who  are  unable  to  dress  and  take  care  of  themselvea. 
These  women  should  be  sent  to  the  almshouse,  as  they  are  a  nuisance  and 
upset  the  discipline  of  the  prison. 

Respectfully  submitted, 

(Signed)     LEON  C.  WEINSTOCK, 

CommisHoner. 


NEW  YORK  WORKHOUSE 
blackwell's  isulnd 


Inspected    November    17,    1916.     Frank    W.    Fox,    warden;    ThonnM 
McManus,  deputy  warden,  assisted  by  82  keepers;  Mary  B.  Harris,  supw- 
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intendent  of  women's  department,  assisted  by  37  matrons. 

The  number  of  inmates  on  the  day  of  inspection  was  706  men  and  544 
women,  a  total  of  1,250.  The  number  transferred  to  other  institutions  and 
remaining  in  them  at  the  close  of  the  preceding  day  was  851  men  and  162 
women,  making  a  total  of  the  number  of  inmates  of  the  workhouse  and 
those  supplied  by  it  to  other  institutions  of  2,263. 

The  housing  of  the  inmates  continues  in  the  two  halls,  one  for  men  and 
one  for  women,  both  having  large  outside  cells  with  from  light  to  thirty 
beds  in  each.  A  large  amount  of  fireproofing  has  been  done  on  these  build- 
ings in  recent  years  and  about  the  only  thing  remaining  to  be  done  in  that 
direction  is  a  new  fireproof  roof  on  the  women's  hall.  Several  years  ago 
the  roof  burned  off  this  section  and  a  temporary  roof  of  wood  was  in- 
stalled and  still  remains.  It  should  be  replaced  with  a  fireproof  roof. 
This  building  will  undoubtedly  continue  to  be  used  by  the  city  even  after 
the  workhouse  has  been  removed  to  Riker's  Island  and  the  prospective 
change  should  not  delay  the  installation  of  a  new  fireproof  roof. 

Among  other  recent  improvements  is  a  new  bathroom  for  men,  with  34 
stalls.  All  prisoners  are  given  a  bath  on  arrival,  all  are  required  to  bathe 
at  least  once  a  week,  and  some  bathe  more  frequently. 

The  institution  has  two  hospitals,  one  for  men  and  one  for  women. 
The  latter  has  recently  been  removed  into  new  and  improved  quarters. 
There  were  67  patients  in  the  women's  hospital  on  the  day  of  inspection 
and  62  in  the  hospital  for  men.  Twenty-one  were  undergoing  treatment  for  the 
drug  habit.  It  is  expected  that  the  men's  hospital  will  also  soon  be  re- 
moved into  new  and  better  quarters  which  are  being  fitted  up.  There  Is 
an  operating  room,  one  resident  physician  and  four  internes  in  addition  to 
a  resident  woman  physician. 

The  men's  mess  hall  has  a  seating  capacity  of  575  and  the  one  for 
women  540.  All  the  women  prisoners  take  their  meals  in  the  mess  hall  ex- 
cept those  in  the  hospital  either  as  patients  or  attendants  and  a  few  others 
having  special  assignments,  making  about  100  in  all. 

There  were  94  feeble  old  women  on  the  day  of  inspection,  many,  or  all, 
of  whom  should  have  been  sent  to  the  almshouse  instead  of  this  Institutloin. 
All  women  able  to  work  have  employment.  Those  in  the  sewing  room 
do  the  sewing  for  all  the  institutions  of  the  Department  of  Correction  ex- 
cept the  outside  clothes  for  men  and  certain  sewing  done  by  the  women  at 
the  Queens  County  Jail.  They  also  make  surgical  dressings  for  the  United 
States  Army.  As  practically  all  the  work  of  the  women  is  indoors,  they 
get  outdoor  exercise  daily  in  the  yard.  The  warden  stated  that  as  most  of 
the  work  of  the  men  is  outdoor  work,  they  are  not  given  regular  exercise 
in  the  open. 

Prisoners  are  permitted  to  write  two  letters  a  month  and  oftener  If 
there  is  a  good  reason  given.  They  are  permitted  to  talk  while  at  work 
and  a  quiet  conversation  relating  to  the  meals  is  permitted  at  meal  time, 
but  no  loud  talk  or  general  discussion  is  allowed. 

Mrs.  Harris  stated  that  the  number  of  women  admitted  has  dropped 
from  about  25  a  day  (the  number  formerly  received)  to  about  six  or  seven. 
Not  many  of  the  inmates  are  committed  on  indeterminate  sentence;  about 
four  men  and  three  women  a  week.  Of  the  12,000  admitted  since  this  law 
took  effect  all  but  about  700  received  definite  sentences.  A  number  have 
been  paroled,  and  not  many  are  returned  for  violation  of  parole,  the  war- 
den stated.  The  superintendent  of  the  women's  department  said  that 
women  convicted  for  intoxication  are  not  now  sent  to  this  institution  and 
the  fear  of  falling  into  the  meshes  of  the  indeterminate  sentence  law  has 
put  a  check  on  repeating. 

The  entire  prison  was  clean.  The  prisoners  were  apparently  cheerful 
and  the  punishment  cells  are  very  little  used.  I  was  informed.  This  was 
confirmed  by  the  record  book.  No  one  had  been  in  these  cells  for  over  a 
month  and  a  prisoner  is  seldom  held  in  them  longer  than  forty-eight  hours. 

Striped  clothing  for  the  men  was  very  little  in  evidence  and  no  new 
striped  clothing  is  being  made. 


ISO 
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The  warden  stated  the  institution  was  running  along  smoothly  without 
friction  or  complaint. 

In  addition  to  the  new  fireproof  roof  on  the  hall  for  women  I  desire 
rx>  repeat  and  strongly  urge  the  installation  of  screens  in  front  of  the 
galleries  in  both  departments. 

The  labor  assignments  on  the  day  of  inspection  were  as  follows : 


♦Bake  Shop 

Tailor  shop 

Tin  shop  

Carpenter  shop  . 
Shoemaker  shop 
New  building    . . 

Stone  shed  

Mess  hall 

House  gang 

In  hospital 

Kitchen  

Butchers   

Clerks    

Helpers   

Runners 

Discharges 

Cot  men    

Fire  department 
♦Charity  S.  H.  . 
House  


MEN'S 

29 
24 
17 
16 

7 
14 
46 
32 
22 
62 
36 
13 
10 
10 

4 

8 

2 

6 

9 
21 


HALL 

♦Ash   scow    

♦Docks 

Gardeners 

Boiler  House 

Coal  office 

Farm   

♦City  Home  

♦City  Home   (church) 

Store  house   

Stables    

Citizen  clothes   

Buckets 

Orderlies 

Barbers 

Transfers    

Correction    

Engine  Co.  No.  49  . . . 

Hospital  Helpers   . 

♦Charity  swill 


♦Working  for  the  Charities  Department. 


WOMEN  S    HALL 


Ironing  room  . . 

Hospital  C 

Operating  room 
Tailor  shop   . . . 

Hospital    

Tiers    

Repairing  room 
M.  H.  kitchen  . 

Hall   

Boat  and  door  . 


25 
1 

1 

80 

134 

100 

50 

12 

24 

1 


Bath  room  .  . .  , 
Dining  room  . , 
Old  women  . . . 
Head  matron  . . 
Hospital,  night 
Back  door  . . . . 
Night  keeper   . , 

Laundry    

Doctor's  office  . 
Dining  room    . . 


21 
32 

9 
27 
23 
20 
22 
16 
14 
21 

4 
14 
10 
10 

3 
13 

5 
18 

2 


4 

18 

94 

1 

4 

1 

3 

25 

2 

6 


Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


NEW  YORK  W^ORKHOUSB 


BLACKWELLS    ISLAND 

Inspected   November   28,    1916.      F.    W.    Fox,    warden ;    T.    McManus, 

deputy  warden. 

Changes  and  Improvements  are  steadily  going  on,  and  for  such  an 
old  institution  it  is  in  very  good  shape.  A  new  Ice  box  has  recently  beei 
irslallod,  new  oemont  sidewalks  laid,  a  new  bucket  house  erected,  a 
new  kitchen  with  appurtenances  installed,  etc.  All  this  was  done  with 
Inmate  labor,  and  when  it  is  understood  that  the  workhouse  Inmates  are 
not  ns  a  rule  artisans,  a  great  deal  of  credit  is  due  the  wardens  for  their 
close  attention  to  their  duties.  The  total  p*-  'lation  was  1.203;  720  males 
and  513  females.  Of  the  latter,  100  were  colored.  It  is  said  on  an  average 
about  seventy-five  per  cent,  of  the  females  are  diseased,  and  as  a  conse- 
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quenco  they  require  considerable  care  and  medical  attention. 
There  are  35  matrons,  29  on  day  duty  and  6  at  night. 
The  place  was  found  clean  throughout. 

Respectfully  submitted, 

{Signed)     HENRY  SOLOMON, 

Commissioner, 


BRANCH  WORKHOUSE 
bikeb's  island 

Inspected  January  30,  1916. 

This  institution  is  in  charge  of  Assistant  Deputy  Warden  McCann  and 
is  under  Warden  H.  O.  Schleth,  warden  at  Hart's  Island.  The  orginal  area 
Ox  Riker's  Island  is  being  constantly  enlarged  by  filling  in  with  ashes, 
etc.,  by  the  city,  the  area  now  approaching  500  acres.  It  is  planned  to 
turn  this  into  a  farm,  the  ashes  being  rich  in  carbon  and  suitable  for 
the  growing  of  vegetables. 

The  population  consisted  of  418  men,  of  whom  405  were  Workhouse  men 
on  short  sentences  and  13  Penitentiary  men.  There  were  22  officers  be- 
sides the  deputy  warden,  these  being  divided  into  16  day  men  and  6  night 
men.  Tlie  men  are  housed  in  six  dormitories  holding  from  60  to  75  men 
each,  one  story  temporary  wooden  buildings  with  iron  bars  in  the  windows. 
Tliese  were  in  three  pairs  of  two  dormitories  connected  by  a  small  building 
used  for  baths  and  toilets.  These  dormitories  were  not  as  clean  as  they 
should  be  and  when  I  requested  them  to  open  the  skylight  ventilator  to 
see  if  it  was  working,  they  found  it  was  nailed  down.  Other  temporary 
wooden  buildings  are  a  mess  hall  with  kitchen  at  the  rear,  store  room 
and  chapel  in  the  rear,  carpenter  shop,  and  cement  shed,  etc.  A  new  fire- 
proof concrete  disciplinary  building  is  being  erected,  having  forty  isola- 
tion cells,  each  with  a  small  yard  about  6  ft.  x  8  ft.  This  so-called  yard, 
however,  will  not  be  open  to  the  air,  although  the  building  is  but  one  story 
in  height.  The  building  will  have  its  own  heating  plant.  A  new  dormitory 
is  being  erected  of  concrete,  with  concrete  floor,  being  one  story  with  a 
high  basement  suitable  for  industries  in  winter  or  bad  weather.  As  practi- 
cally all  of  the  work  is  outside,  on  rainy  days  there  is  but  little  for  the 
men  to  do  other  than  those  who  work  in  the  kitchen  and  mess  hall  and 
in  the  cement  shed.  Cement  blocks  are  made  in  the  shed  and  after  four 
days  of  setting  are  placed  out  of  doors. 

Tlie  men  are  young  and  vigorous,  this  type  of  men  being  reqirred  for 
outdoor  work,  and  on  the  whole  were  a  good  looking  lot  of  men.  They  are 
kept  locked  in  their  dormitories  all  day  Sunday  in  winter  or  in  bad  wenther, 
but  are  allowed  to  piny  baseball  in  summer  on  S'lturdny  afternoons  and 
Sundays.  I  inquired  if  it  was  necessary  to  keep  the  men  locked  up  on  a 
fine  Sunday  in  winter  when  they  might  get  air  and  exeroise  out  of  floors, 
and  Mr.  MnCnnn  said  that  only  sevpn  officers  were  left  on  the  Islnnd.  T^^ere 
is  opportunity  here  for  a  Mutual  Welfare  Leacrue  by  which  the  men  will  in 
large  part  guard  themselves  in  return  for  privileires  gmnted. 

I  }nspe<^ted  the  "cooler",  a  building  less  thnn  20  ft.  square,  with  no 
window^  and  only  a  small  skylight  in  the  roof.  I  found  four  men  occunying 
four  of  tho  six  cells,  these  being  nraetioallv  dark  and  having  two  doors, 
one  more  than  half  solid  and  the  other  of  solid  iron  excprtt  for  tbr^^e  strips 
for  air  about  1  in.  x  8  in.  There  wns  no  heat  in  thp  buildim;  and  the  men 
viere  sufferin-z  severely  from  cold,  lyinsr  on  the  woooden  floor  wraop'^d  nn  in 
blankets.  The  only  toilet  fncillties  were  wooden  nails  and  no  covers  were  fnr- 
nishpd.  Tho  men  were  triven  brend  pnd  w^'ter  nnd  occsioTi'^ny  received  co^^e. 
Their  personal  belongincrs  were  taken  away  from  them,  inoluding  hindi-^r- 
chiefs.  although  the  denuty  warden  conceded  that  they  had  m-^ny  othrr 
things,  such  as  suspenders,  shirts,  etc.,  with  which  they  could  more  easily 
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commit  suicide  than  with  their  handkerchiefs.  These  men  were  on  the 
fourth  day  of  their  incarceration,  the  offense  charged  being  refusal  to  work. 
The  men  stated  that  they  had  only  asked  for  a  chance  to  rest  or  for  their 
Job  to  be  changed,  since  they  found  the  wheeling  of  cement  blocks  to  be 
very  hard  work.  Some  of  the  men  were  obviously  of  light  build  and  not 
strong. 

RECOMMENDATIONS 

I  recommend  that  the  use  of  the  "cooler"  be  entirely  discontinued 
and  the  building  destroyed.  There  is  no  excuse  for  such  brutal  treatment 
of  men  undergoing  short  sentences  for  petty  offenses.  If  the  prisoners 
are  to  be  punished  by  separation  from  the  others,  it  should  be  in  a  place 
which  in  winter  is  heated  and  which  is  at  all  times  lighted  and  ventilated. 
If  an  inmate  is  recalcitrant  he  should  be  sent  back  to  Blackwell's  Island. 

Respectfully  submitted, 

(Signed)     RICHARD  M.  HURD, 

Commissimier. 


BRANCH  WORKHOUSE 

biker's  island 

Inspected  November  20,  1916.  Robert  Barr,  deputy  warden,  assisted 
by  two  head  keepers,  twenty-eight  day  keepers  and  eight  night  keepers. 
The  day  keepers  are  divided  into  three  divisions,  one  division  remaining 
on  reserve  duty  every  third  night.  There  is  also  a  cook,  resident  physician, 
stores  foreman  and  superintendent  of  industries  and  construction. 

The  number  of  inmates  on  the  day  of  inspection  was  471,  all  males. 
No  females  are  detained  on  this  island.  Of  those  in  custody,  242  had 
been  transferred  from  the  penitentiary  and  224  from  the  work  house  on 
Blackwell's  Island  and  3  from  the  city  reformatory.  The  highest  number 
in  custody  at  any  one  time  since  February  was  528;  average,  about  450. 
The  population  is  low  in  all  the  city  penal  institutions.  The  deputy  warden 
said  be  could  employ  many  more  men  if  available. 

Riker's  Island  now  has  city  water  and  electric  lights,  which  have 
been  installed  in  all  the  buildings. 

The  warden  stated  about  three-quarters  of  his  prisoners  were  commit- 
ted on  indeterminate  sentences  and  their  terms  would  average  about  a  year, 
and  that  the  average  time  of  the  short  term  prisoners  is  about  three 
months. 

Riker's  Island  contains  about  500  acres  and  is  being  constantly  en- 
larged ;  it  is  expected  to  convert  this  into  a  prison  farm.  Several  acres 
were  cultivated  this  season  with  good  results  although  the  rats  consumed 
a  portion  of  this  product.  This  island  gets  these  rats  from  the  refuse  from 
the  city,  and  their  extermination  is  a  problem  to  be  solved.  The  present 
administration  is  making  many  improvements  as  shown  by  the  labor  as- 
signments set  forth  below,  the  present  deputy  warden  proved  his  ability 
to  get  things  done  at  the  Queens  county  jail  and  is  using  the  same  push 
at  Riker's  Island. 

The  deputy  warden  has  been  in  charge  since  February  and  many 
improvements  have  been  made  and  are  in  progress.  Among  others,  a  new 
kitchen  is  being  constructed  with  concrete  floor  and  a  larger  and  better 
equipment  than  the  present  one.  An  additional  mess  hall  is  also  under 
construction,  adjacent  to  the  present  hall.  This  will  have  a  concrete 
floor  and  after  it  is  completed  a  new  floor  and  equipment  is  to  be  put 
in  the  iiro'jent  me<s  hull,  increasing  the  mess  hall  capacity  to  about  1.000. 

Dinner  was  being  served  when  I  visited  the  dining  room  and  kitchen. 
It  consisted   on  this  occasion  of  a   dish  of  soup,  four  slices  of  bread,  a 
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liberal  portion  of  potatoes,  boiled  beef,  pickled  beets  and  water  for  each 
person.    Coffee  is  served  at  breakfast  and  supper. 

The  prisoners  sleep  in  six  dormitories.  The  old  dormitories  are  one- 
story  buildings  and  have  75  single  beds  in  each ;  the  new  ones  are  two 
stories  high  and  furnished  with  double-deck  beds.  I  was  told  each  floor 
would  accommodate  100.  These  double  deck  beds  are  not  as  satisfactory 
to  the  oflScers  or  the  prisoners  as  single  beds.  All  the  beds  are  of  iron  with 
woven  wire  springs,  each  furnished  with  two  blankets,  two  white  sheets 
and  a  pillow  with  white  slip ;  each  prisoner  is  also  furnished  two  towels, 
A  bath  room  with  showers  and  toilets  for  each  two  dormitories  is  placed 
in  a  small  one-story  building,  between  the  dormitories.  Some  of  the  older 
bath  rooms  are  being  remodeled  and  furnished  with  modem  equipment, 
a  needed  and  commendable  improvement.  The  church  has  also  been  en- 
larged by  a  88  foot  addition.  Sunday  forenoon  is  occupied  by  services 
in  church  and  until  last  Sunday  the  prisoners  played  baseball  Sunday  after- 
noon. Since  the  cooler  weather  has  come  on,  the  prisoners  do  not  seem  in- 
clined to  keep  up  the  practice  of  playing  ball,  but  the  warden  stated  he 
will  find  something  for  them  to  do  outside  Sunday  afternoon. 

There  is  no  hospital  on  this  island.  Prisoners  needing  hospital  treat- 
ment are  sent  back  to  Blackweirs  Island. 

Work  on  the  new  dormitory  which  was  in  process  of  construction  with 
concrete  blocks  has  been  suspended  for  some  reason.  The  work  of  making 
the  blocks  continues  and  they  are  used  in  various  ways  in  making  improve- 
ments. Work  on  the  new  fireproof  disciplinary  building  is  progressing. 
The  outside  walls  are  up  and  the  cells  practically  completed  except  the 
covering.  There  are  thirty  cells  with  windows  into  the  yard  and  ten 
sound  proof  cells  without  windows.  These  latter  have  a  good  sized  sky 
light  giving  them  an  abundance  of  light.  The  cells  are  8%  ft.  x  9  ft.  x  10 
ft.  high,  with  solid  fronts.  There  is  a  solid  door  from  the  corridor  and  a 
solid  door  into  the  yard.  They  are  to  have  concrete  floors  and  each 
cell  is  to  have  a  toilet,  a  bunk,  a  stationary  washbasin,  and  be  heated  with 
Bteam.  Adjacent  to  each  cell  is  an  outer  yard,  8  ft.  x  12  ft.  x  10  ft.  high. 
The  yard  has  an  open  barred  top,  with  no  roof. 

There  were  no  inmates  in  the  cooler  on  the  day  of  inspection.  The 
warden  has  installed  outside  windows  in  four  of  the  cells  and  placed  in 
each  one  of  them  a  wooden  bunk  about  18  inches  from  the  floor  and  expects 
to  improve  the  other  two  cells  in  the  same  way  at  an  early  date.  I  was 
informed  they  are  not  much  used.  About  the  only  offense  for  which  pris- 
oners are  committed  to  the  cooler  is  for  fighting  in  the  dormitories.  This 
building  is  heated  by  a  large  stove  in  the  corridor.  It  is  claimed  this  will 
keep  the  cells  warm ;  I  doubt  if  it  will  keep  them  sufficiently  warm  in  cold 
weather;  the  elevated  bunks  help,  and  under  the  present  management  I 
have  no  doubt  some  way  will  be  found  to  heat  them. 

The  following  were  the  labor  assignments  on  the  day  of  inspection : 

Disciplinary  building 94  Engine  room   (firemen  etc.) . .  8 

Farmwork    76  Blacksmith's  shop 6 

Making  cement  blocks   21  Painters    8 

Laundry    15  Steamfitters  6 

Stable    12  Tailor   &   shoe   shop    (repair- 
Excavating  &  laying  sewers. .  51              ing)    6 

Brick  work    16  Mess  hall   26 

Carpenters   10  Laying  cement  walks  25 

Plmnbing  shop 10  Hall  (cleaning  dormitories) . .  80 

Loading  stone  on  barge   ,15  Store  house 4 

Getting  sand  from  beach   ...  19  Keepers'  dining  room 6 

Warden's  house  &  office 4  Utility   3 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 
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NEW  YORK  CITY  PRISON 

TOMBS 

Inspected  November  16,  1916.  Jolin  J.  Ilanley,  warden;  J.  J.  Bremel, 
deputy  warden.  The  total  number  of  employees  is  74,  of  whom  53  are 
keepers,   and   eight   matrons. 

The  number  of  inmates  on  the  morning  of  the  day  of  inspection  was 
526  males  and  45  females,  a  total  of  571,  classified  as  follows : 

Male  Female 

Awaiting  trial    287         24 

Awaiting  sentence  95 

Serving  sentence  8 

United  States  prisoners  . . . , 9 

Penitentiary    prisoners    22 

Workhouse    prisoners    94        21 

New  York  City  Reformatory   1 

Miscellaneous    10 

The  highest  number  at  any  one  time  during  the  past  year  was  899,  and 
the  average  for  the  past  few  months,  524. 

The  principal  men's  jail  consists  of  eight  tiers  of  cells  and  a  large 
dormitory  above  the  tiers,  separated  from  them  by  a  solid  floor.  This 
dormitory  consists  of  four  rooms  containing  110  beds  and  is  occupied  by 
the  male  help ;  that  is,  the  men  sent  over  from  the  penitentiary  and  work- 
house on  Blackwell's  Island  to  do  the  institution  work  of  this  prison.  The 
beds  are  iron  cots  with  woven  wire  springs,  each  furnished  with  two  blank- 
ets, two  white  sheets,  a  spread  and  a  pillow  with  white  slip.  There  are 
fourteen  outside  windows  in  each  of  the  four  rooms  and  each  room  is  pro- 
vided with  washing  and  toilet  facilities.  Each  of  the  eight  tiers  contains 
forty  cells  in  four  rows,  ten  in  each  row,  facing  outside  windows. 

On  the  day  of  inspection  there  were  38  prisoners  on  the  eighth  tier 
and  38  on  the  seventh,  9  of  whom  were  United  States  prisoners.  There 
were  35  male  minors  on  the  sixth  tier,  second  offenders,  and  37  on  the 
fifth,  first  offenders,  at  least  the  first  time  in  prison.  Fifty  adults  charged 
with  felonies  were  confined  in  40  cells  on  the  fourth  tier  and  49  of  the 
same  class  in  the  40  cells  on  the  third.  Of  the  51  prisoners  in  the  40  cells 
on  the  second  tier,  20  were  charged  with  homicide.  There  are  52  cells  In 
the  first  tier  in  which  43  prisoners  were  incarcerated,  four  of  whom  were 
under  observation.  Each  cell  has  a  toilet,  stationary  wash  basin,  electric 
light  and  two  folding  bunks  furnished  with  blankets,  sheets  and  pillows 
with  slips. 

It  will  be  observed  from  the  foregoing  that  there  is  still  considerable 
doubling  up,  especially  in  some  of  the  lower  tiers.  There  are  bathing 
facilities  for  each  tier,  and  at  the  end  of  each  row  of  cells  is  a  small 
kitchen,  the  dishes  used  on  the  tier  being  sent  to  this  kitchen  and  washed 
after  each  meal  before  being  returned  to  the  main  kitchen. 

The  glass  in  the  upper  sections  of  the  windows  is  badly  stained,  very 
obscure  and  greatly  obstructs  the  sunlight.  It  would  seem  that  in  the 
ui'per  sections  of  these  hiirh  windows  transparent  glass  might  be  used, 
which  would  give  sunshine  and  better  light  to  the  jail. 

All  the  prisoners  in  this  section  of  the  prison  are  exercised  in  the 
corridor,  two  hours  in  the  morning  and  two  hours  in  the  afternoon,  and 
twice  a  week  they  are  permitted  two  hours  in  the  yard. 

In  addition  to  the  main  prison  there  is  an  annex  in  which  men 
sentenced  for  terms  not  exceeding  ten  diiys  serve  their  time  instead  of 
being  transferred  to  Rlackwoll's  Island.  Those  sentenced  to  the  workhouse 
and  awaiting  trnnsj)ortafion  are  also  detaine<l  here.  The  annex  contains 
80  cells  and  on  the  day  of  ins[)ection  there  wore  102  inmates.  The  cells  are 
in  five  tiers.  10  in  each  tier,  eight  on  a  side,  back  to  back,  facing  outside 
windows.  On  the  day  of  inspection  there  were  17  on  the  first  tier.  23  on 
'he  second.   17  on   the  third.  21   on  the  fourth,  and  24  on  the  fifth.     Of 
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this  number,  40  were  drug  users,  most  of  whom  were  on  the  fifth  tier. 
Of  these  I  was  informed  a  few  would  be  sent  to  the  Warwick  Colony  for 
Inebriates,  some  to  the  workhouse,  and  others  who  had  a  considerable 
amount  of  "dope"  in  their  possession  when  arrested,  to  the  penitentiary, 
as  the  latter  supposedly  are  not  only  users  but  dispensers  of  the  drug. 

The  women's  prison  is  a  separate  building  and  contains  48  cells  iB 
three  tiers;  two  of  these  are  hospital  cells.  On  the  first  tier  the  drug 
users  are  confined  in  cells  on  one  side;  those  charged  with  homicide  in 
cells  on  the  other  side.  On  the  second  tier  old  offenders  are  kept,  colored 
women  on  one  side  and  white  on  the  other.  On  the  third  tier  first  offenders 
and  a  portion  of  the  help  are  kept. 

The  principal  prison  for  men  and  the  women's  jail  were  very  clean ; 
the  annex  was  not  as  clean  as  the  other  places. 

The  visitors'  room  containing  51  stalls  has  been  completed  and  is  now 
in  use.  This  is  a  very  important  improvement  and  helps  to  keep  the  prison 
free  from  "dope". 

The  warden  stated  an  appropriation  has  been  made  to  fix  the  windows 
in  the  main  prison  so  they  can  be  opened  in  sections.  At  present  the 
adjustment  is  such  that  if  the  window  is  opened  opposite  any  of  the  tiers, 
all  the  sections  of  the  window  have  to  be  opened.  This  makes  the  lower 
tiers  cold. 

Another  recent  improvement  is  the  replacing  of  the  long  hinges  hold- 
ing the  folding  bunk  to  the  wall;  formerly,  these  hinges  ran  the  entire 
length  of  the  bunk  and  hugged  the  wall,  making  a  nesting  place  for  bugs. 
Short  open  hinges  have  been  substituted. 

I  was  shown  a  small  flat  wooden  key  which  one  of  the  prisoners  had 
made  and  with  which  he  unlocked  his  cell  door.  This  key  would  opeo 
twenty  other  cells.  This  prisoner  was  afterwards  convicted  for  rifling 
the  United  States  mail  and  sentenced  to  five  years'  imprisonment. 

The  population  of  this  prison  is  very  much  less  than  it  was  at  one 
time,  but  the  undesirable  practice  of  doubling  up  still  prevails  to  a  coi> 
siderable  extent,  both  in  the  annex  and  in  the  principal  jail.  The  city 
needs  a  larger  jail. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


CITY  PRISON 

RAYMOND  STREET,  BROOKLYN 

Inspected  November  18,  1916.  John  Hayes,  warden,  assisted  by  on* 
head  keeper,  twenty  male  keepers,  and  seven  matrons. 

The  number  of  inmates  on  the  day  of  inspection  was  193  men  and 
29  women,  of  whom  78  men  and  5  women  were  awaiting  trial,  27  men  and 
1  woman  were  awaiting  sentence;  43  men  and  10  women  were  serving  sen- 
tence, having  been  committed  from  Brooklyn  courts ;  39  men  and  13  women 
had  been  transferred  from  the  workhouse  on  Blackwell's  Island ;  3  men 
were  Fnited  States  prisoners ;  and  3  others  were  awaiting  transfer  to  Sing 
Sing  Prison. 

The  highest  number  of  inmates  at  any  time  during  the  year  since 
January  1st  was  389  in  June,  The  daily  average  from  January  1st  to 
November  1st  was  200  men  and  40  women.  Among  the  inmates  were  20 
male  minors,  nil  court  prisoners. 

Tlie  jnil  for  men  has  410  cells  in  four  tiers,  !n  two  cell  blocks,  so 
that  each  tier  has  four  rows  of  cells  of  20  each.  There  were  formerly  28 
cells  in  each  row,  but  two  of  the  end  cells  of  each  row  have  been  made  into 
one  and  equipped  with  three  shower  baths.     Each  cell  has  a  folding  bunk 
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with  woven  wire  springs,  three  blankets,  pillow  with  white  slip,  stationary 
wash  basin,  and  toilet.  The  prisoners  are  required  to  bathe  weekly  and  may 
more  often  if  they  desire.  They  are  served  three  meals  a  day.  There  Is 
not  much  employment  except  the  housework  which  Is  done  by  prisoners 
serving  sentence.  All  prisoners,  however,  are  given  regular  exercise  daily 
as  follows :  From  7  to  8  in  the  morning  they  exercise  in  the  large  interior 
corridor  on  the  lirst  floor,  the  boys  taking  exercise  in  the  corridor  in  front 
of  their  colls  apart  from  the  adults.  From  8.30  to  9.30  they  exercise  In  the 
yard.  Then  IV^  hours  are  given  to  receiving  visitors ;  then  an  hour  for  din- 
ner, smoking,  and  restmg  In  the  cells.  Then  from  1  to  3.30  they  again  ex- 
ercise in  the  corridor  as  In  the  morning.  The  women  prisoners  exercise  in 
the  yard  from  1  to  2  P.  M. ;  they  are  allowed  the  use  of  their  corridors 
during  the  entire  day. 

The  women's  jail  is  a  comparatively  new  building  and  contains  63 
modern  steel  cells  on  three  floors.  There  are  21  cells  on  each  floor  in  two 
departments,  separate<l  by  a  hall.  Each  floor  is  furnLshed  with  a  shower 
bath  and  the  first  floor  has  also  a  bath  with  two  tubs. 

The  court  prisoners  are  kept  In  the  21  cells  on  the  first  floor,  the 
sentenced  prisoners  In  the  cells  on  the  second  floor,  and  the  girls  under 
twenty-one  on  the  top  floor.  On  the  day  of  inspection  there  were  13  wo- 
men from  the  workhouse,  10  serving  sentence  from  the  courts  of  Brooklyn, 
and  6  awaiting  trial. 

In  the  men's  jail  prisoners  serving  sentence  and  those  under  observa- 
tion are  kept  on  the  first  tier  and  prisoners  addicted  to  the  drug  habit  on 
the  fourth  tier. 

Prisoners  on  arrival  are  permitted  to  send  one  letter  and  one  telephone 
call,  for  which  the  city  pays ;  after  that  they  pay  their  own  postage  unless 
too  poor.  No  restriction  is  placed  on  the  number  of  letters  that  may  be 
written.  No  toilet  paper  is  furnished.  This  Is  again  recommended.  The 
warden  stated  he  had  made  requisition  for  it. 

The  chapel  continues  to  be  used  as  stated  In  my  last  report.  Protest- 
ant services  are  held  on  Sunday  and  on  Tuesday  night,  and  Catholic  services 
Sunday  morning.  There  is  a  Rabbi  who  looks  after  the  prisoners  of  the 
Jewish  faith.  The  Protestant  chaplain  is  also  the  librarian ;  the  prison 
has  a  fairly  good  library. 

This  jail  is  antiquated  In  plan  and  arrangement  but  is  in  excellent 
condition  and  was  clean.  The  food  supplies  were  sufficient  and  of  good 
quality.  On  account  of  the  high  cost  of  supplies  the  authorities  were  ur- 
ging economy.    Very  little  use  is  made  of  the  solitary  cells. 

Respectfully  submitted, 

iSiffned)     GEORGE  McLAUGHLIN. 

Chief  Inspector. 


CITY  PRISON— QUEENS 

LONG  ISLAND  CITY 

Inspected  February  5,  1916.  Acting  Warden,  Robert  Barr,  formerly 
at  the  Penitentiary  and  Workhouse.  Blackwell's  Island. 

The  population  on  the  day  of  visit  consisted  of  171  men,  of  whom  132 
came  from  the  New  York  Penitentiary  and  6  from  the  Workhouse;  also 
109  women,  of  whom  62  came  from  the  Penitentiary  and  43  from  the  Work- 
house, making  a  total  population  of  280.  of  whom  243  came  from  the  Peni- 
tentiary and  Workhouse  and  only  37  wore  local  prisoners.  From  this  it  will 
be  seen  that  this  institution  is  practically  an  adjunct  or  overflow  of  the 
Penitentiary  and  Workhouse.  The  iwpulation  is  at  a  low  ebb  despite  its 
being  winter,  due  to  the  now  indeterminate  sentence  law  prescribing  sen- 
tences up  to  two  or  three  years  for  such  oflfen.ses  as  habitual  vagrancy, 
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jostling,  prostitution,  violation  of  tenement  house  law,  etc.  There  were 
t^\elve  men  and  one  woman  awaiting  the  action  of  the  grand  jury,  which 
meets  every  month. 

The  prison  was  clean,  newly  painted,  and  in  excellent  condition  even 
though  apparently  quite  an  old  structure.  The  men's  jail  was  of  the  regular 
county  jail  construction,  five  or  six  tiers  high,  with  the  cells  set  three 
or  four  feet  back  from  the  walls  and  with  an  interior  court  between  the 
double  rows  of  cells.  There  are  140  cells  in  the  men's  department,  of  which 
three  are  used  for  baths,  and  84  cells  in  the  women's  department,  of  which 
twelve  are  used  for  baths,  leaving  a  total  of  209.  The  cells  all  have  toilets 
and  wash  basins,  also  sheets,  pillow  cases  and  toilet  paper  are  furnished. 
The  light  is  bad  for  reading  in  the  cells  and  Warden  Barr  is  putting  in  an 
electric  bulb  in  each  cell,  the  work  being  nearly  completed.  There  are  two 
punishment  cells  for  the  men,  the  cells  being  the  same  as  the  others  but 
partitioned  off.  The  men  receive  bread  and  water  while  under  punishment. 
The  hours  for  meals  are  as  follows:  Breakfast,  7  to  7-30;  dinner,  12; 
supper,  4  to  4-30.  The  men  are  at  large  in  the  corridor  from  7-30  to  4-30. 
They  are  fed  in  this  spot,  which  is  a  bad  arrangement.  Warden  Barr  has 
plans  for  a  new  building  to  be  built  in  the  rear  of  the  prison,  about  40  ft. 
X  75  ft.,  consisting  of  a  kitchen  in  the  basement,  mess  hall  on  the  first  floor, 
chapel,  auditorium,  etc.  The  lack  of  work  is  a  serious  drawback,  but 
Warden  Barr  is  doing  everything  in  his  i)Ower  to  overcome  this.  He  has 
had  a  gang  of  men  raising  the  height  of  the  wall,  now  about  8  feet,  to  a 
height  of  about  13  feet  entirely  around  the  wall.  When  this  is  completed 
he  will  let  the  women  use  the  yard  every  morning  for  air  and  exercise, 
and  the  men  use  it  every  afternoon.  The  work  of  the  men  is  divided  as 
follows : 

Rebuilding  wall  30 

Kitchen 10 

Mess  Hall 40 

Cleaners   40 

Painters   8 

Carpenter 1 

Waiters  for  keepers 2 

Trusties    3 
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The  women  have  no  work  except  the  domestic  work  of  cleaning  and 
looking  after  their  cells,  kitchen,  cooking,  and  waiting  on  table.  There  are 
about  20  women  in  the  knitting  class  and  20  in  the  sewing  class. 

Warden  Barr  made  an  arrangement  with  the  aid  of  the  Prison  Associa- 
tion of  New  York  to  obtain  books  from  the  circulating  library  at  Jamaica 
every  Wednesday  for  the  prisoners.  This  is  an  excellent  plan  which  should 
be  followed  in  county  jails  throughout  the  State. 

The  women's  jail  had  been  recently  painted  by  the  women  themselves, 
the  work  being  excellently  done. 

Warden  Barr  is  to  be  commended  for  his  efforts  towards  cleanliness, 
humane  treatment  of  the  men  and  women  and  for  giving  them  employment, 
library  books,  etc.,  and  for  his  plans  for  the  use  of  the  yard  for  the  men  and 
women  during  suitable  weather.  In  the  line  of  construction,  he  has  recently 
built  with  prison  labor  a  small  building  consisting  of  a  cellar  for  storage 
and  a  room  for  visitors  and  counsel.  He  has  also  turned  an  old  carpenter 
shop  into  a  chapel  for  the  Catholics  and  Protestants. 

Respectfully  submitted, 

(Signed)     RICHARD  M.  HURD, 

Oommissioner. 
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CITY  PRISON— QUEENS 

LONG  ISLAND  CITY 

Inspected  July  13,  1916.  Joseph  McCann,  actiug  warden.  The  prison 
«taff  consists  of  twelve  keepers,  seven  matrons,  a  sewing  instructress, 
risitinjjj  l)hysician.  clerk,  stores  foreman  and  cook. 

The  population  of  the  prison  on  the  day  of  inspection  was  1C7,  of 
which  number  71  were  males  and  96  females.  Of  the  males  42  were  serving 
sentence,  27  were  awaiting  trial  or  action  by  the  grand  jury,  and  two  were 
held  pending  transfer  to  other  institutions.  Five  of  the  males  were  minors. 
All  of  the  women  were  serving  sentence  except  one  who  was  being  held 
for  the  court  of  special  sessions.  One  of  the  females  was  a  minor.  The 
population  was  much  less  than  at  the  time  of  the  last  inspection.  February 
5.  1916,  when  171  males  and  109  females  were  in  custody.  The  greater 
number  of  inmates  are  transferred  from  the  penitentiary  and  workhouse. 

There  are  138  cells,  equipped  with  sanitary  facilities,  in  the  section 
for  males,  making  ample  room  for  the  71  prisoners.  The  cells  are  arranged 
til  five  tiers  on  the  old  pit  style  of  construction.  The  two  sides  are  con- 
nected by  bridges,  a  new  bridge  having  recently  been  constructed  between 
the  fourth  tiers.  The  first,  fourth  and  fifth  tiers  are  used  for  persons 
serving  sentence,  and  the  second  and  third  for  court  prisoners.  On  one  of 
the  tiers  were  found  three  minors  and  one  adult  and  on  another  two 
minors  and  two  adults.  This  mingling  of  minors  with  adults  is  in  violation 
of  the  Prison  Law  and  greater  care  should  be  exercised  in  classifying  the 
Inmates.  So  far  as  possible  the  sentenced  prisoners  are  employed  at  insti- 
tutional work. 

The  women's  department  contains  seventy  cells  and  it  is  therefore 
necessary  to  place  two  prisoners  in  some  of  the  cells.  These  cells  are  on 
the  fourth,  fifth  and  sixth  floors  and  each  is  equipped  with  two  bunks  and 
lavatory.  The  interior  of  the  women's  department  had  been  recently  painted 
by  the  women  inmates  and  was  clean  and  bright.  New  electric  lights  have 
been  placed  in  front  of  the  cells  in  both  the  men's  and  women's  departments. 

There  are  no  hospital  facilities  and  those  requiring  medical  attention 
are  transferred  to  the  workhouse.  Meals  for  the  women  are  served  on 
bibles  in  the  corridors.  The  institution  has  no  laundry  and  the  work  has 
to  be  done  in  the  corridors. 

A  large  room  on  the  south  side  of  the  women's  department,  well  lighted 
and  ventilated,  has  been  set  apart  as  a  sewing  room  and  has  been  in  use 
gince  April.  Ten  sewing  machines  have  been  provided  and  many  of  the 
women  are  being  taught  to  sew  by  an  instructress.  On  the  day  of  inspec- 
tion they  were  at  work  on  an  order  for  1.000  shirts  for  the  inmates  of  the 
New  York  City  Reformatory  at  New  Hampton  Farms.  Some  of  the  women 
knit  socks  and  other  articles  of  clothing  for  relief  work  abrond. 

Under  the  provisions  of  Chapter  510  of  the  Laws  of  1916,  the  Com- 
missioner of  Correction  of  New  York  City  is  authorized  to  select,  and  upon 
the  approval  of  the  board  of  estimate  and  apportionment  to  acquire  by  pur- 
chase or  condemnation,  a  site  approved  by  the  State  Department  of  Health 
outside  of  the  city  for  use  as  a  ifarm  colony  for  women  sentenced  to  Insti- 
tutions under  the  jurisdiction  of  the  Department  of  Correction,  The  Com- 
missioner plans  to  purchase  such  a  site  as  soon  as  funds  are  available,  and 
when  the  farm  is  ready  to  be  occupied  he  is  authorized  to  transfer  to  it  all 
females  committed  to  the  custody  of  the  Department. 

The  wall  around  the  prison  yard  has  been  completed  and  the  women  are 
permitted  to  exercise  in  the  morning  and  the  men  in  the  afternoon.  The 
efforts  of  the  authorities  to  provide  healthful  outdoor  exercises  for  the 
Inmates  are  to  be  commended. 

A  visiting  room  with  screens  has  been  provided  and  a  room  on  one  of 
the  olher  floors  has  been  converted  into  a  cbapol  wliere  services  are  held. 
Library  facilities  have  been  provided  for  the  inmates  and  various  minor 
improvements  made.  The  warden  is  showing  commendable  energy  in  Im- 
proving conditions  In  the  institution. 
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The  present  kitchen  is  small   and  inadequate  and   it  is  proposed  to 
erect  a  new  building  to  contain  a  kitchen,  mess  hall,  laundry,  etc. 

RECOMMENDATION'S 

(1)  That  greater  care  be  exercised  in  the  classification  of  prisoners. 

(2)  That  adequate  kitchen  and  laundry  facilities  be  provided. 

Respectfully  submitted, 

(Signed)     FRANK  E.  WADE, 

Commissioner. 
JOHN  F.  TREMAIN, 
Secretary. 


SECOND  DISTRICT  PRISON— JEFFERSON  MARKET 

TENTH   ST.  AND   SIXTH   AVE 

Inspected  October  16,  1916.  Peter  A.  Mallon,  warden;  Charles  R. 
White,  head  keeper,  assisted  by  four  keepers  and  three  matrons. 

The  number  of  inmates  on  the  day  of  inspection  was  48  men  and  49 
women.  Eighteen  men  and  eight  women  were  sentenced  prisoners,  trans- 
ferred from  the  workhouse  on  Blackwell's  Island  to  do  the  housework  of 
the  institution.  Many  of  the  prisoners  sentenced  from  the  Magistrates' 
Court  for  ten  days  or  less  are  held  in  the  district  prisons  to  help  with  the 
housework. 

This  prison  was  fully  described  in  my  report  of  inspection  of  December 
9.  1915  and  continues  in  practically  the  same  condition. 

On  the  day  of  inspection  there  were  three  inmates  in  the  ten-day  room 
on  the  first  floor.  Sometimes  there  are  as  many  as  ten  in  this  room  whose 
terms  of  sentence  usually  range  from  two  to  five  days.  The  room  is  well 
lighted  with  outside  windows  and  is  furnished  with  elevated  sleeping  plat- 
forms, toilet,  and  washing  facilities.  On  the  same  floor  is  a  dormitory 
for  the  help,  containing  eight  outside  windows  and  sixteen  iron  cots  with 
wire  springs,  each  cot  having  two  blankets,  two  sheets,  and  a  pillow  with 
Blip.  I  was  informed  that  by  the  use  of  sprays  and  the  gasoline  torch  both  of 
these  rooms  were  entirely  free  from  vermin  of  any  sort.  Tlie  kitchen  and 
laundry  are  also  on  this  floor  and  were  in  a  very  commendable  condition. 
The  kitchen  is  being  painted  a  light  color.  The  laundry  work,  formerly 
done  by  women,  is  now  done  by  men,  as  recommended  in  my  last  report. 

The  men's  jail  on  one  of  the  upper  floors  consists  of  twenty-eight  brick 
cells  in  two  tiers,  seven  cells  on  each  side  and  a  bath  on  each  tier.  Some 
workmen  were  just  starting  to  repaint  this  department  a  light  color.  This 
was  also  free  from  vermin,  clean,  and  in  good  condition.  The  cells  were 
equipped  as  described  in  my  former  report  and  were  furnished  with  toilet 
paper.  Each  man  is  given  a  clean  towel  every  morning  and  the  bedding  is 
changed  weekly.  There  were  twenty-one  in  this  department  on  the  day  of 
Inspection.  Sometimes  there  are  as  many  as  fifty,  but  the  daily  average. 
I  was  told,  is  from  twenty-five  to  forty.  This  room  has  nine  large  outside 
windows  on  each  side  and  an  electric  light  in  front  of  each  cell  close  to 
the  bars  so  as  to  give  good  light  to  the  inmates. 

The  entire  plumbing  of  the  prison,  I  was  informed,  is  about  to  be  re- 
placed with  new.  Toilets  of  vitreous  ware  with  integral  seats  should  be 
Installed.  On  this  floor  are  also  a  counsel  room,  store  room,  finger  print 
room,  and  a  restaurant.  Prisoners  are  furnished  three  meals  a  day  by 
the  city  but  are  privileged  to  buy  food  at  the  restaurant  if  they  desire. 

The  women's  department  consists  of  fifty-six  cells  in  four  tiers  and 
Is  in  charge  of  the  matrons.  Of  the  forty-nine  women  in  custody  eight 
were  sent  over  from  the  workhouse  to  do  the  housework,  serving  from  three 
to  six  months,  and  four  additional  women  sentenced  for  less  than  ten 
clays  were  held  here  to  help  with  this  work. 
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Since  the  last  inspection  the  prison  has  been  furnished  with  a  new 
safe  for  valuables  and  a  new  Ice  box.  A  piano  has  been  donated  by  some 
friends  for  the  use  of  the  inmates  and  also  for  the  chapel  exercises. 

The  cots  and  springs  are  burned  out  weekly  with  the  torch,  then 
scrubbed.  The  matron  said  there  was  not  a  bug  or  roach  in  the  depart- 
ment. 

The  classification  continues  about  as  formerly.  The  top  tiers  were 
used  by  the  help.  The  cells  on  the  third  tier  were  occupied  by  prisoners 
held  for  examination.  On  the  second  tier  one  side  is  used  for  first  of- 
fenders and  the  other  for  the  regular  court  prisoners.  The  cells  on  the  first 
tier  are  used  principally  for  drug  users  and  intoxicated  women.  All  cells 
are  furnished  with  toilet  paper. 

The  food  is  served  on  tables  in  the  corridor.  There  is  a  dish  closet 
also  in  the  corridor.  White  dishes  are  used,  also  some  granite.  There  is 
a  shower  bath  on  the  first  tier.  The  cells  and  corridors  are  scrubbed  out 
every  morning.  Prisoners  are  furnished  a  clean  towel  every  day,  also 
combs,  etc.  The  bedding  is  changed  weekly  and  each  new  prisoner  gets 
clean  linen.    The  blankets  and  sheets  are  washed  in  the  prison  laundry. 

COUBT   PENS 

Directly  adjacent  to  this  prison  are  two  court  pens,  one  for  men  and 
one  for  women.  They  are  located  on  the  first  floor  and  each  Is  provided 
with  toilet,  wash  basin,  and  some  benches.  They  are  cared  for  by  the  men 
from  the  prison  and  were  in  a  satisfactory  state  of  cleanliness. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


FOURTH  DISTRICT  PRISON 
153  EAST  57th  street 

Inspected  October  6,  1916.  John  C.  Lynch,  head  keeper,  assisted  by 
four  day  and  four  night  keepers.  There  is  one  day  matron.  No  women 
are  kept  here  over  night. 

On  the  day  of  inspection  the  number  of  male  prisoners  was  as  follows : 
Court  prisoners,  5 ;  transferred  from  the  workhouse,  7 ;  held  in  the  ten- 
day  house,  7;  witnesses,  3:  held  for  examination,  5;  held  for  transporta- 
tion to  the  workhouse,3 ;  held  for  Domestic  Relations  court.  1.  The  total 
census  on  the  morning  of  inspection  was  56.  The  highest  number  for  the 
past  several  months  was  75.  There  were  seven  prisoners  in  the  women's 
room,  all  of  whom  would  either  be  discharged  or  transferred  that  day  at 
the  close  of  court  to  the  seventh  district  prison.  The  Domestic  Relations 
Court  and  the  night  court  for  men  are  held  in  the  same  building. 

There  are  thirty-four  cells  in  three  tiers.  Each  cell  has  a  bunk,  toilet, 
stationary  wash  basin,  electric  light,  and  a  small  outside  window.  The 
cells  face  the  inside  corridor.  There  are  also  wash  basins  in  each  corri- 
dor and  a  shower  bath  at  the  end  of  the  first  tier  of  cells.  There  is  a  dor- 
mitory for  the  help  from  the  workhouse  which  contains  eight  cot  beds 
with  woven  wire  springs,  blankets,  sheets,  and  pillows  with  slips.  There 
is  a  bath  room  adjacent.  Every  new  man  gets  a  clean  bed  and  bedding 
throughout. 

The  detention  room  for  women  was  well  lighted  and  furnished  with 
seats.     There  is  a  bath  room  adjacent. 

All  rooms  have  concrete  floors  and  electric  light. 

The  men's  jail  Is  still  heated  with  coal  stoves,  the  rest  of  the  building 
with  steam.  The  help  eat  from  a  table  In  the  kitchen ;  the  court  prisoner* 
are  served  in  the  cells. 

Some  of  the  prisoners  from  Rlaokwell's  Island  are  engaged  In  re- 
painting the  cells. 
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The  prison  was  clean  throughout  and  was  claimed  to  be  entirely  free 
from  vermin.  The  gasoline  torch  and  the  exterminator  are  claimed  to  be 
effectual  against  the  vermin  pest. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

FIFTH  DISTRICT  PRISON 

121ST   STREET   AND    SYLVAN    PLACE 

Inspected  October  17,  1916.  John  Campbell,  acting  head  keeper,  as- 
sisted by  seven  assistant  keepers  and  two  matrons. 

The  number  of  inmates  on  the  day  of  inspection  was  as  follows: 
Court  prisoners,  45  males  and  2  females;  serving  sentence,  8  males,  sent 
over  from  Blackwell's  Island  to  do  the  housework.  In  what  is  called  the 
ten-day  house  there  were  5  male  prisoners  serving  a  sentence  of  ten  days 
and  4  serving  a  sentence  of  five  days.  There  were  4  women,  who  wer© 
transferred  from  Blackwell's  Island  to  do  the  housework. 

This  prison  is  used  as  a  House  of  Detention  for  witnesses  pending  con- 
struction of  a  detention  prison  on  Lafayette  street.  There  were  10  wit- 
nesses on  the  day  of  inspection,  6  men  and  4  women.  There  were  also  2 
prisoners  from  Sing  Sing  Prison,  detained  by  the  district  attorney  as  wit- 
nesses. The  average  number  of  inmates  held  over  night  is  about  sixty. 
The  foregoing  figures  were  taken  from  the  morning  census  on  the  day  of 
inspection.  During  the  day  the  population  is  continually  shifting,  prison- 
ers coming  in  and  going  to  court. 

There  are  four  departments.  The  one  for  men  has  twenty-four  brick 
cells  in  three  tiers  facing  outside  windows.  Each  cell  has  a  toilet,  wash 
basin,  and  one  bunk  with  woven  wire  springs,  blankets,  sheets,  and  pillow 
with  slip.  All  floors  are  concrete  and  all  stairways  are  iron.  The  biilding 
is  supposed  to  be  fireproof. 

The  women's  jail  has  sixteen  brick  cells  with  equipment  the  same  as 
that  of  the  men's  department. 

There  is  also  a  dormitory  for  the  male  help,  consisting  of  a  single  room 
on  the  third  floor  with  three  outside  windows  and  eight  iron  cot  beds  with 
wire  springs,  blankets,  white  sheets,  and  pillows.  There  are  a  toilet  and 
wash  basin  in  a  closet  adjacent.  The  ten-day  house  consists  of  two  rooms 
in  which  prisoners  sentenced  for  only  a  few  days  are  held.  The  rooms  are 
provided  with  sleeping  platforms,  stationary  wash  basins  and  toilet  and  are 
lighted  by  electricity.  The  floor  is  concrete.  There  are  five  outside  win- 
dows in  each  room. 

All  the  male  court  prisoners  and  witnesses  are  housed  in  the  twenty- 
four  cells  in  the  men's  jail.  One  of  these  cells  was  filled  with  new  folding 
bunks  and  one  of  the  others  was  occupied  as  a  wash  room  and  storage 
room.  There  is  no  shower  bath  in  the  men's  jail ;  they  have  to  go  down  to 
the  shower  bath  adjacent  to  the  laundry  in  the  basement. 

The  keeper  has  instructions  to  allow  each  witness  a  separate  cell. 
This  required  eight  of  the  remaining  twenty-two  cells,  leaving  only  four- 
teen for  the  court  prisoners. 

The  use  of  this  prison  for  a  house  of  detention  for  witnesses  congests 
it  badly,  as  is  also  the  case  with  the  seventh  district  prison.  The  result 
here  is  that  a  large  number  of  the  court  prisoners  have  to  sleep  on  the 
floor  with  blankets. 

This  prison  is  well  arranged  and  well  lighted  with  outside  windows. 
Ench  cell  has  an  electric  light.  A  shower  bath  should  be  provided  for  the 
men's  jail.  It  is  unreasonable  to  take  all  of  these  prisoners  down  to  the 
shower  bath  in  the  basement.  The  department  has  furnished,  and  there 
are  on  hand  in  one  of  tbe  cells.folding  bunks  to  be  installed  in  these  cells. 
The  present  cots  are  to  be  removed  and  two  bunks  to  be  installed  in  each 
cell.     This  is  very  objectionable.     It  provides  for  housing  two  ])risoners  in 
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a  cell,  or  doubling  up,  a  practice  that  all  modern  penology  deems  undesira- 
ble. The  severe  conjiestion  just  now  is  largely  from  the  fact  that  the 
district  prisons  are  also  used  for  detention  houses  for  witnesses,  but  with 
two  folding  permanent  bunlvs  installed  in  each  cell  the  practice  of  doubling 
up  will  be  likely  to  become  the  settled  practice  of  the  administration. 

The  laundry  is  in  the  basement.  The  laundry  work  formerly  done  by 
the  women  prisoners  is  now  done  by  the  men.  All  the  institutional  laundry 
W(^rk  is  done  here  except  the  blankets  which  are  sent  to  the  Blackwell's 
Island  institution  to  be  washed. 

The  average  number  of  women  held  over  night  continues  about  as  last 
year,  viz.,  twelve ;  sometimes  as  many  as  twenty. 

By  persistent  use  of  roach  exterminator  and  the  gasoline  torch  the 
prison  has  been  kept  free  from  vermin. 

The  entire  prison  was  clean,  showing  excellent  care. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


SIXTH  DISTRICT  PRISON 

162nd    ST.,   AND   BROOK    AVE. 

Inspected  October  17,  1916.    George  S.  Rohan,  keeper. 

There  is  no  jail  at  this  prison,  simply  two  prison  pens,  one  for  those 
waiting  to  appear  before  the  court  on  the  floor  above  and  one  for  those 
who  have  been  to  court  and  are  waiting  to  be  transferred  to  the  Bronx 
County  Jail  or  to  Blackwell's  Island.  Those  sentenced  to  the  Island  are 
transferred  to  the  fifth  district  prison  and  thence  to  the  Island.  The 
keeper  stated  that  the  number  of  prisoners  passing  through  these  pens 
would  average  about  fifteen  a  day. 

Since  the  last  inspection  electric  lights  have  been  installed  and  there 
has  been  some  improvement  in  the  care  of  the  pens.  The  keeper  is  ap- 
pointed by  the  Department  of  Correction,  but  the  care  of  the  building,  in- 
eluding  the  pens,  devolves  upon  the  Department  of  Buildings  of  the 
Borough  of  the  Bronx. 

In  the  same  building  on  the  upper  floors  is  the  Municipal  Court  and 
the  Sixth  District  Magistrates'  Court.  The  former  practice  of  detailing 
the  workhouse  prisoners  to  do  the  cleaning  of  these  pens  is  not  consid- 
ered feasible,  as  the  patrol  wagon  of  the  Department  of  Correction  does  not 
go  to  this  building  except  late  in  the  afternoon  for  the  purpose  of  removing 
the  prisoners  who  have  been  committed  by  the  court,  hence  my  former 
recommendation — that  the  Department  of  Public  Buildings  of  the  Borough 
of  the  Bronx  arrange  to  have  these  pens  cared  for  more  effectually — is 
repeated.     They  should  be  thoroughly  cleaned  every  day. 

Respectfullv  submitted. 

(Signed)     GEORGE  McLAUGHLIN. 

Chief  Inspector. 


SEVENTH  DISTRICT  PRISON 
315  WEST  53rd  street 

Inspected  October  16,  1916.  Peter  A.  Mallon,  warden:  .Tames  M. 
Smith,  head  koeT>er,  assisted  by  seven  male  keepers  and  one  matron. 

Tbe  former  House  of  Detention  has  been  abandoned  ahd  witnesses  are 
held  in  the  district  prisons  of  the  city  pen'llng  tlie  construction  of  a  new 
house  of  detention  on  Lafayette  street.  Most  of  the  male  witnesses  are 
detained  In  this  prison.    No  women  are  detained  here. 
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The  number  of  inmates  of  the  day  of  inspection  was  57,  of  whom  28 
were  witnesses,  detained  as  such  and  kept  in  the  men's  prison  on  the  top 
floor.  There  were  6  prisoners  from  Sing  Sing  Prison  detained  as  State 
witnesses  on  the  first  tier  of  what  was  formerly  the  women's  prison.  Some 
of  the  other  cells  in  this  department  were  occupied  by  9  court  prisoners. 
In  addition  to  these  there  were  19  prisoners  from  the  workhouse  doing 
the  housework  of  the  institution  and  repainting  the  interior. 

The  average  number  of  inmates  is  about  85 ;  the  highest  during  the 
past  several  months  was  100.  The  court  prisoners  and  the  witnesses  from 
Sing  Sing  are  fed  in  the  cells ;  the  other  witnessses  take  their  meals  at 
tables  in  the  basement.  The  help  eat  at  a  table  in  the  kitchen.  Crockery 
dishes  are  used  for  the  witnesses  and  agate  for  the  others.  Court  prisoners 
are  permitted  to  buy  food  if  they  wish. 

On  the  first  floor  is  a  ten-day  room ;  on  the  second  floor  are  a  counsel 
room  and  a  visitors'  room,  and  connected  with  these  are  two  prison  pens 
for  the  use  of  the  seventh  district  court,  one  for  men  and  one  for  women, 
each  having  outside  windows,  benches,  a  sink  with  running  water,  and  a 
toilet.  The  matron  looks  after  the  women  prisoners  while  they  are  held 
in  these  pens. 

There  is  a  chapel  on  the  fourth  floor  where  services  are  held  on  Sun- 
day. The  court  prisoners  are  not  usually  in  custody  more  than  a  day  or 
two.     Witnesses  are  sometimes  detained  for  several  months. 

A  dormitory  for  the  help  contains  twelve  beds,  each  equipped  with 
wire  springs,  blankets,  sheets,  and  pillow  with  slip.  There  are  a  toilet 
and  wash  basin  in  the  hall  adjacent.  Twelve  of  the  help  sleep  in  the 
dormitory  and  the  other  seven  in  the  section  formerly  used  for  women. 
The  ten-day  house  is  similar  to  the  dormitory,  with  elevated  sleeping 
platforms. 

The  laundry  work  is  now  done  by  men  sent  over  from  the  workhouse. 
The  i)ractice  of  having  women  do  the  laundry  work  in  all  the  district 
prisons  has  been  abandoned  and  men  now  do  this  work.  The  laundry 
contains  five  stationary  tubs  in  a  room  adjacent  to  the  kitchen.  A  new 
floor  has  been  laid  in  the  kitchen  during  the  past  year.  There  were  ne 
roaches  or  pests  of  that  nature  in  evidence  and  I  was  informed  that  the 
powder  now  iised  to  exterminate  them  is  effectual.  The  work  of  repainting? 
was  also  in  progress  in  this  prison. 

The  entire  prison  was  clean,  showing  excellent  care. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

EIGHTH  DISTRICT  PRISON 

181ST  STBEET  AND  BOSTON  ROAD 

Inspected  October  17.  1916.  John  Drisooll.  keeper,  employed  by  the 
Department  of  Correction. 

There  is  no  jail  connected  with  this  prison  and  no  prisoners  are  de- 
tained here  over  night.  There  are  three  prison  pens  used  In  connectloB 
with  the  eighth  district  police  court  and  the  thirteenth  district  court,  a 
Domestic  Relations  court,both  held  by  the  same  magistrate  but  at  different 
times  of  the  day.  One  pen  is  called  a  court  pen  and  was  Intended  for  the 
detention  of  prisoners  brought  in  by  the  police  from  the  station  houses  \mtll 
their  appearance  before  the  court.  This  pen  has  not  been  improved  since 
the  last  inspection.  It  is  without  a  toilet  or  wash  basin  and  is  inadequate 
In  size.  One  of  the  other  two  pens  is  for  men  after  they  have  been  before 
the  court  and  one  for  women.  These  pens  are  furnished  with  toilets,  wash 
basins,  chairs,  and  settees.  The  floor  is  concrete  and  was  in  good  condi- 
tion, as  was  the  plumbing.  The  interior  of  these  pens  has  been  painted 
since  the  last  inspection.  They  are  under  the  care  of  the  janitor  of  the 
building  and  were  clean  and  in  good  condition  except  that  the  new  paint  In 
the  pen  for  men  has  again  been  marred  by  prisoners  with  pencils.     I  again 
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suggest  that  if  a  large  placard  were  put  up  in  this  room  forbidding  such 
practice  under  severe  penalty  it  would  probably  prevent  the  unseemly 
marring  of  these  walls.  This  has  been  done  in  some  of  the  ten-day  houses 
in  the  other  district  prisons  with  good  results. 

The  number  of  prisoners  passing  through  this  prison,  I  was  told  by 
the  keeper,  averages  about  eight  men  a  day  and  four  women  a  month. 
Those  held  for  examination  or  trial  are  sent  to  the  Bronx  County  Jail; 
those  sentenced  to  the  workhouse  are  transferred  to  the  fifth  district  prison 
at  121st  street. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TWELFTH  DISTRICT  PRISON 

1130  ST.   NICHOLAS  AVE. 

Inspected  October  17,  1916.  Patrick  Gallagher,  keeper,  assisted  by  one 
matron. 

There  is  no  jail  connected  with  this  prison,  simply  two  prison  pens  for 
the  Magistrates'  Court  of  the  twelfth  district.  The  prisoners  are  under  the 
care  of  the  keeper  who  is  employed  by  the  Department  of  Correction.  Pris- 
oners brought  in  by  the  police  from  the  police  stations  are  detained  in  one 
of  these  pens  until  called  before  the  court.  If  held  by  the  court  they  are 
put  in  the  other  pen  until  transferred  by  the  Department  of  Correction  to 
the  fifth  district  prison.  This  transfer  occurs  twice  a  day.  If  a  prisoner 
is  fined  and  the  fine  is  paid  he  is  discharged  without  transfer. 

In  addition  to  the  pens  there  is  an  office  for  the  keeper.  These  rooms 
are  located  on  the  first  floor.  They  have  steam  heat,  and  each  pen  has  a 
toilet,  stationary  wash  basin,  some  benches,  and  a  light.  They  are  cared 
for  by  the  Department  of  Public  Buildings  and  were  in  good  condition. 

There  is  a  third  pen  now  used  for  women  prisoners.  It  has  no  con- 
veniences, but  the  keeper  advised  me  that  it  is  now  proposed  to  fit  up  the 
room  known  as  the  "finger  print  room"  with  a  toilet,  wash  basin,  and  seats 
for  a  women's  room.  This  would  make  a  very  good  room,  as  it  has  a  large 
outside  window,  and  the  room  now  in  use  is  an  inside  one  and  unsuitable. 

The  keeper  stated  that  the  average  number  of  prisoners  In  these  pens 
was  about  twelve  men  and  two  women  a  day. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHT.IN. 

Chief  Inspestor. 


PRISON  PENS,  CRIMINAL  COURTS  BUILDING 

MANHATTAN 

Inspected  November  16,  1916. 

Connected  with  the  various  parts  of  the  Criminal  Courts  Building  are 
five  prison  pens  for  men.  one  for  each  court  and  one  i>en  for  women  from 
all  the  courts.  The  prisoners  are  bronglu  in  here  and  held  in  these  i>ens 
until  called  before  the  court.  After  being  arraigned,  if  not  discharged, 
they  are  ininiodiatoly  returned  to  the  Tombs.  While  in  the  pens 
they  are  in  the  custody  of  the  court  officers. 

Each  room  is  supplied  with  stationary  ,.  ,.sh  basin,  an  enclosed  toilet 
and  soino  benches.     They  are  under  the  care  of  the  janitor  of  the  building. 

The  Inspection  was  made  about  4  P.  M.     The  pens  had  been  in  use 
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during  the  entire  day  and  ttie  floors  were  somewhat  littered,  but  I  was 
informed  they  are  cleaned  every  day  as  soon  as  court  adjourns  and  the 
rooms  are  vacated. 

Resi)ectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

ESSEX  MARKET  PRISON  PENS 

THIRD  DISTRICT  PRISON,  CORNER  IST  ST.  AND  3RD  AVE. 

Inspected  November  21,  1916.  Michael  F.  Whalen,  keeper  in  charge. 
There  is  a  male  assistant  and  a  matron. 

There  are  three  court  pens,  two  for  men  and  one  for  women.  One 
of  the  pens  for  men  is  known  as  the  Police  Pen.  Prisoners  brought  in  by 
the  police  are  kept  in  this  pen  until  called  before  the  court.  If  not  dis- 
charged, they  are  returned  to  the  other  pen,  known  as  the  Department  of 
Correction  Pen.  There  is  only  one  room  for  women.  It  is  used  by  both 
departments.  Prisoners  held  are  sent  to  Jefferson  Market  prison  at  noon 
and  again  at  4  o'clock,  if  there  are  any.  There  had  been  twelve  men  and 
one  woman  on  the  day  of  inspection.  The  attendant  stated  that  before  the 
street  car  strike  there  were  usually  35  to  40  a  day.  Each  of  the  rooms  has 
a  stationary  wash  basin,  some  benches  and  an  individual  toilet.  Both  rooms 
for  men,  have  outside  windows.  The  women's  room  was  ventilated  by 
an  air  shaft,  and  into  the  hallway  through  a  screen  constituting  the  upper 
section  of  the  partition.  The  floors  were  somewhat  littered  by  use  during 
the  day,  otherwise  their  condition  was  satisfactory.  The  inspection  was  at 
4  P.  M.  The  court  had  just  adjourned  and  the  rooms  were  being  .swept 
by  the  janitor. 

Respectfully  submitted. 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TRAFFIC  DETENTION  PENS 

801    MULBERRY    ST.,    BOROUGH    OF    MANHATTAN 

Inspected  November  21,  1916.  Andrew  S.  Handley,  head  keeper.  There 
is  one  assistant.     These  are  employees  of  the  Department  of  Correction. 

This  pen,  which  was  established  in  June  of  this  year,  consists  of  one 
large  room  with  three  barred  windows,  a  stationary  wash  basin,  one  en- 
closed toilet  and  some  benches,  all  in  good  condition.  All  defendants 
are  brought  to  the  traffi^c  court  on  summons.  The  number  brought  in 
averages  about  75  a  day.  The  total  arraignments  during  October  was 
1.393,  an  average  of  over  61  a  day  for  the  21  days  the  court  was  in  session. 
Twenty-five  received  straight  prison  sentences,  and  67  were  held  for  non- 
payment of  fines.  The  total  cash  collected  in  fines  during  October  was 
$22,744.00.  Those  given  prison  sentences  or  held  for  non-payment  of  fines 
are  sent  to  the  Second  District  Prison.  Jefferson  Market.  Tliey  are  held 
in  the  pen  until  the  arrival  of  the  pati-ol  automobile. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

HOUSE  OF  DETENTION 

203  MULBERRY  ST..   BOROUGH  OF   MANHATTAN 

In.^^pected  January  18.  1916.  Tender  the  general  supervision  of  William 
H.  Kinsler,  captain  of  the  twelfth  precinct,  the  station  house  of  which  is 
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adjacent  and  under  the  direct  care  of  six  officers  and  three  matrons,  T-vf« 
of  the  officers  are  on  duty  at  all  times,  servins:  on  eight-hour  shifts — one  is 
the  office  and  one  in  the  detention  department 

The  number  of  inmates  on  the  d  ly  of  inspection  was  28  men  and  2  woraem. 
all  detained  as  witnesses.  The  men  now  sleep  on  cot  beds  in  the  station 
house  jail,  the  dormitory  formerly  occupied  by  them  in  the  building  directlj 
in  the  rear  of  203  Mulberry  street  having  been  condemned  as  a  fire  trap. 
These  dormitories  consist  of  two  rooms  on  each  of  the  second,  third  and 
fourth  floors  of  this  rear  building  and  formerly  contained  five  beds  in  each 
with  washing  and  toilet  facilities  in  the  basement.  These  are  still  used 
as  sitting  rooms  for  the  inmates  during  the  daytime,  as  the  occupants  are 
not  sent  to  the  sleeping  quarters  in  the  jail  until  9  P.  M.  In  every  respect 
except  the  danger  from  fire  they  are  better  sleeping  quarters  than  th« 
jail,  as  they  are  dry,  have  outside  windows  and  sunlight,  and  fair  ventila- 
tion. Now  two-thirds  of  the  men  sleep  in  the  basement  of  the  jail,  one  in 
each  cell  and  half  as  many  more  in  the  corridors,  making  the  air  space  for 
each  prisoner  very  small.  The  rear  cells  in  the  basement  have  practically 
no  sunlight.  Those  who  sleep  on  the  main  floor  in  the  jail  have  better 
light,  but  the  congestion  is  about  the  same.  I  presume  the  present  arrange- 
ment is  temporary,  but  I  was  unable  to  ascertain  what  the  plan  for  the 
future  is  to  be.  While  the  attendants  were  able  to  crowd  the  28  men  into 
tliis  jail,  it  could  not  well  be  made  to  accommodate  many  more,  yet  ther« 
are  sometimes  a  good  many  more  inmates  than  tJiere  were  on  the  day  of 
inspection.  The  attendant  stated  that  at  one  time  during  the  present  winter 
there  were  39  men.  and  at  one  time  last  winter  (52  men.  There  would 
scarcely  be  standing  room  for  that  many  in  the  jail. 

The  men  dine  in  the  basement  of  the  front  building.  They  are  fur- 
nished three  meals  a  day  by  a  purveyor  who  is  paid  35  cents  a  meal.  Th« 
attendant  stated  that  the  food  is  satisfactory.  Witnesses  detained  here  are 
paid  a  certain  amount  per  diem,  flxed  either  by  the  court  or  the  district 
attorney.  The  matron  said  the  women  are  paid  50  cents  to  $2.00  a  day,  and 
the  male  attendant  stated  that  the  men  are  paid  from  $1.00  to  $3.00  a  day. 

The  women's  department  is  on  the  third  and  fourth  floors  of  the  front 
building.  On  the  third  floor  are  two  good  sized  rooms  intended,  apparently, 
to  be  used  for  sitting  rooms,  but  are  not  much  used.  On  the  upper  floor 
are  ten  cot  beds  in  good  condition.  This  department  has  fire  escapes  con- 
nected with  the  windows  in  the  front  of  the  building.  These  windows  art 
barred  with  the  frame  work  hung  on  hinges  and  are  kept  locked  with  tht 
key  in  the  possesion  of  the  matron. 

The  number  of  inmates,  the  matron  stated,  averages  from  six  to  eight; 
the  highest  number  recently  was  sixteen. 

It  seems  to  me  that  these  women  are  really  exposed  to  more  danger 
from  flre  than  were  the  men  In  the  dormitories  which  were  condemned. 
as  the  entire  Interior  of  this  building  is  of  wooden  construction. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 
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NEW  YORK  CITY  POLICE  STATIONS 


POLICE  HEADQUARTERS 

BOROUGH   OF   MANHATTAN 

Inspected  November  17,  1916. 

Located  on  the  lower  or  basement  floor  of  the  police  headquarters 
biiildint?  is  the  prison  section.  It  is  under  Captain  James  Dunn  and  is  in 
care  of  three  attendants  serving  on  eight  hour  shifts.  It  is  a  prison  for 
the  Detective  Bureau. 

There  are  26  steel  cells  in  three  rows.  Two  of  the  rows  face  each 
other  with  a  corridor  betw^een.  The  other  row  faces  outside  windows. 
The  cells  have  barred  tops  and  doors.  Each  has  a  steel  bunk  and 
a  toilet  but  no  bedding.  There  is  a  wash  stand  with  hot  and  cold 
water  and  a  shower  bath  in  a  recess  off  the  corridor.  An  office  for  the 
attendant  is  adjacent. 

The  number  of  prisoners  detained  in  these  cells  range  from  10  to  25 
a  night.  The  average  is  about  15.  Practically  all  of  them  are  arrested  on 
felony  charges  by  detectives.  Prisoners  charged  with  felony  are  not  taken 
to  night  court  but  are  held  for  day  court.  There  was  one  in  custody  at 
the  time  of  inspection,  late  in  the  afternoon. 

The  jail  was  clean  showing  good  care. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector, 


FIRST  PRECINCT  POLICE   STATION    (OLD  SLIP) 

OLD   SLn»  AND   SOUTH   STS.,   BOROUGH   OF   MANHATTAN 

Inspected  January  17,  1916.  Charles  A.  Fahey.  captain ;  D.  J.  Shee- 
han.  lieutenant  at  the  desk.  The  total  number  of  officers  in  this  precinct 
Is  105,  including  the  two  male  attendants.  No  women  are  now  detained 
here:  they  are  sent  to  the  thirteenth  precinct  station  house  on  Clinton 
street. 

The  men's  jail  consists  of  24  cells  in  three  tiers,  all  facing  large 
windows;  each  is  furnished  with  a  toilet  and  bunk.  The  washing  facili- 
ties are  in  the  corridor;  they  consist  of  three  enameled  basins,  each  with 
hot  and  cold  water  faucets.  The  toilets  in  the  cells  are  flushed  with  push 
buttons  which  with  their  thimbles  project  only  about  %"  from  the  wall.  The 
attendant  stated  that  prisoners  had  never  interfered  with  these  push 
buttons  in  any  way. 

This  station  house  was  fully  described  in  my  report  of  inspection 
dated  January  29.  1914,  and  remains  in  practically  the  same  condition  with 
the  exception  that  the  women's  jail  has  been  closed. 

The  number  of  prisoners  held  over  night  for  morning  court,  I  was  told, 
does  not  average  more  than  one  a  night ;  and  the  total  number  during  the 
entire  twenty-four  hours  does  not  average  over  ten,  and  seldom  over  five  at 
one  time.  This  jail  takes  care  of  all  the  male  prisoners  arrested  in  the 
fifth  precinct. 

Tlie  record  of  the  work  of  the  police  officers  in  this  precinct  for  the  year 
1915  was  as  follows: 

Arrests  for  felonies 64 

Arrests    for    misdemeanors 751 

Juvenile  delinquents 28 

Summonses    served 508 

Aided  cases 764 
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Highway  accidents  reported 173 

Other  detained  prisoners,  estimated 800 

(prisoners  brought  in  from  other  precincts,  especially  the 

fifth) 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

FOURTH  PRECINCT  POLICE  STATION 

COBNEB  BEACH  AND  VABICK  STS.,  BOBOUGH  OF  MANHATTAN 

Inspected  January  18,  1916.  William  J.  Lahey,  captain;  James  R. 
Seunett,  lieutenant  at  the  desk.  The  number  of  officers  in  this  precinct  is 
90,  including  three  male  attendants  on  ten  and  fourteen-hour  shifts. 

This  is  a  new  station  house.  The  men's  jail  consists  of  eight  steel  cells 
on  the  first  floor  and  the  same  number  on  the  second,  placed  back  to  back, 
four  on  each  side  with  a  utility  corridor  between.  They  have  entire  open 
fronts  facing  outside  windows,  two  windows  in  front  of  each  four  cells. 
Each  cell  has  an  oak  bunk,  stationary  wash  basin,  and  a  niche  closet  with 
a  push  button  flush.  The  push  button  only  projects  slightly  from  the  wall 
and  has  never  been  troubled  by  prisoners.  The  ceiling  is  15  feet  high. 
Each  department  has  a  shower  bath.  The  floor  is  concrete,  and  in  fact 
the  entire  building  is  supposed  to  be  fireproof.  It  is  furnished  with  electric 
light  and  gas  and  steam  heat.  The  jail  was  very  clean,  showing  excellent 
care. 

The  women's  jail  is  also  on  the  first  floor  with  four  cells  of  the  same 
size  and  equipment  as  those  of  the  men.  There  is  a  matron's  room  with 
bath  room  adjacent,  but  no  matron  is  employed  as  the  department  is  not  in 
use,  very  few  women  being  arrested  in  this  precinct.  I  was  informed  that 
the  numl>er  does  not  exceed  six  or  eight  a  year.  They  are  sent  to  the 
second  precinct  station  house. 

The  record  of  the  work  of  the  police  in  this  precinct  for  the  year  1915 
was  as  follows : 

Arrests   for    felonies    73 

Arrests  for  misdemeanors 600 

Juvenile  delinquents  25 

Summonses  served    7,374 

Aided  cases  740 

Highway  accidents  reported 319 

Other  detained  prisoners,  estimated 12 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN. 

Chief  Inspector. 

SEVENTH  PRECINCT  POLICE  STATION 

247    MADISON    ST.,    BOROUGH    OF    MANHATTAN 

Inspected  Jiinuary  17,  lOlO.  Matthew  Robinson,  captain:  John  Lang- 
an,  lieutenant  at  the  desk.     The  number  of  officers  in  this  prechict  is  98. 

No  women  are  detained  here;  they  are  taken  to  the  tJiirteenth  pre- 
cinct station  house  on  Clinton  street. 

This  is  one  of  the  old  station  houses  of  the  city.  I  was  informed  it 
was  built  in  185.'i.  The  men's  jail  is  on  the  first  floor  of  a  brick  annex 
in  the  rear  of  the  station  house  and  contains  28  cells  in  two  rows — fourteen 
in  one  row  facing  outside  windows  wliich  open  onto  a  court  between  the 
jail  and  the  station  house  proper,  and  the  other  fourteen  in  the  rear 
facing  a   blank  wall.     The  jail  has  a  stone  floor;  the  cells  have  latticed 


STATE  COMMISSION  OF  PRISONS  149 

doors.  The  artificial  liglit  is  gas  witli  mantles.  Each  cell  is  equipped 
with  a  bunk  and  toilet  with  a  faucet  over  it  which  not  only  flushes  the 
toilet  but  also  furnishes  the  prisoner  drinking  and  washing  water.  The 
attendant  stated  they  had  no  trouble  with  prisoners  leaving  the  faucet  open. 
As  the  number  of  prisoners  averages  from  two  to  six  over  night  and  about 
the  same  number  during  the  day,  it  is  not  necessary  to  use  the  rear  cells, 
as  the  fourteen  cells  in  the  front  facing  the  windows  furnish  sufficient 
accommodations. 

This  jail  could  readily  be  modernized.  This  would  require  a  new  in- 
terior which  could  be  provided  by  removing  the  brick  cells  and  the  stone 
floor  and  installing  about  ten  modern  cells  facing  windows.  The  cells 
could  be  increased  in  size  and  provided  with  modern  equipment,  and  the 
ten  cells  would  be  practically  all  that  would  be  needed.  The  present  cells 
are  quite  small,  being  only  4  feet  x  7  feet  6  inches,  but  the  room  is  large 
enough  to  contain  a  sufficient  number  of  cells  of  the  standard  size.  A  stone 
floor  is  always  objectionable  as  being  insanitary,  but  it  has  recently  been 
chinked  with  concrete  so  that  it  is  apparently  water  tight.  The  jail  was 
clean  and  showed  good  care.  The  record  of  the  work  of  the  police  in  this 
precinct  during  the  year  1915  was  as  follows : 

Arrests    for    felonies 158 

Arrests    for    misdemeanors 902 

Juvenile  delinquents 142 

Summonses  served 1484 

Aided  cases 2158 

Highway  accidents  reported    308 

Other  detained  prisoners,  estimated   90 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

TENTH  PRECINCT  POLICE  STATION 

24   MCDOUGAL  ST.,  BOROUGH   OF  MANHATTAN 

Visited  January  18,  1916.  Thomas  Donohue,  captain:  Michael  J. 
O'Grady,  lieutenant  at  the  desk.  The  number  of  officers  in  this  precinct 
is  85. 

The  jail  connected  with  this  station  house  was  closed  nearly  two  years 
ago.  The  prisoners  are  sent  to  the  fourteenth  precinct  station  house  at 
135  Charles  street.  There  are  very  few  night  prisoners ;  the  arrests  in  this 
precinct  are  mostly  made  during  the  day.  As  the  jail  has  been  closed  and 
was  not  in  use,  I  did  not  make  an  inspection. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

TWELFTH  PRECINCT  POLICE  STATION 

205    MULBERRY    ST.,   BOROUGH   OF   MANHATTAN 

Inspected  January  18,  1916.  William  H.  Kinsler,  captain;  Dennis 
Lyon,  lieutenant  at  the  desk.    The  number  of  officers  in  this  precinct  is  75. 

No  women  are  detained  here ;  they  are  sent  to  the  fourteenth  precinct 
station  house  on  Charles  street. 

The  men's  jail  consists  of  a  two-story  brick  annex  in  the  rear  of  the 
station  house,  with  a  large  open  court  between,  and  contains  32  cells  in 
four  sections  on  two  floors,  8  cells  in  each  section,  16  cells  on  each  floor, 
placed  in  a  double  row,  back  to  back.  They  are  made  of  steel  with  lat- 
ticed doors  and  perforated  tops.  Only  one  of  the  sections  containing  8 
colls  on  the  main  floor  is  used  for  the  detention  of  police  prisoners.     Each 
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cell  has  a  bunk  and  a  toilet  with  a  faucet  over  it,  furnishing  both  drinking 
and  washing  water  and  flushing  the  toilet.  The  attendant  stated  that  he 
had  had  no  trouble  with  prisoners  interfering  with  the  faucet.  He  said  he 
had  been  handling  prisoners  for  forty  years  and  strongly  approved  of  hav- 
ing water  in  the  cells  accessible  to  prisoners  both  for  drinking  and  wash- 
ing purposes. 

Recently  the  section  of  the  House  of  Detention  occupied  by  the  men 
has  been  condemned  as  a  fire  trap  and  the  inmates  are  no  longer  p.Tmirted 
to  sleep  therein ;  their  beds  have  been  moved  into  the  other  throo  sections 
of  the  station  house  jail.  The  House  of  Detention  is  adjacent  to  this  sta- 
tion house  and  a  door  has  been  cut  into  the  jail  yard  so  that  the  witnesses 
kept  in  the  House  of  Detention  can  pass  directly  into  the  jail  yard  and  into 
the  jail  which  they  use  for  sleeping  purposes.  They  sleep  in  the  sixteen 
cells  and  corridors  in  the  basement  of  the  jail  and  the  eight  cells  and  cor- 
ridors in  one  section  of  the  first  floor.  In  the  basement  there  were  sixteen 
beds  in  the  cells  and  nine  in  the  corridors.  On  the  main  floor  there  were 
eight  beds  in  the  cells  and  three  or  four  in  the  corridors.  The  jail  was  In 
good  repair  and  clean  and  evidently  well  kept. 

The  record  of  the  work  of  the  police  in  this  precinct  for  the  year  1915 
was  as  follows : 

Arrests  for  felonies 136 

Arrests  for  misdemeanors 850 

Juvenile  delinquents 47 

Summonses   served 647 

Aided  cases 1043 

Highway  accidents  reported 487 

Other  prisoners  detained,  estimated 50 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

THIRTEENTH  PRECINCT  POLICE  STATION 

120   CLINTON    ST.,    BOROUGH   OF    MANHATTAN 

Inspected  January  17,  1916.  Daniel  F.  O'Connor,  captain;  Walter 
J.  Abrams,  lieutenant  at  the  desk.  The  number  of  officers  in  this  pre- 
cinct is  164,  including  two  attendants. 

This  is  a  comparatively  new  station  house,  first  occupied  in  October, 
1911.     It  is  a  five-story  building  composed  of  brick  and  stone. 

This  jail  was  fully  described  in  my  report  of  inspection  dated  Febru- 
ary 12,  1914,  and  remains  in  practically  the  same  condition.  The  men's 
Jail  consists  of  two  departments — ten  steel  cells  on  the  first  floor  and  twenty- 
four  on  the  second  floor.  The  cells  have  barred  tops  and  door  and  the  ceil- 
ing of  the  room  is  about  12  feet  high.  On  the  first  floor  the  windows 
are  at  the  end  of  the  corridor — two  small  ones  and  one  large  double  one. 
As  they  extend  above  the  tops  of  the  cells  the  open  tops  increase  the  light 
In  the  cells.  Each  cell  has  a  toilet,  wash  basin,  and  one  bunk.  The  closets 
are  flushed  with  a  push  button  with  the  thimble  projecting  about  1^*, 
but  the  attendant  stated  they  had  had  no  trouble  with  prisoners  inter- 
fering with  the  push  button. 

The  twenty-four  cells  on  the  second  floor  are  the  same  size  and  equip- 
ment as  those  on  the  first.  They  are  in  two  departments,  one  of  ten  cells 
right  over  the  jail  on  the  first  floor  with  the  same  arrangement  and  light, 
and  the  other  of  fourteen  cells  across  the  hallway  seven  of  which  face  out- 
side windows  which  open  onto  nn  open  court  and  are  well  lighted  and  the 
other  seven  are  dark.  It  is  seldom  ever  necessary  to  use  any  of  the  cells 
on  the  second  floor. 

The  entire  jail  has  steam  heat,  electric  light  and  concrete  floors.  Th« 
building  is  supposed  to  be  fireproof. 
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The  number  of  male  prisoners  lield  over  night  for  morning  court 
seldom  exceeds  three  or  four. 

The  women's  jail  consists  of  six  steel  cells  on  the  first  floor  of  the 
same  size  and  equipment  as  the  cells  for  men.  There  is  one  large  win- 
dow at  the  end  of  the  front  corridor  which  furnishes  the  only  sunlight  for 
the  entire  room.  The  cells  are  arranged  in  a  double  row — three  in  front 
and  three  in  the  rear.  The  latter  are  dark  except  for  artificial  light 
This  jail  takes  care  of  the  women  arrested  in  the  first,  fifth,  seventh, 
thirteenth  and  seventeenth  precincts.  Frequently  there  are  five  or  six 
held  for  morning  court  and  usually  there  are  three  or  four  day  prisoners  in 
addition. 

The  entire  jail  was  clean,  showing  excellent  care. 

The  record  of  the  work  of  the  police  in  this  precinct  for  the  year  1915 
was  as  follows : 

Arrests  for  felonies 310 

Arrests  for  misdemeanors 2398 

Juvenile   delinquents    423 

Summonses  served    773 

Aided  cases 4447 

Highway  accidents  reported 1073 

Other    detained    prisoners,    estimated 500 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


FIFTEENTH  PRECINCT  POLICE  STATION 

321  EAST  5th   ST.,   BOROUGH   OF  MANHATTAN 

Inspected  January  17,  1916.  John  H.  Sweeney,  captain ;  James  Hanley, 
lieutenant  at  the  desk.  Tne  number  of  officers  in  this  precinct  is  120, 
Including  two  attendants. 

This  station  house  has  a  jail  both  for  men  and  for  women,  but  the 
latter  was  closed  some  time  ago  and  is  not  now  in  use.  The  women  arrested 
In  this  precinct  are  taken  to  the  thirteenth  precinct  station  house  on  Clinton 
street. 

This  new  station  house  and  jail  was  completed  about  two  years  ago 
on  modem  plans  approved  by  the  State  Commission  of  Prisons.  The  men's 
jail  contains  ten  cells  on  two  floors,  five  on  each  floor,  with  entire  open 
fronts  facing  largo  windows.  The  fronts  consist  of  steel  bars  set  about  5  in. 
ftpart.  which  seems  to  be  quite  close  enough. 

Each  cell  has  a  full  flushing  niche  closet,  an  oak  bunk  and  stationary 
wash  basin.  The  closets  are  flushed  by  a  push  button  the  thimble  of  which 
projects  less  than  %  inch  from  the  wall,  and  the  attendant  stated  that  pris- 
oners had  never  damaged  it. 

The  number  of  prisoners  held  over  night  for  morning  court,  the  attend- 
ant stated,  range  from  two  to  ten,  with  an  average  of  about  five. 

This  station  house  and  jail  was  fully  described  in  my  reports  of 
February  10  and  May  16,  1914.    It  was  very  clean  and  showed  good  care. 

The  record  of  the  work  of  the  police  in  this  precinct  for  the  year  1915 
was  as  follows : 

Arrests  for  felonies   518 

Arrests  for  misdemeanors 3,132 

Juvenile  delinquents 262 

Summonses  served 702 

Aided  cases  3,720 
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Highway  accidents  reported    938 

Other  detained  prisoners,  estimated  150 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


SEVENTEENTH  PRECINCT  POLICE  STATION 

130  SHERIFF  ST.,  BOEOUGH  OF  MANHATTAN 

Inspected  January  17,  1916.  Albert  F.  Mason,  captain ;  John  Leonard, 
lieutenant  at  the  desk.    The  number  of  officers  in  this  precinct  is  76. 

This  jail  was  fully  described  in  my  report  of  inspection  dated  February 
11,  1914.  Since  that  time  the  women's  Jail  has  been  closed  and  all  women 
arrested  in  this  precinct  are  now  taken  to  the  thirteenth  precinct  station 
house  on  Clinton  street. 

The  jail  is  located  on  the  first  floor  of  the  main  building.  It  contains 
ten  steel  cells,  each  with  a  bunk  and  toilet  with  faucet  over  it ;  the  faucet 
flushes  the  toilet  and  also  furnishes  washing  and  drinking  water  for  the 
prisoners.  The  cells  have  latticed  doors  and  perforated  tops.  The  ceiling 
of  the  room  is  13  feet  high.  The  concrete  floor  in  the  corridor  is  badly 
broke  and  the  paint  is  peeling  from  the  walls,  so  that  both  walls  and 
floors  need  some  repairs.  The  jail  has  steam  heat  and  gas  light  with  man- 
tles.   It  was  clean,  showing  good  care. 

The  attendant  stated  that  the  number  of  prisoners  held  over  night 
for  the  morning  court  averages  about  three.  This  does  not  include  those 
brought  in  and  taken  to  court  the  same  day  of  whom  there  are  sometimes 
as  many  as  eight  or  ten. 

The  record  of  the  work  of  the  police  in  this  precinct  during  the  year 
1916  was  as  follows: 

Arrests  for  felonies   232 

Arrests  for  misdemeanors   1,328 

Juvenile  delinquents  101 

Summonses  served    769 

Aided  cases  2,322 

Highway  accidents  reported 454 

Other  detained  prisoners,  estimated   75 

Respectfully  submitted, 

( Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


EIGHTEENTH  PRECINCT  POLICE  STATION 

230  WEST  20Tn  ST.,  borough  of  Manhattan 

Inspected  January  14,  1910.  Edward  J.  Burns,  captain;  Charles  E. 
Sherwood,  lieutenant  at  the  desk.  The  total  number  of  officers  in  this  pre- 
cinct is  112,  including  two  male  attendants. 

This  is  a  new  station  house,  occupied  first  in  April.  1914,  and  was 
fully  described  in  my  report  of  inspection  dated  October  19.  1914. 

There  is  a  jail  for  men  and  one  for  women.  The  men's  jail  is  on  the 
first  floor  and  contains  ten  steel  cells  in  two  tiers  with  solid  floors  sep- 
arating the  tiers.  Each  coll  has  one  bunk,  stationary  wash  basin,  and  toilet 
flushed  with  a  push  button;  the  faucet  for  the  wash  basin  is  self  closing. 
The  attendant  stated  that  they  had  had  no  trouble  with  prisoners  interfer- 
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iiig  with  the  push  button  or  with  the  faucet.  The  push  button  projects 
only  sliijhtly  from  the  wall.  In  installing  push  buttons  in  cells  for  water 
control  neither  the  thimble  nor  the  button  should  protrude  from  the  wall, 
as  there  has  been  some  trouble  in  the  station  houses  with  prisoners  inter- 
fering with  push  button??  and  in  one  or  two  cases  the  department  has  re- 
moved them  from  the  cells  and  installed  an  arrangement  for  flushing  from 
the  corridor  by  the  officer  only.  This  must  have  resulted  from  improper  in- 
stallatton  of  the  push  buttons,  for  if  the  thhnble  holding  the  push  button 
and  the  button  Itself  do  not  protrude  from  the  wall,  It  is  Impossible  for 
the  prisoners  to  put  it  out  of  order,  and  I  would  suggest  that  hereafter 
In  approving  plans  for  cells  that  a  clause  be  Inserted  in  the  specifications 
requiring  that  push  buttons  be  so  placed. 

This  Is  a  modern  jail  and  was  In  excellent  condition,  showing  good 
care.  The  women's  department  has  never  been  used;  It  consists  of  four 
gteel  cells  of  the  same  size  and  equipment  as  those  In  the  men's  jail  and 
face  outside  windows.  The  number  of  women  arrested  In  this  precinct 
Is  so  small  that  it  has  not  been  considered  worth  while  to  keep  a  matron 
here. 

The  record  of  the  work  of  the  police  In  this  precinct  for  the  year  1915 
was  as  follows : 

Arrests  for  felonies   285 

Arrests  for  misdemeanors   3,552 

Juvenile  delinquents 78 

Aided  cases  3,280 

Summonses  served    1,608 

Highway  accidents  reported    788 

Other  detained  prisoners,  estimated  300 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TWENTYFIFTH  PRECINCT  POLICE  STATION 

160  EAST  35th    ST.,   BOROUGH   OF   MANHATTAN 

Inspected  January  18,  1916.  Frank  J.  Rohrlg,  captain ;  John  Bergman, 
lieutenant  at  the  desk. 

The  women's  jail  connected  with  this  station  house,  which  was  criti- 
cised severely  in  my  last  report,  was  closed  soon  thereafter  and  is  not  now 
In  use.  The  women  arrested  in  this  precinct  are  sent  to  the  thirty-first 
precinct  station  house  on  East  67th  street. 

The  men's  jail  remains  In  practically  the  same  condition  as  described 
In  my  reports  of  January  28  and  October  22,  1914.  It  has  eleven  cells  in 
the  basement  of  the  station  house,  placed  in  a  large  room  well  supplied  with 
windows  In  the  outside  walls.  In  front  of  the  windows  is  an  areaway  ex- 
tending the  entire  length  of  the  building  and  to  the  bottom  of  the  win- 
dows. The  room  Is  14  ft.  x  44  ft.,  has  steam  heat,  ten  electric  lights,  metal 
ceiling,  and  concrete  floor.    It  has  excellent  care. 

The  cells  are  rather  small,  being  only  4  ft.  wide.  Each  is  furnished 
with  an  Iron  closet  with  a  faucet  over  It  for  flushing  and  also  for  furnish- 
ing washing  and  drinking  water  to  the  prisoners.  The  attendant  stated 
there  had  been  no  trouble  with  prisoners  meddling  with  the  faucets.  An 
electric  light  Is  placed  directly  in  front  of  each  cell.  The  cells  and  the 
room  are  hosed  out  each  day. 

The  attendant  stated  that  the  average  number  of  prisoners  for  morn- 
ing court  was  from  nine  to  eleven.  There  are  a  good  many  arrests  for 
felony  in  this  precinct;  these  are  not  sent  to  night  court.    In  addition  to 
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those  held  over  ni?:ht  there  were  usually  four  or  five  day  prisoners.  In 
addition  to  earing  for  prisoners  arrested  in  this  precinct  all  men  arrested 
in  the  twenty-first  precinct  are  brought  to  this  jail. 

The  record  of  the  work  of  the  police  in  this  precinct  for  the  year  1915 
was  as  follows : 

Arrests  for  felonies   159 

Arrests  for  misdemeanors   1,540 

Juvenile   delinquents    36 

Summonses  served    676 

Aided  cases  1,864 

Highway   accidents   reported    430 

Other  detained  prisoners,  estimated 500 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


THIRTY-SECOND  PRECINCT  POLICE  STATION 

134   WEST  100th    ST.,    BOROUGH   OF   MANHATTAN 

Inspected  February  8,  1916.  John  H.  Boyle,  captain.  The  number  of 
officers  in  this  precinct  is  120,  including  3  male  attendants.  There  is  no 
women's  jail ;  all  women  arrested  in  this  precinct  are  taken  to  the  twenty- 
sixth  precinct  station  house  on  West  47th  street. 

The  men's  jail  is  located  on  the  first  floor  of  a  two-story  brick  annex 
In  the  rear  of  the  station  house.  It  consists  of  fourteen  brick  cells  in  two 
rows,  back  to  back,  seven  in  the  front  row  facing  four  windows  in  the  outer 
wall  and  a  sash  door.  There  are  four  skylights  over  the  corridor.  Ther© 
are  no  windows  in  the  rear  but  a  continuous  skylight  over  the  entire  corridor, 
an  usually  good  light  for  such  an  arrangement. 

The  jail  is  heated  by  steam  and  has  a  flag  floor  in  very  good  condition. 
Usually  a  flag  floor  is  rough  and  somewhat  insanitary,  but  this  one  seemed 
to  be  quite  smooth  and  water-tight.  The  entire  interior  of  the  jail  has 
recently  been  painted,  the  upper  sections  a  light  color  and  the  lower  sectioni 
a  dark  color.     The  jail  was  very  clean,  shovring  excellent  care. 

The  cells  are  4  feet  3  inches  x  6  feet  8  inches,  all  solid  brick  except  the 
doors  which  are  made  of  latticed  one-inch  bars  set  on  4  inch  centers.  New 
toilets  have  recently  been  installed  in  the  cells ;  they  have  a  good  flush  and 
are  flushed  from  the  outside  only.  Washing  and  drinking  facilities  ar« 
from  two  stationary  wash  basins  at  each  end  of  the  corridor,  each  furnished 
with  hot  and  cold  water  faucets.  The  artificial  light  is  a  gas  jet  with  a 
mantle    in  front  of  each  cell  and  one  at  each  end  of  the  corridor. 

The  number  of  prisoners  held  over  night  for  morning  court  ranges 
from  two  to  seven,  with  an  average  of  about  three  for  the  day  and  evening 
courts. 

The  record  of  the  work  of  the  police  in  this  precinct  for  the  year  1915 
was  as  follows: 

Arrests  for  felonies 161 

Arrests  for  misdemeanors 1,357 

Juvenile    delinquents 122 

Summonses    served 1.609 

Aided  cases 1,721 

Highway  accidents  reported 653 
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The  above  figures  do  not  inelnde  prisoners  arrested  in  other  precincts 
or  those  brought  in  by  detectives  of  which  I  did  not  ascertain  the  number. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


THIRTY-SEVENTH  PRECINCT  POLICE  STATION 

229  WEST  123rd  st.,  bokOUgh  of  Manhattan 

Inspected  February  8,  1916.  Patrick  F.  Gargan.  captain ;  James  Fitz- 
gerald, lieutenant  at  the  desk.  The  number  of  officers  in  this  precinct  is 
107,  including  2  male  attendants  and  2  matrons.  There  are  usually  three 
matrons,  but  on  the  day  of  inspection  there  were  only  two. 

This  jail  was  fully  described  in  my  report  of  February  13,  1914.  It 
Is  practically  new,  being  first  occupied  in  November,  1913.  It  contains  a 
department  for  men  and  also  one  for  women.  The  men's  jail  has  ten  modern 
steel  cells  on  two  floors,  five  on  each  floor.  It  has  a  shower  bath  and 
stationary  wash  basin  in  the  entrance  room ;  there  are  large  outside  win- 
dows in  front  of  the  cells  and  the  upper  tier  has  a  skylight  over  the  cor- 
ridor. 

The  women's  jail  contains  five  cells  in  another  part  of  the  building, 
two  cells  and  a  toilet  room  with  bath  room  on  the  first  floor  and  three  on 
the  second  floor  directly  over  the  first.  The  cells  are  modern,  each  equipped 
with  a  bunk,  toilet,  and  stationary  wash  basin.  There  is  also  a  matron's 
room  in  immediate  proximity  to  the  women's  jail,  with  a  toilet  adjacent. 

The  toilets  are  flushed  with  a  push  button  and  the  water  for  the  wash 
basins  is  also  supplied  by  a  push  button.  The  attendant  stated  he  had  no 
trouble  with  the  prisoners  interfering  with  these  push  buttons. 

The  cells  have  entire  open  fronts  made  of  bars  set  on  5"  centers  and 
face  outside  windows,  one  in  front  of  each  cell.  The  closet  has  an  enamel- 
ed seat  covering  the  entire  bottom  of  the  niche,  which  is  better  than  a  rim 
toilet.     The  entire  jail  is  lighted  by  electricity. 

The  jail  was  clean,  showing  good  care. 

The  number  of  male  prisoners  held  for  morning  court  averages  about 
five;  there  are  sometimes  as  many  as  ten.  Women  arrested  in  the  36th, 
87th,  38th.  39th,  40th,  42nd  and  43rd  precincts  are  sent  to  the  station  house. 
The  number  averages  about  five  or  six  a  day ;  it  seldom  exceeds  ten. 

The  record  of  the  work  of  the  police  in  this  precinct  for  the  year  1915 
was  as  follows : 

Arrests  for  felonies 151 

Arrests  for  misdemeanors 2,108 

Juvenile    delinquents 226 

Summonses    served 993 

Aided    cases 1,610 

Highway  accidents  reported 594 

Detained   prisoners,   estimated 3,000 


th 


Until  recently  all  prisoners  arrested  in  the  38th  precinct  were  sent  to 
is  station  house:  they  are  now  taken  to  another.    Most  of  the  detained 


prisoners  mentioned  above  were  from  the  38th  precinct. 


Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 
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THIRTY-NINTH  PRECINCT  POLICE  STATION 

177  EAST  104th   ST.,  BOROUGH  OF  MANHATTAN 

Inspected  February  8,  1916.  James  A.  Brady,  captain ;  William  J. 
Kelly,  lieutenant  at  the  desk.  The  number  of  officers  in  this  precinct  is  154, 
including  two  male  attendants. 

The  jail  is  located  in  a  two-story  brick  annex  in  the  rear  of  the 
station  house.  There  is  no  women's  jail ;  all  women  arrested  in  this  pre- 
cinct are  sent  to  the  37th  and  43rd  precinct  station  houses. 

The  men's  jail  is  on  the  main  floor  of  the  building  and  contains  20 
steel  cells,  4  ft,  x  6  ft.  x  7  ft.,  in  sections  of  five  each.  The  cells  have  grated 
doors  and  perforated  tops.  The  ceiling  of  the  room  is  12  feet  high.  Each 
cell  is  furnished  with  a  toilet  and  wooden  bunk  2  feet  wide.  The  toilets 
are  flushed  from  the  outside  in  sections  of  five.  The  floor  is  concrete.  There 
are  ten  good  sized  windows  in  front  and  a  double  sash  door,  one  window 
in  front  of  each  cell.  The  rear  cells  are  lighted  with  a  skylight,  which 
does  not  afford  much  light  in  the  Interior  of  the  cells  and  they  are  very 
dork.  However,  they  are  not  much  used,  as  there  are  seldom  more  than  ten 
prisoners  at  one  time  and  they  are  locked  in  the  front  cells.  The  artificial 
light  consists  of  gas  jets  with  mantles,  one  in  front  of  each  cell  and  one 
in  the  center  corridor. 

The  jail  has  steam  heat  and  stationary  wash  basins  In  the  corridor 
with  hot  and  cold  water  faucets.  Tlie  jail  was  clean  and  showed  good  care. 
The  toilets  of  one  piece  vitreous  ware  are  new  and  have  a  good  flush. 

The  record  of  the  work  of  the  police  In  this  precinct  for  the  year  1915 
was  as  follows : 

Arrests  for  felonies   455 

Arrests  for  misdemeanors 2,921 

Juvenile  delinquents    484 

Summonses  served    1,012 

Aided  cases  4,118 

Highway  accidents  reported   941 

Other  detained  prisoners,  estimated  200 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


FORTIETH  PRECINCT  POLICE  STATION 

1854  AMSTERDAM   AVE.,  BOROUGH  OF  MANHATTAN 

Inspected  February  9,  1916.  William  F.  Day,  captain;  Peter  Tithe, 
lieutenant  at  the  desk.  The  number  of  officers  In  this  precinct  is  106, 
including  two  attendants.  There  Is  no  women's  jail ;  women  arrested  are 
sent  to  the  37th  precinct  station  house  on  West  123rd  street. 

The  men's  jail  is  located  on  the  main  floor  of  a  two-story  brick  annex 
In  the  rear  of  the  station  house.  There  are  sixteen  brick  cells  in  four  de- 
partments, one  half  in  front  facing  windows,  while  those  in  the  rear  have 
a  skylight  over  the  corridor. 

The  cells  are  4  ft.  6  in.  x  7  ft.  8  in.  with  latticed  steel  doors.  The  bare 
are  one  Inch  wide  set  on  4-inch  centers  each  way.  Each  cell  has  a  bunk  and 
a  new  one  piece  toilet.  The  toilets  are  flushed  from  the  outside  In  sections 
of  four.  Formerly  there  was  a  faucet  over  each  toilet ;  when  the  new  toilets 
were  installed  these  were  removed.  I  think  this  was  a  mistake;  it  is  much 
better  to  have  water  In  the  cell  which  the  prisoner  can  use  for  drinking  or 
washing  than  to  compel  him  to  be  dependent  upon  the  serv^ices  of  the  at- 
tendant.    If   the.se  faucets  are  arranged   with   a   self-closing  adjustment 
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there  is  no  danger  of  their  being  left  open  by  the  prisoners  so  as  to  flood 
the  ceU. 

The  artificial  light  consists  of  one  small  gas  jet  in  the  corridor  for 
each  four  cells.  There  are  two  large  windows  in  front  of  each  four  cells 
on  the  front  row,  also  two  skylights  over  the  front  corridor.  The  rear  cells 
have  a  skylight  over  the  entire  corridor  which  gives  fairly  good  light  for 
this  kind  of  an  arrangement  which  is  usually  a  failure  in  lighting  the  cells. 
The  artificial  light  is  insuflScient.  Most  of  these  precinct  jails  have  either 
an  electric  light  or  a  gas  jet  with  a  mantle  in  front  of  each  cell,  and  thia 
deficiency  should  be  supplied  in  this  case. 

The  floor  of  the  jail  is  flagstone  which,  however,  was  in  a  good  state 
of  repair.    The  jail  was  very  clean  and  showed  excellent  care. 

The  number  of  prisoners  arrested  and  held  for  morning  court  averages 
about  four  a  night  and  there  are  in  addition  about  the  same  number  of 
day  prisoners.  This  precinct  also  takes  care  of  persons  arrested  in  the 
38th  and  42nd  precincts. 

The  record  of  the  work  of  the  police  in  this  precinct  for  the  year  1915 
was  as  follows; 

Arrests  for  felonies 45 

Arrests  for  misdemeanors   584 

Juvenile  delinquents    37 

Summonses  served    888 

Aided   cases    801 

Highway  accidents  reported 297 

Other  detained  prisoners,  estimated   542 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN. 

Chief  Inspector. 


FORTY-THIRD  PRECINCT  POLICE  STATION 

148  EAST  126th   ST.,  BOROUGH   OF  MANHATTAN 

Inspected  February  8,  1916.  James  J.  Savage,  captain ;  Robert  Specht, 
lieutenant  at  the  desk.  The  number  of  officers  In  this  precinct  Is  129,  in- 
cluding two  male  attendants. 

.  The  women's  jail  has  been  closed  and  no  women  are  detained  here; 
those  arrested  in  this  precinct  are  sent  to  the  32nd  precinct  station  house 
on  West  100th  street. 

The  men's  jail  is  located  on  the  first  floor  of  a  two-story  brick  annex 
fn  the  rear  of  the  station  house.  This  floor  contains  fourteen  cells  in  a 
double  row — seven  In  front  and  seven  In  the  rear.  The 
front  cells  are  used  for  the  men's  jail ;  the  rear  cells  were  formerly  used  for 
the  women  but  are  not  now  In  use.  There  are  also  cells  on  the  second 
floor,  but  these  are  not  used. 

There  are  four  large  windows  in  front  of  the  seven  cells  now  in  use 
and  a  double  door  with  a  sash.  The  cells  are  brick  except  the  doors  which 
are  barred.  Each  cell  has  a  bunk  and  toilet  with  a  faucet  over  it.  The 
floor  Is  flagstone,  somewhat  rough  but  showed  good  care.  The  artificial 
light  is  gas:  there  are  six  jets  in  front  of  the  seven  cells,  each  with  a 
mantle. 

The  number  of  prisoners  held  for  morning  court  averages  from  four 
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to  seven,  and  the  number  of  day  prisoners  averages  about  four. 

The  reooid  of  the  work  of  the  police  in  this  precinct  for  the  year  1915 
was  as  follows: 

Arrests  for  felonies   339 

Arrests  for  misdemeanors   2,487 

Juvenile   delinquents    131 

Summonses  served    630 

Aided    cases    2,997 

Other   detained   prisoners,   estimated 1,500 

Highway  accidents  reported 649 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


SIXTY-SECOND  PRECINCT  POLICE  STATION 

1086   SIMPSON    ST.,   BOROUGH    OF   THE  BRONX 

Inspected  February  9,  1916.  James  J.  Sheplin,  captain ;  John  Mangen, 
lieutenant  at  the  desk.  The  number  of  officers  in  this  precinct  is  87,  in- 
cluding two  male  attendants. 

This  is  a  new  four-story  and  basement  station  house,  first  occupied 
June  8,  1914,  and  was  fully  described  in  my  report  of  October  17,  1914. 
It  is  a  modern  fireproof  building  and  contains  a  modern  jail. 

The  men's  jail  consists  of  ten  cells  on  the  first  floor  in  two  tiers  of  five 
cells  each.  The  cells  are  5  f t.  x  7  ft.  x  8  ft.,  with  open  fronts  made  of  bars 
set  on  5  in,  centers  facing  large  windows.  Each  cell  is  provided  with  a 
wooden  bunk  and  niche  cla^set  with  an  enameled  seat  covering  the  entire 
bottom  of  the  niche.  At  the  time  of  the  last  inspection  there  was  a  faucet 
over  each  closet ;  these  have  been  removed  and  a  sink  with  two  cold  and 
one  hot  water  faucets  placed  in  the  corridor.  The  faucets  in  the  cells 
should  have  been  made  self-closing  but  not  removed.  The  closets  are  flush- 
ed from  a  tank  with  a  push  button. 

The  jail  has  steam  heat,  concrete  floors  in  excellent  condition,  and  an 
electric  light  in  front  of  each  cell. 

The  number  of  male  prisoners  held  for  morning  court  averages  from 
one  to  three  and  there  is  about  the  same  number  of  day  prisoners. 

The  women's  jail  consists  of  five  cells  of  the  same  size  equipped  as 
those  of  the  men.  There  are  large  windows  in  front  of  the  cells  and  one  at 
the  end  of  the  corridor.  There  are  two  matrons.  All  women  arrested  in 
the  68th,  69th,  77th  and  79th  precincts  are  detained  in  this  jail.  The 
numbf^r  avorr»gps  about  four  a  month. 

Tlie  jail  was  clean  throughout,  showing  good  care. 

The  record  of  the  work  of  the  police  in  this  precinct  for  the  year  1915 
was  as  follows: 

Arrests  for  felonies   84 

Arrests  for  misdemeanors 558 

Juvenile   delinquents    82 

Summonses  served    675 

Aided  cases   1,354 

Highway  accidents  reported    265 

Other  detained  prl.soners.  estimated   10 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN. 

Chief  Inspector, 


STATE  COMMISSION  OF  PRISONS  159 

SIXTY-THIRD  PRECINCT  POLICE   STATION 

THIRD  AVE.  AND  160tH  ST.,  BOROUGH  OF  THE  BRONX 

Inspected  February  9,  1916.  Jolin  J.  Lantry,  captain.  The  number 
^  officers  in  this  precinct  is  160,  including  two  male  attendants. 

The  men's  jail  is  located  on  the  first  floor  of  a  brick  annex  in  the  rear 
of  the  station  house  and  contains  twenty  steel  cells  in  two  rows,  ten  in 
each  row,  back  to  back.  They  are  solid  steel  plate  except  the  doors  and  the 
section  of  the  front  above  the  doors  which  are  grated.  Each  cell  is  equipped 
with  one  steel  folding  bunk  and  a  new  toilet  with  integral  seat.  There  is 
an  electric  light  in  front  of  each  cell.  The  ceiling  of  the  room  is  14  ft.  high. 
There  are  only  two  windows  on  each  side,  one  for  each  five  cells,  which 
•fiord  but  very  dim  light  to  the  jail,  especially  on  the  west  side.  There  are 
two  stationary  wash  basins  in  each  corridor,  each  supplied  with  hot  and 
cold  water  faucets.     The  jail  has  steam  heat. 

All  male  prisoners  arrested  in  the  61st  precinct  and  all  prisoners  ar- 
rested by  the  fifth  branch  of  the  detective  bureau  are  taken  to  this  jail 
The  number  of  male  prisoners  held  over  night  averages  about  five.  There 
are  also  a  few  day  prisoners  averaging  from  one  to  five. 

Til  ere  is  a  women's  jail  located  on  the  first  floor.  It  contains  eleven 
eteel  cells  of  the  same  size  and  equipment  as  those  in  the  men's  jail. 
They  are  in  two  rows  facing  a  central  corridor.  There  are  five  electric 
lights.  There  is  one  window  in  front  of  the  end  cell  which  opens  into  a 
narrow  shaft  and  does  not  afford  much  light.  There  are  three  other  win- 
dows behind  and  over  the  tops  of  the  cells,  but  afford  no  light  to  the  cells. 
There  are  two  stationary  wash  basins  in  the  corridor  furnished  with  hot 
and  cold  water  faucets.  There  are  no  washing  or  drinking  facilities  in  the 
cells.  There  are  three  matrons  working  on  eight-hour  shifts.  There  is  a 
sitting  room  for  the  matrons  with  bath  room  adjacent.  The  average  num- 
ber of  female  prisoners  detained  over  night  for  morning  court  is  about  three. 
In  addition  to  these  there  are  usually  one  or  two  day  prisoners.  All  women 
arrested  in  the  61st,  63rd,  65th,  66th  and  74th  precincts  and  by  the  fifth 
branch  of  the  detective  bureau  are  detained  in  this  jail.  The  jail  was 
clean  and  showed  good  care. 

The  record  of  the  work  of  the  police  in  this  precinct  for  the  year  1915 
was  as  follows : 

Arrests  for  felonies 146 

Arrests  for  misdemeanors 1,158 

Juvenile    delinquents 113 

Summonses   served 465 

Aided  cases  2,682 

Highway  accidents  reported 619 

Other   detained  prisoners,   estimated 2,000 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


SIXTY-FIFTH  PRECINCT  POLICE   STATION 

1925  BATHGATE  AVE.,  BOROUGH  OF  THE  BRONX 

Inspected  February  9.  1916.  George  Wakefield,  captfiin :  John  McCar- 
tj,  lieutenant  at  the  desk.  The  number  of  ofPcers  in  this  precinct  is  141, 
tnclnding  two  attondants  :there  is  also  a  cleaner.  Rpoently  a  new  practice 
has  been  adopted  in  many  of  the  station  houses:  they  have  two  male  at- 
tendants end  a  cleaner:  the  latter  does  the  housework  of  the  station  house 
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ou  all  the  floors  except  the  first,  so  that  the  attendants  are  always  on  the 
first  floor  and  take  care  of  it. 

The  women's  jail  is  not  in  use;  the  women  arrested  in  this  prcHiiuct 
are  sent  to  the  63rd  precinct  station  house  at  160th  street  and  Third  avenue. 
This  jail  has  eight  steel  cells  facing  a  central  corridor  witli  a  large  win- 
dow at  the  end  of  the  corridor  and  a  skylight  over  it.  It  is  lighted  better 
than  the  men's. 

The  men's  jail  has  fifteen  cells  in  two  departments —  eleven  in  one  and 
four  in  the  other.  The  eleven  cells  are  in  two  rows  facing  a  central  corridor ; 
they  are  made  of  steel  plate  except  the  doors  which  are  made  of  round  bars 
set  on  4"  centers.  The  cells  are  4'  6"  x  7'  x  7' ;  the  ceiling  of  the  room 
is  about  15'  high.  Each  cell  has  a  steel  bunk  and  a  new  integral  seat  toilet 
flushed  from  the  corridor ;  each  has  a  separate  flush  but  is  not  easily 
flushed.  There  is  a  long  sink  in  the  corridor  equipped  with  one  cold  water 
faucet. 

There  is  a  window  at  the  end  of  the  corridor  and  a  skylight  over  it. 
This  gives  very  good  light  to  the  corridor  but  very  little  to  the  interior 
of  the  cells.  There  are  flxtures  for  six  electric  lights  In  this  corridor,  but 
the  bulbs  have  been  removed  from  most  of  them,  I  was  informed,  to  reduce 
the  expense  of  lighting.  In  addition  to  the  window  at  the  end  of  the  corri- 
dor there  are  five  other  small  windows  behind  the  cells,  but  are  not  of  much 
use  for  light.  The  only  light  for  the  department  containing  the  four  cells 
is  a  skylight  over  the  corridor. 

The  number  of  prisoners  detained  over  night  in  this  station  house 
for  morning  court  averages  from  one  to  five. 

This  station  house  is  CH>mparatively  modern  and  is  supposed  to  be 
fireproof.  The  floor  is  concrete.  The  cells  are  steel,  but  the  arrangement 
is  very  poor ;  if  they  were  taken  down  and  turned  around  so  as  to  face  the 
windows  and  stationary  wash  basins  installed  in  each  cell  it  would  be 
a  very  great  improvement  and  would  modernize  the  jail.  This  should  be 
done,  even  though  there  would  not  be  room  under  this  arrangement  for  so 
many  cells.  A  less  number  would  take  care  of  all  the  prisoners  detained 
here  at  any  one  time. 

The  record  of  the  work  of  the  police  in  this  precinct  for  the  year  1916 
was  as  follows : 

Arrests  for  felonies 136 

Arrests  for  misdemeanors   883 

Juvenile  delinquents  121 

Summonses  served    1,071 

Aided  cases  2,113 

Highway  accidents  reported    482 

Other   detained    prisoners,    estimated    ....  100 

Respectfully  submitted, 

( Signed)     OEORGE  McLAUGHLIN, 

Chief  Inspector. 


SIXTY-EIGHTH  PRECINCT  POLICE  STATION 

3016   WEBSTER   A\'E.,   BOROUGH   OF  THE  BRONX 

Inspected  April  19,  1916.  John  levers,  captain ;  William  F.  Meehan, 
lieutenant  at  the  desk.  The  total  number  of  officers  in  this  precinct  is  98, 
of  whom  81  are  patrolmen,  including  two  attendants. 

Tlie  men's  jail  consists  of  eight  steel  cells  In  a  room  20  ft.  x  25  ft, 
with  a  14  ft.  ceiling.  They  have  open  tops  and  doors  and  are  placed  in  a 
double  row  facing  a  central  corridor.     The  floor  Is  concrete.     There  is  an 


STATE  COMMISSION  OF  PRISONS  161 

electric  light  over  each  cell  and  two  in  the  corridor.  The  sunlight  is  from 
a  large  window  at  the  end  of  the  central  corridor  and  one  in  the  side 
corridor.    There  is  also  a  half  window  back  of  and  over  the  cell  tops. 

Each  cell  has  a  folding  bunk  and  a  toilet  flushed  from  the  outside.  The 
water  for  washing  and  drinking  purposes  is  in  the  corridor  only. 

Not  many  prisoners  are  detained  in  this  jail.  The  number  held  over 
night  averages  about  ten  a  week ;  occasionally  there  are  four  or  five  at  the 
same  time  held  all  night.  There  is  now  a  night  court  in  the  Bronx  and 
prisoners  arrested  before  midnight  are  sent  to  the  night  court  except  those 
charged  with  felonies  and  those  not  suflBciently  recovered  from  intoxica- 
tion to  take  to  court. 

There  is  a  women's  jail  ^i.th  four  cells  the  same  size  and  with  the 
same  equipment  as  the  men's  but  not  so  well  lighted,  as  there  is  only  one 
window  at  the  end  of  the  corridor.  There  is  no  matron  and  this  jail  is 
not  in  use.    The  jail  was  clean,  showing  excellent  care. 

The  work  of  the  police  in  this  precinct  for  the  year  1915  was  as  follows : 

Arrests  for  felonies   58 

Arrests  for  misdemeanors 445 

.Juvenile  delinquents  68 

Aided  cases  914 

Summonses  served    840 

Highway  accidents  reported 248 

Other  detainetl  prisoners,  estimated 2o 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


SEVENTY-FOURTH   PRECINCT  POLICE    STATION 

KINGS  BRIDGE  TERRACE,  BOROUGH  OF  THE  BRONX 

Inspected  April  19,  1916.  Mathew  McKeon,  captain;  Andrew  Digney, 
lieutenant  at  the  desk.  Total  number  of  officers  in  this  precinct  Is  44.  No 
women  are  detained  here  but  are  sent  to  the  63rd  precinct  station  house  at 
Third  avenue  and  160th  street. 

The  men's  jail  contains  eight  steel  cells  facing  a  central  corridor,  five 
on  one  side  and  three  on  the  other.  About  two-thirds  of  the  door  of  each 
cell  and  the  top  and  front  end  over  the  door  are  of  steel  bars ;  the  rest  is 
steel  plate.  Each  cell  has  a  bunk,  closet,  and  small  steel  stand.  The  drink- 
ing and  washing  facilities  are  in  the  corridor.  The  floor  is  concrete 
There  are  electric  lights  and  gas  jets  on  the  same  fixtures  which  are  being 
moved  further  from  the  front  of  the  cells  so  as  to  prevent  prisoners  from 
meddling  with  the  fixtures,  especially  the  gas. 

There  is  one  large  window  at  the  end  of  the  corridor  and  a  large  sky- 
light over  the  cells.  As  the  cells  have  open  tops  and  a  considerable  section 
of  the  fronts  is  open  work,  they  are  fairly  well  lighted.  There  is  a  special 
ventilating  arrangement.  The  jail  is  heated  by  steam  and  was  found  in 
clean  condition  throughout. 

This  jail  is  not  much  used  and  very  few  prisoners  are  held  over  night. 

The  work  of  the  police  in  this  precinct  for  the  year  1915  was  as  follows  : 

Arrests  for  felonies   20 

Arrests  for  misdemeanors 152 

Juvenile  delinquents    

Summonses  served    796 
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Aided   cases    308 

Highway  accidents  reported    142 

Other    detained    prisoners 

Respectfully  submitted, 

(Signed)     OEORGE  McLAUGHLIN, 

Chief  Inspector. 


SEVENTY-NINTH   PRECINCT   POLICE    STATION 

229th  ST.,  AND  WHITE  PLAINS  AVE.,  BOROUGH  OF  THE  BRONX 

Inspected  April  19, 1916.  Edward  C.  Barnett,  captain.  Michael  Hickey, 
lieutenant  at  the  desk.    The  total  number  of  officers  in  this  precinct  is  50. 

There  are  two  departments  in  this  jail,  one  for  men  and  one  for  women. 
The  men's  jail  contains  fourteen  steel  cells  in  two  rows,  seven  in  each  row, 
back  to  back.  The  tops  of  the  cells  are  perforated  and  the  doors  are  of 
steel  bars.  Each  cell  has  a  steel  folding  bunk  and  a  niche  toilet  flushed 
from  the  corridor.  There  are  two  stationary  wash  basins  with  faucets  in 
the  corridor.  The  sunlight  is  from  a  skylight  over  each  corridor  and  six 
windows.  Two  of  the  windows  are  about  2i^  ft.  x  4  ft.  and  the  others  are 
smaller  and  are  placed  above  the  tops  of  the  cells. 

The  women's  jail  has  ten  cells,  the  same  as  those  of  the  men,  but  has 
better  light.  The  cells  are  solid  except  the  doors.  There  are  seven  win- 
dows and  a  skylight.  This  jail  is  not  in  use.  There  is  no  matron  and  the 
few  women  arrested  in  this  precinct  are  sent  to  the  63rd  or  65th  precinct 
station  houses.  Not  very  many  men  are  arrested.  I  was  informed  that 
on  an  average  about  one  prisoner  a  week  is  held  over  night.  Summonses 
are  used  almost  exclusively. 

The  work  of  the  police  in  this  precinct  for  the  year  1915  was  as  follows : 

Arrests    for    felonies 25 

Arrests  for  misdemeanors 92 

Juvenile  delinquents    18 

Summonses  served    618 

Aided   cases    322 

Highway  accidents  reported 115 

Other  prisoners  detained,  estimated  6 

Respectfully  submitted, 

{Signed)     G-EORGE  McLAUGHLIN. 

Chief  Inspector. 


80TH  PRECINCT  POLICE  STATION 

STAPLETON.    BOROUGH    OF    RICHMOND 

Inspected  April  21,  1916.  Frederick  Wohlfarth,  captain :  Daniel  Dris- 
coU,  lieutenant  at  the  desk.  The  total  number  of  ofticers  Ls  44,  including 
two  male  attendants  and  three  matrons. 

This  station  house  takes  care  of  prisoners  from  the  89th  precinct  (New- 
Dorp)  and  99th  precinct (Tottonville).  and  all  women  arre.«ited  in  the  Bor- 
ough of  Richmond. 

As  stated  in  my  former  report,  this  is  about  the  poorest  excuse  for  a 
station  house  jail  found  anywhere  in  the  City  of  New  York.  There  are  two 
departments,  each  with  four  cells  absoluteh  without  sunlight.  Tlie  cells 
Pre  solid  brick  except  the  doors,  a  portion  o£  which  consists  of  latticed 
bars,  but  they  are  set  so  close  together  that  even  if  the  corridor  In  front 
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were  light  the  cells  would  be  dark.  As  it  is,  they  are  simply  dungeons,  as 
described  in  my  former  reports.  Two  of  the  cells  in  the  women's  depart- 
ment were  occupied  by  ballot  boxes,  leaving  only  two  cells  for  the  housing 
of  all  women  detained  in  the  borough  of  Richmond.  The  matron  stated 
that  she  sometimes  has  three  or  four  women  at  a  time.  There  are  more 
prisoners  during  the  summer  when  the  beaches  are  open. 

There  are  four  or  five  male  prisoners  nearly  every  night  during  the 
summer ;  sometimes  as  many  as  eight.  Whenever  the  number  exceeds  four 
they  have  to  be  doubled  up  in  these  little  cells. 

As  stated  in  a  former  report,  the  men's  jail  could  be  materially  im- 
proved by  installing  windows  in  the  wall  in  front  of  the  cells.  This  is  an 
outside  wall  and  the  improvement  could  easily  be  made.  Then  by  in- 
stalling new  steel  doors  with  round  bars  set  on  4^^"  or  5"  centers  these 
cells  would  be  as  well  lighted  as  many  others  in  the  precinct  police  stations. 
Electric  light  should  also  be  installed  in  place  of  the  gas  jets. 

I  am  unable  to  make  any  suggestion  for  improving  the  women's  jail, 
as  the  brick  w^all  in  front  of  these  cells  is  an  inside  wall  and  separates  this 
department  from  that  of  the  men. 

The  jail  has  steam  heat  and  was  clean,  showing  good  care  on  the  part 
ol  the  attendants.  It  needs  painting  badly  and  if  light  paint  were  used  it 
would  somewhat  improve  conditions.  As  it  is  this  jail  is  a  disgrace  to  the 
city. 

In  this  precinct  the  custom  prevails  of  feeding  the  prisoners  if  in  cus- 
tody at  meal  time.  If  arrested  in  the  afternoon  they  are  given  supper  at 
six  o'clock  and  breakfast  in  the  morning  before  being  taken  to  court. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


143RD  PRECINCT  POLICE  STATION 

13rd    ST.,    AND   4th   AVE.,   BOROUGH    OF   BROOKLYN 

Inspected  April  18,  1916.  James  H.  Gillen,  captain.  There  are  114 
officers  in  this  precinct,  including  two  attendants  serving  on  10  and  14  hour 
shifts.  The  women's  jail  is  not  in  use.  There  is  no  matron  and  all  wo- 
men arrested  in  the  precinct  are  sent  to  the  177th  precinct  station  house  on 
Lawrence  avenue. 

The  men's  jail  consists  of  eight  steel  cells,  4'  x  7'  x  7',  in  two  rows, 
four  in  each  row,  back  to  back.  The  tops  are  perforated  and  the  fronts 
solid  except  the  doors  which  consist  of  round  bars  set  on  3%  in.  centers. 
Thei-r'^  are  four  large  window^s  in  each  corridor  in  front  of  the  cells.  One 
of  the  corridors  also  has  a  window  at  the  end.  Each  cell  has  a  toilet 
fiiL'^hed  from  the  outside.  The  sleeping  arrangement  is  a  floor  platform ; 
they  should  be  replaced  with  bunks.  The  artificial  light  is  gas  with 
mantles,  one  in  front  of  each  cell.  The  floor  is  concrete  in  the  corridor  and 
metal  in  the  cells. 

The  women's  jail  is  on  the  same  floor  and  consists  of  two  cells.  It 
was  fully  described  and  criticised  in  my  former  report  and  has  since  been 
closed. 

The  number  of  prisoners  detained  over  night  in  this  jail  varies.  Fre- 
quently there  are  as  many  as  six  or  seven,  sometimes  more,  sometimes 
none. 

The  jail  was  clean,  showing  excellent  care. 

The  work  of  the  police  in  this  precinct  for  the  year  1915  was  as  fol- 
lows: 

Arrests    for    felonies 193 

Arrests  for  misdemeanors 1,569 

Juvenile  delinquents 103 
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Summonses   served 541 

Aided  cases 2,826 

Highway  accidents  reported 431 

Other  detained  prisoners,  estimated 150 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


144TH  PRECINCT  POLICE  STATION 

577  FIFTH   AVE.,   BOROUGH   OF  BROOKLYN 

Inspected  April  13,  1916.  John  Barnes,  captain;  William  Shanahan, 
lieutenant  at  the  desk.  The  total  number  of  officers  in  this  precinct  is 
104,  including  two  attendants.     There  is  no  women's  jail  and  no  matron. 

The  jail  is  located  in  a  one-story  brick  annex  in  the  rear  of  the  sta- 
tion house  and  contains  eight  brick  cells,  4  ft.  x  7  ft.  x  8  ft.  6  in.,  in  two 
rows,  back  to  back.  Each  cell  has  a  wooden  bunk  and  an  iron  closet  flushed 
from  the  corridor.  The  only  other  water  in  the  jail  is  a  faucet  in  one  of 
the  corridors,  with  a  pail  standing  under  it.  The  floor  is  of  flagging.  The 
fronts  of  the  cells  are  solid  except  about  three-fourths  of  the  door  which  is 
barred. 

This  jail  was  inspected  May  13,  1914,  and  seriously  criticised  and  re- 
commendations made  for  its  improvement.  It  is  still  in  the  same  condi- 
tion. It  was  then  pronounced  an  old  jail  of  antiquated  arrangement  and 
seriously  defective,  especially  in  relation  to  the  light,  as  the  only  light  is 
from  the  door  in  the  corridor,  part  of  which  is  glass,  and  a  small  skylight 
over  the  end  of  each  corridor. 

The  cells  face  brick  walls  without  windows  and  are  so  dark  that 
they  can  only  properly  be  described  as  dungeons.  In  a  former  report  I 
stated  that  while  this  jail  was  constructed  in  a  detached  building  in  the 
rear  of  the  station  house,  it  was  later  surrounded  by  a  stable  and  shed. 
The  shed  on  the  north  side  is  an  open  building  used  for  the  storage  of  straw 
and  other  stable  accessories  and  is  adjacent  to  a  large  open  yard  and 
might  easily  be  removed  to  another  portion  of  this  yard  and  windows 
placed  in  the  north  wall,  lighting  the  cells  on  that  side.  This  should  be 
done.  In  its  present  condition  it  is  an  utterly  unfit  place  for  the  housing  of 
human  beings.  I  was  informed  that  about  sixty  per  cent,  of  the  prisoners 
arrested  were  locked  up  in  this  jail. 

The  work  of  the  police  in  this  precinct  for  the  year  1915  was  as 
follows : — 

Arrests  for  felonies 114 

Arrests  for  misdemeanors 1,069 

Juvenile    delinquents 64 

Summonses   served 237 

Aided  cases 1,738 

Highway  accidents  reported 406 

Other  detained  prisoners,  estimated 100 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector, 
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145th  precinct  POLICE  STATION 

(HAMILTON   AVENUE  PRISON  I 
44    RAPELYE    ST.,    BOROUGH    OF    BROOKLYN 

Inspected  April  13,  1916.  Frank  J.  Conboy,  captain ;  Daniel  J.  Farrell, 
lieutenant  at  the  desk.  The  total  number  of  officers  in  this  precinct  is  77, 
including  two  male  attendants  who  serve  on  10  and  14-hour  shifts.  No 
women  are  detained. 

The  jail  is  in  a  brick  annex  in  the  rear  ot  tne  station  house  and  con- 
tains seven  steel  cells  in  a  room  having  a  10  ft.  ceiling.  The  cells  have 
perforated  tops  and  barred  doors.  The  floor  is  concrete.  Each  cell  has  a 
folding  bunk  and  an  iron  closet  flushed  from  the  corridor.  The  only  drink- 
ing and  washing  facilities  are  from  a  sink  in  the  corridor.  There  are 
three  large  windows  in  front  of  and  a  skylight  over  the  cells.  The  jail 
was  clean,  showing  excellent  care. 

This  jail  is  located  in  a  detached  building  with  outside  windows  fac- 
ing the  cells.     It  could  be  entirely  modernized  by  a  few  simple  changes. 

First,  install  stationary  wash  basins  in  each  cell,  which  would  furnish 
the  prisoners  drinking  and  washing  water,  now  considered  essential  for 
their  proper  care,  especially  those  recovering  from  intoxication. 

Second,  install  a  modern  arrangement  for  flushing  the  closets  by  a 
push  button  on  the  interior  of  the  cell. 

Third,  install  electric  lights  in  addition  to  the  few  gas  jets. 

The  following  shows  the  work  of  the  police  in  this  precinct  for  the 
year  1915 : 

Arrests  for  felonies 94 

Arrests  for  misdemeanors   147 

Juvenile   delinquents    68 

Summonses  served    93 

Aided  cases  1,930 

Highway  accidents  reported 218 

Other  detained  prisoners,  estimated 600 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


146th  PRECINCT  POLICE  STATION 

67    SIXTH   AVE.,    BOROUGH   OF  BROOKLYN 

Inspected  April  18,  1916.  Oscar  P.  Himmel,  captain;  James  Walsh, 
lieutenant  at  the  desk.  The  police  force  in  this  precinct  consists  of  the 
following:  One  captain,  four  lieutenants,  seven  sergeants,  and  112  patrol- 
men including  three  attendants.  There  is  no  women's  jail  and  no  matron. 
The  women  arrested  in  this  precinct  are  taken  to  the  149th  precinct  station 
house  on  Adams  street. 

The  men's  jail  consists  of  ten  brick  cells  on  the  first  floor  of  a  two- 
story  brick  annex  in  the  rear  of  the  station  house.  They  are  placed  in  a 
double  row,  five  in  each  row,  back  to  back.  Each  cell  is  4  ft.  x  7  ft.  x  7  ft. 
and  contains  one  plank  bunk,  an  iron  closet  flushed  from  the  corridor,  and 
a  faucet  over  each  bowl,  furnishing  washing  and  drinking  water  to  the 
prisoners,  which  is  also  used  to  flush  the  toilet.  The  attendant  again 
stated  that  these  faucets  gave  them  no  trouble  from  prisoners  leaving 
the  water  running.  This  experience  is  contrary  to  the  belief  of  officials  in 
some  jails  who  are  apprehensive  that  the  faucets  will  be  left  open  by  the 
prisoners.     I   again  repeat — that   any   danger  from   such   a   source  could 
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easily  be  obviated  by  installing  faucets  which  close  automatically.  While 
such  a  faucet  is  not  as  good  as  a  stationary  wash  basin,  it  is  a  reasonably 
effective  method  of  furnishing  to  prisoners  fresh  water  for  drinking  and 
washing;  and  when  the  toilets  are  flushed  only  from  the  corridor,  these 
faucets  can  be  used  for  flushing  purposes  in  the  absence  of  the  attendant. 

Three  things  are  now  considered  indispensable  requisites  for  jails, 
viz.,  sunlight,  fresh  air,  and  pure  water.  They  are  inexpensive  and  should 
be  provided  in  every  jail.  This  jail  is  provided  with  plenty  of  outside 
windows  in  front  of  the  cells — four  windows  for  each  five  cells.  As  the 
doors  are  wider  than  usual,  being  2  ft.  6  in.  wide,  with  upright  bars  set 
4y>  in.  on  centers  and  cross  bars  7%  in.  on  centers,  the  cells  are  fairly  well 
lighted. 

The  floor  of  the  jail  is  concrete.  The  artificial  light  is  from  gas. 
Electric  light  would  be  an  improvement.  Five  of  the  cells  were  filled  with 
ballot  boxes;  at  the  time  of  the  last  inspection  four  were  so  occupied. 
These  boxes  are  stored  here  for  several  months  after  each  election.  On 
the  night  before  the  Inspection  seven  prisoners  were  held  in  this  jail, 
and  the  attendant  stated  that  sometimes  there  were  more  than  that  number 
so  that  they  had  to  be  doubled  up  on  account  of  the  cells  being  occupied 
with  ballot  boxes.  This  practice  of  using  the  cells  in  the  station  houses 
for  the  storage  of  election  materials  should  be  discontinued  and  some 
other  provision  made  by  the  city. 

The  interior  of  the  station  house  proper  was  being  renovated  by  the 
installation  of  new  plumbing,  painting  the  woodwork,  and  plastering. 

The  jail  was  clean,  showing  excellent  care. 

The  work  of  the  police  in  this  precinct  for  the  year  1915  was  as 
follows : 

Arrests  for  felonies   154 

Arrests  for  misdemeanors   1,225 

Juvenile  delinquents    88 

Aided   cases 1,808 

Summonses  served    838 

Highway  accidents  reported  671 

Other  detained  prisoners,  estimated   125 

Juveniles  are  not  locked  up  in  station  houses  but  are  committed  to  the 
Juvenile  Society.  Aided  cases  include  lost  children,  lost  women,  ambulance 
calls,  and  other  matters  requiring  some  action  by  the  police  except  those 
otherwise  mentioned.  The  practice  of  using  summonses  has  largely  super- 
seded arrests  for  violation  of  city  ordinances  and  other  minor  offenses. 
It  is  a  matter  of  public  interest  to  know  to  what  extent  summonses  are 
so  used.  Highway  accidents  reported  are  now  classed  separately.  Detained 
prisoners  are  those  arrested  in  other  precincts  or  by  detectives  and  brought 
to  this  jail. 

Resi)ectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


147th  precinct  POLICE  STATION 

17   BUTLER  ST..   BOROUGH   OF  BROOKLYN 

This  station  hsis  a  jail  which  wa.s  fully  described  in  mv  report  of  May 
Vi,  1914. 

When  I  was  in  Brooklyn  in  April.  191(5.  I  was  informed  that  this  Jail 
had  been  closed  and  was  not  in  use.  On  November  17,  1916,  I  was  informed 
by  the  Fourth  Deputy  Police  Commissioner  that  it  was  still  closed.     Male 
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prisoners  arrested  in  this  precinct  are  sent  to  the  145th  precinct  station 
at  44  Rapelyea  street,  and  the  females  to  the  150th  precinct  station  at  72 
Poplar  street. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Ohief  Inspector. 


148th  PRECINCT  POLICE  STATION 

58   AMITY    ST.,    BOROUGH    OF    BROOKLYN 

This  station  house  has  a  jail  which  was  fully  described  in  my  report 
of  May  13,  1914. 

When  I  was  in  Brooklyn  in  April,  1916,  I  was  informed  that  this  Jail 
had  been  closed  and  was  not  then  in  use  and  I  did  not  visit  it.  On 
November  17,  1916,  I  was  informed  by  the  Fourth  Deputy  Police  Commis- 
sioner that  it  was  again  in  use. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Ohief  Inspector. 


149th  PRECINCT  POLICE  STATION 

318  ADAMS   ST.,   BOROUGH   OF  BROOKLYN 

Inspected  April  13,  1916.  William  Coleman,  captain;  Cornelius  Car- 
mody,  lieutenant  at  the  desk.  The  total  number  of  officers  in  this  precinct 
is  126,  including  three  matrons  and  three  attendants. 

The  jail  consists  of  two  departments,  one  for  males  and  one  for  females, 
each  having  four  brick  cells,  4  ft.  x  8  ft.  each  cell  equipped  with  a  wooden 
bunk,  and  an  iron  closet  flushed  from  the  corridor.  The  flush  is  very 
poor.  There  is  a  skylight  over  each  corridor,  but  no  windows  in  front  of 
the  cells.  In  the  women's  department  there  is  a  small  window  at  the  end 
of  the  corridor.    The  interior  of  the  cells  is  practically  without  light. 

The  light  in  the  corridor  of  the  men's  department  has  been  somewhat 
improved  by  the  installation  of  new  glass  in  the  skylight  since  the  last  in- 
spection. There  is  a  sink  in  each  corridor,  affording  washing  and  drinking 
facilities. 

The  floor  is  concrete  and  the  jail  is  provided  with  electric  lights.  It 
was  clean.  There  has  been  no  change  since  the  last  inspection  except  the 
installation  of  new  glass  in  the  skylight  above  mentioned.  There  is  an 
additional  cell  near  the  entrance  which  can  be  used.  The  separation  of  the 
sexes  is  not  satisfactory.  The  cells  are  all  in  one  room,  back  to  back,  open- 
ing on  a  separate  corridor  with  an  open  hallway  at  the  end. 

Tliere  is  a  large  niunber  of  arrests  in  this  precinct;  sometimes  all  the 
cells  are  filled  at  night.  The  average  number  of  women  held  over  night  is 
about  thirty  a  week.  The  highest  number  at  any  one  time  recently  was 
nine.    The  number  of  male  prisoners  held  over  night  averages  about  five. 

It  appears  that  this  jail  is  inadequate  to  properly  care  for  the  prisoners 
without  assigning  two  to  a  cell.  The  jail  takes  care  not  only  of  the  women 
of  this  precinct  but  those  from  the  146th.  As  there  is  no  night  court  in 
Brooklyn,  all  prisoners  arrested  after  3.30  o'clock  in  the  afternoon  are 
detained  in  precinct  jails  until  court  opens  on  the  following  day  unless 
they  are  able  to  give  bail. 

A  more  complete  separation  of  the  sexes  should  be  provided  and  the 
following  recommendations  made  in  a  former  report,  are  renewed. 

1.  Install  windows  in  the  brick  wall  in  front  of  the  cells. 

2.  Install  water  in  each  cell  accessible  to  the  prisoners. 
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3.     Provide  for  each  closet  a  push  button  flush  from  a  tank  or  flush- 

ometer. 

The  work  of  the  police  in  this  precinct  for  the  year  1915  was  as  follows : 

Arrests  for  felonies 169 

Arrests  for  misdemeanors 2,802 

Juvenile  delinquents 103 

Summonses    served 738 

Aided  cases 2,178 

Highway  accidents  reported 516 

Other  detained  prisoners,  estimated 900 

Respectfully  submitted, 

{Signed)     GEORGE  MCLAUGHLIN, 

Chief  Inspector. 


150th  PRECINCT  POLICE  STATION 

72  POPLAR  ST.,  BOROUGH  OF  BROOKLYN 

Inspected  April  13,  1916.  Willet  F.  Barnes,  captain ;  Robert  Howe, 
lieutenant  at  the  desk.     The  number  of  officers  in  this  precinct  is  76. 

This  is  a  new  modern  fireproof  station  house,  first  occupied  in  January, 
1914.    It  was  inspected  and  fully  described  on  May  12,  1914. 

There  are  two  departments,  one  for  men  and  one  for  women.  The 
men's  jail  is  in  a  room  on  the  first  floor  and  has  ten  steel  cells,  in  two 
rows  of  five  each,  facing  separate  corridors.  Each  cell  has  a  niche  closet 
and  folding  bunk. 

When  this  building  was  constructed  each  cell  was  furnished  with  a 
stationary  wash  basin,  but  owing  to  the  character  of  the  prisoners  detained 
and  their  misuse  of  the  wash  basins  they  have  been  removed  from  the 
cells.  This  is  a  river-front  precinct  and  many  of  the  prisoners  are  of  an 
ignorant  and  reckless  class. 

There  is  an  electric  light  in  front  of  each  cell  and  two  gas  burners 
in  each  corridor.  There  is  a  large  window  at  the  end  of  each  corridor,  a 
window  over  the  top  of  the  cells,  and  one  at  the  end  of  the  utility  corridor. 

The  women's  jail,  also  on  the  first  floor,  consists  of  five  cells  of  the 
same  size  and  equipment  as  those  in  the  men's  department.  This  jail  is 
better  lighted,  having  three  windows  in  front  of  the  cells  and  one  at  the 
end  of  the  corridor.  There  is  a  shower  bath,  but  the  matron  stated  it  is 
never  used.  The  wash  basins  have  also  been  removed  from  the  women's 
cells,  the  reason  given  being  the  same  as  for  the  removal  of  those  in  the 
men's  department.  As  there  is  no  wash  basin  in  the  corridor  of  the  women's 
department,  one  should  have  been  installed  when  those  in  the  cells  were 
removed,  so  there  would  be  facilities  for  drinking  and  washing.  Now  the 
only  water  available  is  in  a  small  room  adjacent  to  the  matron's  sitting 
room  and  office,  entirely  outside  of  the  jail.  This  station  house  takes  care 
of  the  women  from  the  245th,  147th  and  148th  precincts  and  others  brought 
in  by  detectives.  The  number  of  women  prisoners  detained  over  night 
averages  three  or  four,  but  sometimes  there  are  as  manv  as  seven  or 
eight. 

The  entire  jail  is  heated  by  steam.  It  is  flushed  out  every  day  and 
was  clean.  The  work  of  the  i>olice  In  this  precinct  for  the  year  1915  was 
as  follows : 

Arrests  for  felonies 117 

Arrests  for  misdemeanors 1,010 

Juvenile   delinquents    33 
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Aided   cases    1,153 

Summonses  served    132 

Highway  accidents  reported   141 

Fires    53 

Other  detained  prisoners,  estimated 1,736 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


151st  PRECINCT  POLICE  STATION 

653  GRAND  AVE.,  BOROUGH   OF  BROOKLYN 

Inspected  December  13,  1916.  William  F.  Fennelly,  captain;  John 
Schmid,  lieutenant  at  the  desk.  The  total  police  force  at  this  precinct  is 
83,  including  two  attendants. 

This  station  house  has  no  women's  jail  and  no  women  are  detained 
here.  They  are  sent  either  to  the  149th  precinct  station  house  on  Adams 
street  or  the  155th  on  Liberty  avenue. 

This  jail  was  fully  described  in  my  report  of  October  21,  1914.  There 
are  eight  steel  cells  with  solid  fronts  except  the  doors  which  consist  of 
roimd  iron  bars  set  on  3%  inch  centers.  The  cells  receive  sunlight  from 
five  windows  in  the  outer  wall  in  front  of  them.  At  the  time  of  the  last 
Inspection  four  of  the  cells  were  occupied  by  election  boxes;  at  the  time 
of  this  inspection  five  were  so  occupied,  leaving  only  three  for  prisoners  This 
practice  of  using  station  house  cells  for  the  storage  of  election  boxes  should 
be  discontinued  and  some  other  arrangement  made.  In  this  jail  there 
are  sometimes  as  many  as  ten  prisoners  in  custody  at  one  time  and  some- 
times four  are  held  over  night.  These  figures  demonstrate  the  unwisdom 
of  filling  up  the  cells  with  election  boxes,  compelling  the  oflScers  to  crowd 
prisoners  into  the  remaining  cells. 

Since  the  last  inspection  the  undesirable  wooden  sleeping  platforms 
have  been  removed  and  folding  plank  bunks  substituted — a  very  commend- 
able improvement. 

In  my  former  report  attention  was  called  to  the  fact  that  the  jail 
had  gaslight  only  and  that  the  captain  had  asked  for  electric  lights,  not 
only  for  the  jail  but  for  the  entire  station  house.  These  lights  have  not 
yet  been  supplied. 

The  jail  was  clean,  showing  good  care. 

The  number  of  arrests  and  summonses  served  in  this  precinct  during 
1916  to  date  was  1,247;  highway  accidents  reported,  317;  aided  cases,  551 
In  addition  to  the  last  named  there  were  about  1,000  other  aided  cases  not 
formally  reported  to  the  central  office. 

Respectfully  submitted, 

(Simed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


152nd  PRECINCT  POLICE  STATION 

1661  ATLANTIC  AVE.,   BOROUGH   OF  BROOKLYN 

Inspected  December  13,  1916.  William  J.  McGrath,  acting  captain; 
James  McCormick,  lieutenant  at  the  desk.  The  total  police  force  of  this 
precinct  is  99,  including  two  male  attendants. 

There  is  no  women's  jail  and  no  women  are  detained  here,  but  are  sent 
to  the  156th  precinct  station  house  on  Liberty  avenue. 
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The  men's  jail  consists  of  a  single  room  12  ft.  x  28  ft.  There  are 
seven  steel  cells  with  perforated  tops  facing  three  good  sized  windows  in 
the  outer  walls.  Two  of  these  windows,  however,  still  continue  to  have 
immovable  wooden  shutters,  rendering  them  useless  for  lighting  purposes. 
The  result  is  that  the  entire  jail  is  dark  and  the  interior  of  the  cells  practi- 
cally wi1:hout  daylight.  I  recommended  in  my  former  rei>ort  that  these 
shutters  be  removed;  that  if  deemed  necessary  to  obstruct  the  view  that 
the  purpose  of  these  wooden  shutters  was  to  keep  people  from  looking  in  on 
the  prisoners.  I  again  strongly  urge  that  these  shutters  be  removed,  as 
they  convert  this  jail  into  a  dungeon.  There  is  also  a  skylight,  but  as  it 
is  placed  over  the  cells  it  gives  some  light  to  the  corridor  but  none  to  the 
interior  of  the  cells.  When  cells  are  to  be  lighted  by  a  skylight  the  tops 
of  the  cells  should  be  made  of  round  or  square  bars  set  on  5  inch  centers 
so  as  to  admit  light  from  the  skylight ;  otherwise,  the  skylight  is  useless 
for  light  in  the  cells.  Perforated  cell  tops  help  the  ventilation  but  are 
practically  negligible  for  light.  Each  cell  has  an  old  iron  closet  which  is 
flushed  from  the  corridor  only  and  the  flush  continues  to  be  very  poor  and 
weak.  A  better  flush  should  l>e  provided.  The  floor  sleeping  platforms 
formerly  used  have  been  removed  and  folding  bunks  substituted — a  decided 
improvement.  The  only  drinking  and  washing  facilities  are  from  the  sink 
in  the  corridor. 

The  jail  was  clean,  showing  good  care. 

The  number  of  prisoners  detained  here  varies.  Sometimes  there  are 
eight  or  nine,  sometimes  none.  I  was  informed  the  number  held  over  night 
averages  about  one.  The  work  of  the  police  in  this  precinct  for  1916  to 
date  was  as  follows : 

Number  of  arrests  and  summonses  served  (about  one-third  of  which 
wa^  summonses),  830;  highway  accidents  reported,  285;  aided  cases 
numbered  on  the  record,  680,  in  addition  to  which  were  about  1.240  other 
aided  cases :  number  of  complaints  investigated,  960. 

RECOMMENDATIONS 

1.  Remove  the  wooden  shutters  from  the  windows. 

2.  Install  new  one  piece  closets  in  the  cells  and  provide  each  with  a 
tank  flush  operated  with  a  push  button  in  the  cell. 

Respectfully  submitted, 

(Signed)     GEORCJE  McLAUGHLIN, 

Chief  Inspector. 


153RD  PRECINCT  POLICE  STATION 

484  LIBERTY  AVE.,   BOROUGH   OF   BROOKLYN 

Inspected  December  1.0,  1916.  Thomas  Donahue,  captain :  John  TjRW, 
lieutenant  at  the  desk.  The  total  police  force  of  this  precinct  is  150,  includ- 
ing two  male  attendants  and  two  matrons. 

This  jail  is  a  one-story  brick  building  in  the  rear  of  the  station  house. 
The  men's  department  consists  of  a  room  about  12  ft,  x  40  ft.,  with  eight 
steel  cells  with  perforate<l  tops  and  solid  fronts  except  the  doors  which 
consist  of  iron  bars  set  on  SV2  inch  centers.  Each  cell  has  a  toilet.  The 
ceiling  is  10  ft.  high  and  the  corridor  in  front  of  the  cells  5  ft.  wide.  There 
are  four  good  sized  windows  in  front  of  the  cells  and  one  at  the  end  of 
the  corridor.  The  artificial  light  is  from  five  gas  jets.  The  dilapidated  in- 
sanitary condition  of  the  cell  floor  still  continues  and  the  undesirable  floor 
sleeping  platforms  are  still  in  use.  I  was  informed,  however,  that  a  contract 
had  l>een  let  for  new  cell  floors,  for  the  installation  of  folding  bunks  in  the 
cells,  for  a  metal  ceiling  for  the  entire  cell  room,  for  the  installation  of 
electric  lights  in  place  of  gas.  and  for  repainting  the  entire  Interior.    The 
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wiring  for  the  electric  light  has  been  installed.  These  are  all  needed  and 
commendable  improvements. 

The  jail  was  as  clean  as  it  could  well  be  considering  the  condition  of 
the  cell  floors. 

The  number  of  prisoners  in  the  men's  department  averages  about  six  a 
ni^ht.  I  was  informed.  On  the  previous  Sunday  night  there  were  fifteen. 
Init  this  was  exceptional.  Many  are  bailed  out  after  being  detained  a  few 
hours. 

The  women's  jail  consists  of  two  cells  with  the  matrons'  room  adja- 
cent. The  light  is  from  a  skylight  only.  There  are  not  many  women  de- 
tained here:  the  matron  stated  there  had  only  been  three  since  December 
first. 

A  great  many  lost  children  in  this  precinct  are  brought  in  by  the 
police  and  cared  for  by  the  matrons  and  are  usually  called  for  by  the 
parents  before  they  are  sent  to  the  children's  society. 

The  improvements  mentioned  are  also  to  be  installed  in  the  depart- 
ment for  women. 

The  work  of  the  police  in  this  precinct  for  the  year  1916  was  as 
follows:  Number  of  arrests  and  summonses  served.  2,099,  about  two- 
thirds  of  which  were  summonses ;  highway  accidents  reported,  400  ;aided 
cases  numbered.  1.021 ;  complaints.  1.311.  In  addition  there  were  about 
2,000  minor  aided  cases,  record  of  which  is  not  sent  to  headquarters  but 
receives  the  attention  of  the  police. 

Respectfully  submitted. 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


154th  PRECINCT  POLICE  STATION 

16  RALPH   AVE.,    BOROUGH    OF  BROOKLYN 

Inspected  November  22,  1916.  David  Kane,  captain;  William  Young, 
lieutenant  at  the  desk.  The  number  of  officers  in  this  precinct  is  105. 
There  is  no  jail  for  women  and  no  matron ;  the  women  are  sent  to  the  135tli 
precinct  station  house. 

The  jail  is  located  in  a  one-story  brick  annex  in  the  rear  of  the  sta- 
tion house  and  contains  seven  steel  cells  with  barred  doors  consisting  of 
round  bars  set  on  4  inch  centers.  They  face  three  large  windows  in  the 
outer  wall.  There  is  also  a  skylight  over  the  corridor.  The  floor  platforms 
in  the  cells  have  been  replaced  by  wooden  folding  bunks,  a  commendable 
improvement.  The  floor  outside  the  cells  is  wood ;  a  concrete  floor  is 
much  more  desirable  for  a  jail. 

Each  cell  has  a  toilet  flushed  from  the  corridor  only,  on  the  faucet 
plan ;  that  is.  the  water  runs  while  the  faucet  is  held  open.  This  never 
makes  a  satisfactory  flush.  A  tank  flush  with  a  push  button  is  a  much  bet- 
ter arrangement.  Electric  lights  should  also  be  substituted  for  gas  jets. 
The  jaU  was  clean,  showing  excellent  care. 

The  average  number  of  prisoners  held  in  this  jail  over  night  is  about 
two,  I  was  told.  The  majority  of  arrests  is  during  the  day  and  they  are 
at  once  taken  to  court. 

The  work  of  the  police  in  this  precinct  during  the  year  1916  to  date 
of  inspection  was  as  follows : 

Arrests  and  summonses  served  1.613 

Highway  accidents   447 
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Aided   cases    953 

The  captain  stated  that  of  the  arrests  and  summonses  about  three- 
fourths  were  the  latter. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


155th  PRECINCT  POLICE  STATION 

627    GATES    AVE.,    BOROUGH    OF    BROOKLYN 

Inspected  November  22,  1916.  William  H.  Sullivan,  captain;  William 
Withers,  lieutenant  at  the  desk.  The  total  number  of  officers  in  this  pre- 
cinct is  86,  including  two  attendants.  There  are  also  two  matrons  and  a 
cfiretaker.  At  the  time  of  inspection  one  of  the  matrons  was  ill  and  only 
one  working;  she  was  on  duty  from  midnight  to  8  A.  M.  The  women 
arrested  in  this  and  in  all  the  other  precincts  of  the  ninth  district  are 
detained  in  this  jail.  The  average  number,  I  was  informed,  was  two  or 
three  a  day.  As  Brooklyn  now  has  a  night  court  for  women  all  women 
anested  before  midnight  are  immediately  sent  to  court,  except  those 
charged  with  felony. 

The  women's  jail  has  four  cells,  each  with  a  toilet  and  folding  bunk. 
The  bunks  are  new,  superseding  the  swinging  bunks  formerly  used.  The 
light  in  the  cells  is  from  a  window  at  the  end  of  the  corridor  and  a  sky- 
light over  them.  The  only  water  for  washing  and  drinking  purposes  is 
from  a  faucet  in  the  corridor. 

The  men's  jail  consists  of  four  single  and  two  double  cells,  each  having 
a  folding  bunk,  and  toilet  flushed  automatically  every  ten  minutes  when 
the  flushing  arrangement  is  left  in  operation.  The  cells  have  open  fronts 
and  perforated  tops  and  receive  sunlight  from  three  windows  in  front  of 
them  and  two  skylights  over  the  corridor.  There  is  also  a  window  at  the 
end  of  the  corridor. 

B  th  jails  have  electric  lights,  steam  heat,  and  concrete  floors.  This 
jail  is  quite  modern  and  fairly  satisfactory.  It  was  clean,  showing  good 
care. 

The  number  of  men  detained  averages  about  three  a  day.  The  work 
of  the  uniformed  force  in  thi.s  precinct  for  the  year  1916  to  date  was  as 
follows : 

Arrests  and  summonses  served  860 

Aided  cases  570 

Highway  accidents   325 

Complaints    investigated 887 

Respectfully  submitted, 

(Biffned)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


156th  PRJECINCT  POLICE  STATION 

298  CLASSON  AVE.,  BOROUGH  OF  BROOKLYN 

Inspected  November  22,  1916.  John  Becker,  captain ;  M.  J.  Murphy, 
lieutenant  at  the  desk.  The  numl>er  of  police  officers  in  this  precinct  is 
80,  including  two  male  attendants.  There  is  no  women's  jail  and  no  matron. 
No  women  are  detained  here,  but  are  sent  to  the  155th  precinct  station 
house.  There  is  now  in  Brooklyn  a  night  court  for  women  and  very  few 
women  are  detained  over  night. 
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The  jail  consists  of  eight  steel  cells,  four  on  each  side,  back  to  back; 
four  on  one  side  face  three  outside  windows  and  there  is  a  window  at  the 
end  of  the  corridor ;  the  other  four  face  a  dead  wall  with  a  window  at  the 
end  of  the  corridor.  Half  of  the  cells  are  fairly  well  lighted ;  the  others 
are  quite  dark.  The  four  light  cells  were  filled  with  ballot  boxes  which 
have  to  be  kept  for  six  months  after  election.  The  selection  of  the  four 
licjht  cells  for  such  purpose,  leaving  the  four  dark  ones  for  prisoners  shows 
either  carelessness  or  lack  of  judgment  on  the  part  of  some  one.  I  was 
informed  by  the  lieutenant  at  the  desk  that  a  room  is  being  fitted  up  in  the 
basement  for  the  storage  of  these  boxes  and  that  they  would  be  removed 
from  the  cells  in  a  very  short  time. 

This  jail  remains  in  practically  the  same  condition  as  at  the  time  of 
my  last  inspection  in  May,  1914,  except  that  electric  lights  have  been  sub- 
stituted for  gas,  a  commendable  improvement.  The  wooden  platforms 
covering  the  entire  floor  of  the  cells  are  still  in  use.  Folding  bunks  should 
be  substituted.  These  platforms  are  objectionable,  as  explained  in  my 
former  reports.  They  are  not  in  use  anywhere  except  in  Brooklyn.  In 
several  of  Ih^  precinct  .iail>  folding  bunks  liavo  i^eon  instnlled  sinr.'^  rav 
last  inspection. 

The  number  of  prisoners  held  over  night  in  these  cells  averages  about 
85  or  40  a  month  besides  numerous  day  prisoners. 

The  work  of  the  uniformed  force  in  this  precinct  from  January  1st  to 
date  was  as  follows : 

Arrests  and  summonses  served 808 

Aided  cases   579 

The  method  of  bookkeeping  since  January  1,  1916,  is  somewhat  differ- 
ent in  the  precinct  station  houses  than  formerly.  Heretofore,  the  arrests 
for  felonies,  arrests  for  misdemeanors,  arrests  for  juvenile  delinquents, 
and  the  summonses  served  were  nimibered  in  separate  series,  so  that  the 
last  number  on  the  book  showed  the  number  of  arrests  for  the  year  of  that 
class  of  offenders.  Now  they  are  numbered  consecutively  without  dis- 
tinction and  the  last  figure  given  means  the  total  number  of  arrests  for 
felonies,  misdemeanors,  juvenile  delinquents,  and  summonses  served.  There 
is  also  a  large  number  of  aided  cases  not  niunbered  and  the  total  aided 
cases  are  usually  about  three  times  those  numbered.  The  foregoing  figures 
do  not  include  the  highway  accidents  reported  nor  complaints  investigated 
in  this  precinct. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


157th  PRECINCT  POLICE  STATION 

132   FLUSHING   AVE.,   BOROUGH   OF   BROOKLYN 

Inspected  November  24,  1916.  Louis  Kreuscher,  captain :  Tobias  Man- 
seVi,  acting  lieutenant  at  the  desk.  The  number  of  oflScers  in  this  precinct 
is  54.  No  women  are  detained  here  but  are  sent  to  the  155th  precinct  sta- 
tion house.    The  women's  jail  is  not  in  use. 

The  men's  jail  is  a  one-story  brick  annex  in  the  rear  of  the  station 
house.  The  larger  jail  is  now  used  for  men  and  contains  eight  steel  cells 
with  barred  doors  and  perforated  tops.  The  wooden  floor  platforms  in 
stead  of  bunks  are  still  in  use.  Each  cell  has  a  toilet  with  a  flush  which 
was  very  weak.  The  floor  of  the  cells  is  steel  and  that  in  the  corridor  con- 
crete. The  sunlight  is  from  four  windows  in  the  outer  wall  facing  the  cells 
The  only  washing  nnd  drinking  facilities  are  from  a  faucet  over  a  sink  in 
the  corridor. 
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As  stated  in  my  former  report,  this  building  is  well  adapted  for  a  mod- 
ern jail  and  with  few  inexpensive  improvements  could  be  modernized.  Fold- 
ing bunks  should  be  substituted  for  the  old  insanitary  wooden  platforms; 
a  stationary  wash  basin  installed  in  each  cell  with  a  faucet  which  would 
automatically  close ;  the  closets  should  be  flushed  from  individual  tanks  by 
a  push  button  in  the  cell.  Otherwise,  the  jail  was  in  good  condition  and 
clean,  showing  good  care. 

The  number  of  prisoners  held  over  night  averages  about  twenty  a 
month,  I  was  informed.    There  are  also  a  few  day  prisoners. 

The  station  house  was  without  coal  and  without  heat  on  the  day  of 
inspection,  and  had  been  in  this  condition  since  six  o'clock  Wednesday 
morning,  the  22nd.  The  weather  during  these  two  days  had  been  quite  win- 
try. When  such  a  condition  prevails  no  prisoners  should  be  allowed  in  the 
cells  but  should  be  removed  at  once  to  some  station  house  properly  heated. 

The  work  of  the  uniformed  police  in  this  precinct  during  1916  to  date 
V5  as  as  follows : 

Arrests  for  felonies   38 

Arrests  for  misdemeanors   243 

Juvenile   delinquents    14 

Summonses  served    413 

Aided  cases  623 

Highway  accidents   154 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

1 


158th  PRECINCT  POLICE  STATION 

148  VERNON  AVE.,  BOEOUGH  OF  BROOKLYN 

Inspected  November  22,  1916.  Lincoln  Gray,  captain ;  Daniel  O'Connor, 
lieutenant  at  the  desk.  The  other  officers  consist  of  three  lieutenants, 
six  sergeants,  fifty-five  patrolmen,  and  one  clerk.  There  is  no  women's 
jail  and  no  matron.  The  women  are  sent  to  the  155th  precinct  station 
house. 

The  jail  is  located  in  a  brick  annex  in  the  rear  of  the  station  house 
and  contains  eight  steel  cells  in  two  rows,  back  to  back.  This  jail  was 
fully  described  in  my  report  in  May.  1914,  and  remains  in  practically  the 
same  condition.  The  cells  on  one  side  are  well  lighted  with  three  large 
windows  in  front  of  them  and  one  at  each  end  of  the  corridor.  The  other 
four  cells  are  lighted  from  windows  at  the  end  of  the  corridor.  This  light 
does  not  penetrate  the  interior  of  the  cells.  I  was  informed  by  the  attend- 
ant that  the  light  cells  are  now  used  in  preference  to  the  dark  ones  and 
the  latter  are  only  used  when  the  number  of  prisoners  in  custody  exceeds 
four,  which  is  not  very  often,  as  the  average  number  of  prisoners  detained 
over  night  is  about  fifteen  a  week,  including  those  brought  in  by  the  seventh 
detective  bureau. 

The  artificial  light  is  gas.  The  toilets  can  only  be  flushed  from  the 
corridor  and  the  flush  is  very  inadequate.  The  floor  platforms  still  con- 
tinue to  be  used  in  these  cells. 

The  work  of  the  uniformed  police  in  this  precinct  for  the  year  1916 
to  date  of  inspection  was  as  follows: 

Arrests  and  summonses 1,447 

Aided   cases    699 

Highway  accidents   287 
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Complaints  investigated    676 

BECOMMENDATIONS  : 

(1)  Install  folding  bunks  in  place  of  the  floor  platforms. 

(2)  Install  better  flushing  facilities  for  the  closets. 

(3)  Install  electric  light  in  place  of  gas. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


159TH  PRECINCT  POLICE  STATION 

2  LEE  AVE.,   BOROUGH  OF  BROOKLYN 

Inspected  November  24,  1916.  Francis  Creamer,  captain;  John 
Rogers,  lieutenant  at  the  desk.  The  number  of  police  officers  In  this  pre- 
cinct is  71.  There  is  no  women's  jail  and  no  matron.  The  women  are 
sent  to  the  162nd  precinct  station  house. 

The  men's  jail  is  located  in  a  one-story  brick  annex  in  the  rear  of  the 
station  house  and  contains  seven  steel  cells  facing  three  large  windows. 
There  is  also  another  window  at  the  end  of  the  corridor  and  a  skylight 
over  the  corridor.  The  cells  have  barred  doors  and  perforated  tops.  Each 
cell  has  a  toilet  and  a  sleeping  platform  over  the  entire  cell  floor  and  is 
used  in  place  of  a  bunk.  Electric  lights  have  already  been  installed  in  the 
jail  in  place  of  gas  jets,  a  desirable  and  commendable  improvement.  The 
officials  of  most  of  the  other  station  houses  which  I  visited  are  expecting 
this  improvement  to  be  made  in  their  jails.  The  jail  was  clean  through- 
out,, showing  good  care. 

The  average  number  of  inmates.  I  was  told,  is  about  three  or  four  a 
night.  Those  arrested  during  the  day  are  taken  to  the  day  court  and 
those  arrested  after  4  o'clock  are  held  until  the  next  morning.  The  clerk 
gave  me  a  detailed  statement  of  the  arrests  in  this  precinct  for  the  present 
year  to  date  as  follows : 

Arrests  for  felonies 52 

Arrests  for  misdemeanors 564 

Juvenile  delinquents 50 

Summonses    served 867 

Aided  cases 664 

Highway  accidents   213 

RECOMMENDATIONS 

I  repeat  the  recommendations  made  in  my  former  report  as  follows: 
Substitute  a  folding  bunk  for  the  floor  platforms  in  the  cells. 
Install  drinking  and  washing  facilities  in  the  cells. 
With  these  improvements  this  jail  would  be  quite  modern  and  fairly 
satisfactory. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

160TH  PRECINCT  POLICE  STATION 

263   BEDFORD   AVE.,    BOROUGH    OF  BROOKLYN 

Inspected  November  24,  1916.  George  Wakefield,  captain;  Michael 
Ilemlng,  lieutenant  at  the  desk.  The  number  of  officers  in  this  precinct 
is  102,  including  two  attendants.     There  is  no  women's  jail  here,  women 
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being  sent  to  the  162nd  precinct  station  liouse. 

The  men's  jail  is  located  in  a  one-story  brick  annex  in  the  rear  of  the 
station  house.  There  are  ten  cells  in  two  rows,  five  on  each  side,  back  to 
back.  On  the  south  side  are  three  windows  in  front  of  the  cells  and  one 
at  the  end  of  the  corridor.  The  daylight  for  the  cells  on  the  north  side  is 
from  a  window  at  the  end  of  the  corridor  only.  Those  on  the  south  side 
are  light  and  are  the  ones  mostly  used,  I  was  informed.  The  others  are 
dark.  Each  cell  has  a  toilet  flushed  by  a  wheel  faucet  in  the  corridor. 
This  wheel  can  be  reached  by  the  prisoner  so  he  can  flush  his  own  toilet. 
The  bunk  arrangement  is  the  objectionable  low  wooden  platforms  covering 
the  entire  cell  floor.  There  is  a  sink  with  running  water  in  the  corridor. 
The  artificial  light  is  gas,  but  the  officials  expect  that  electricity  will  soon 
be  installed,  as  has  recently  been  done  in  several  police  stations  in  Brooklyn, 
including  the  jails. 

The  jail  was  clean,  showing  excellent  care.  Usually  there  are  three  or 
four  prisoners  held  over  night,  also  a  few  day  prisoners.  On  Saturday 
night  the  number  is  usually  seven  or  eight. 

The  work  of  the  imiformed  police  in  this  precinct  for  the  year  1916  to 
date  of  inspection  was  as  follows : 

Arrests  and  summonses  served 2,454 

Aided  cases 885 

Highway  accidents 264 

Complaints    investigated 760 

In  addition  to  the  above  aided  cases  there  were  about  2500  ambulance 
and  other  minor  aided  cases. 

RECOMMENDATIONS 

The  improvements  needed  in  this  jail  are  the  installation  of  modern 
folding  bunks  Instead  of  the  present  insanitary  wooden  platforms,  and 
either  stationary  wash  basins  in  each  cell  with  faucets  automatically 
closing  or  else  faucets  over  the  toilets  so  as  to  furnish  prisoners  with 
washing  and  drinking  water. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


161  ST  PRECINCT  POLICE  STATION 

145   GBEENPOINT  AVE.,    BOROUGH   OF   BROOKLYN 

Inspected  November  24,  1916.  John  J.  Noble,  captain ;  John  H.  Lan- 
aghan,  lieutenant  at  the  desk.  The  number  of  officers  in  this  precinct  is 
53,  No  women  are  detained  here  but  are  sent  to  the  162nd  precinct  station 
house. 

This  jail  is  located  in  a  one-story  brick  annex  in  the  rear  of  the  sta- 
tion house  and  contains  eight  steel  cells  in  two  rows,  four  on  each  side. 
The  floor  of  the  cells  is  metal  and  that  of  the  room  outside  the  cells  is 
wood,  an  undesirable  floor  for  a  jail.  The  doors  of  the  cells  are  round  bars 
set  on  3-inch  centers;  the  rest  of  the  cell  is  solid  steel  plate.  Each  cell  has 
a  toilet.  All  the  toilets  are  flushed  with  one  tank  at  the  top  of  the  cells. 
The  flush  is  very  weak ;  it  is  oi^erated  by  turning  a  wheel  faucet  in  the 
corridor  not  accesible  to  the  prisoners.  The  cells  are  e(iuippe<l  with  the 
objectionable  low  wooden  platforms  covering  the  entire  floor,  and  in  this 
case  there  is  a  wooden  head  rest.  The  cell  as  eiiuipped  does  not  furnish  any 
place  for  a  prisoner  to  sit  down,  and  as  tb<\v  ;ire  frequently  confined  in 
these  cells  from  4  o'clock  in  the  afternoon  until  9  or  10  the  next  day  a 
place  on  which  to  sit  should  be  furnished.     A  folding  bunk  is  much  more 


STATE  COMMISSION  OF  PRISONS  177 

desirable  and  much  more  easily  kept  clean  and  in  sanitary  condition. 
These  platforms  are  frequently  taken  out  and  scalded  in  order  to  keep  them 
free  from  bugs  and  disease  germs.  There  is  a  sink  in  the  corridor  with  hot 
and  cold  water  faucets.  The  cells  receive  daylight  from  three  outside  win- 
dows on  each  side,  which  give  good  light  to  the  cells  on  one  side,  but  the 
other  side  is  so  shadowed  by  a  large  brick  building  that  it  is  dark. 

The  average  number  of  prisoners  held  in  this  jail  over  night  is  four  or 
live,  and  on  Saturday  night  there  are  usually  from  ten  tx)  fifteen.  The  work 
of  the  police  force  in  this  precinct  during  the  year  1916  to  date  of  inspection 
was  as  follows : 

Arrests  and  summonses  served 1,353 

Aided  cases 817 

Highway  accidents 244 

Complaints    investigated 543 

About  one-third  of  the  first  item  above,  the  captain  stated,  was  sum- 
monses and  that,  including  the  minor  aided  and  ambulance  cases,  the  total 
number  of  aided  cases  would  be  about  2500. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspecti 


162XD  PRECINCT  POLICT  STATION 

43    HERBERT   ST.,   BOROUGH   OF  BROOKLYN 

Inspected  November  24.  1916.  Adolph  Ahlers,  acting  captain ;  Joseph 
Beiz,  acting  lieutenant  at  the  desk.  The  number  of  oflBcers  in  this  precinct 
is  69.  No  men  are  detained  here  but  are  sent  to  the  160th  precinct  station 
house.  Women  arrested  in  the  159th,  160th,  161st,  162nd  and  163rd  pre- 
cincts, if  detained  are  brought  to  this  station  house. 

The  little  jail  of  two  cells  formerly  used  for  women  is  no  longer  used 
aod  the  larger  jail  of  eight  cells,  formerly  used  for  men,  is  now  used  for 
women.  These  eight  cells  are  in  one  row  facing  four  good  sized  outside 
windows.  There  is  also  a  skylight  over  the  cells.  The  floor  of  the  cells  is 
metal  and  that  of  the  room  outside  of  the  cells  is  concrete.  The  doors  of 
the  cells  are  barred  and  the  tops  perforated ;  the  rest  is  solid  steel.  Each 
cell  has  a  toilet  and  one  of  those  objectionable  low  wooden  platforms  covers 
the  entire  floor  in  place  of  a  bunk.  In  order  to  keep  them  clean  and  free 
from  bugs  and  disease  germs  they  are  taken  out  and  scalded  every  time 
they  are  used.  There  is  a  small  iron  sink  with  faucet  in  the  corridor.  New 
plumbing.  I  was  informed,  has  recently  been  installed  throughout  the  sta- 
tion house  except  the  jail.  The  artificial  light  is  gas,  but  it  is  expected 
that  the  city  will  soon  install  electricity  as  has  recently  been  done  in 
several  of  the  other  station  houses. 

There  is  now  a  night  court  for  women  in  Brooklyn  and  all  women 
arrested  before  midnight  except  those  charged  with  felony  are  immediately 
taken  to  court.  Women  charged  with  felony  arrested  after  four  o'clock  in 
the  afternoon  and  all  of  the  women  arrested  after  midnight  are  held  in 
the  station  house  for  morning  court  unless  they  give  bail.  The  number 
seldom  exceetls  two  or  three  a  night  I  was  informed. 

The  jail  was  clean,  showing  good  care.  It  still  needs  painting.  The 
work  of  the  nniformed  police  during  1916  to  date  of  inspection  was  as 
follows : 

Arrests  and  summonses  served   762 
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Aided  cases  • 481 

Highway  accidents   155 

Complaints  investigated 367 

The  captain  stated  that  about  60  per  cent,  of  the  first  item  was  sum- 
monses, 30  per  cent,  arrests  on  charges  of  misdemeanors,  and  the  remaining 
10  per  cent,  on  charges  of  felony.  There  is  also  a  large  number,  approxi- 
mately 1000,  of  minor  aided  cases  not  included  in  the  above  figure. 

RECOMMENDATIONS 

(1)  Repaint  the  interior  of  the  jail. 

(2)  Discard  the  objectionable  floor  sleeping  platform  and  install 
folding  bunks  in  place  thereof. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


163rd  PRECINCT  POLICE  STATION 

171    BUSHWICK    AVE.,    BOROUGH    OF    BROOKLYN 

Inspected  No\'ember  24,  1916.  John  Kelly,  captain ;  Joseph  Fancy, 
lieutenant  at  the  desk.  The  number  of  officers  in  this  precinct  is  71.  There 
is  no  women's  jail  and  no  matron ;  the  women  are  sent  to  the  162nd  precinct 
station  house. 

The  men's  jail  consists  of  five  brick  cells.  They  are  much  larger 
than  most  of  the  steel  cells  in  the  various  precincts,  each  being  6  ft.  x  8  ft. 
X  9  ft.  high.  Each  has  a  toilet  and  wooden  bunk.  The  toilet  is  flushed 
from  the  corridor.  There  is  a  faucet  over  the  toilet,  furnishing  to  the 
prisoner  water  for  washing  and  drinking  purposes:  he  can  also  use  it  for 
flushing  if  necessary.  This  is  a  more  desirable  arrangement  than  a  faucet 
in  the  corridor  inaccessible  to  the  prisoner. 

Several  improvements  have  been  made  to  this  jail  since  the  last 
inspection.  The  inside  of  the  cell  room  and  of  the  cells  has  been  repainted 
a  light  color.  The  gas  jets  have  been  furnished  with  globes  and  mantles. 
The  large  building  formerly  standing  at  the  end  of  the  cell  room  and  also 
the  large  building  at  the  rear  of  the  cells  have  been  torn  down.  They  for- 
merly shadowed  the  big  window  at  the  end  of  the  corridor  and  the  small 
windows  in  the  rear  of  the  cells  so  as  to  make  the  jail  very  dark  and  their 
removal  has  greatly  improved  the  light.  The  large  window  at  the  end  of 
the  corridor  now  lets  in  a  flood  of  light  and  the  small  outride  windows  in 
the  cells  not  only  give  them  ventilation  but  also  make  them  fairly  light. 

The  jail  was  very  clean,  showing  excellent  care.  Not  many  prisoners 
are  held  in  tliis  station  house  over  night,  about  four  a  week  on  an  average, 
1  was  told,  and  from  seven  to  ten  day  prisoners  a  week. 

The  work  of  the  police  in  this  precinct  for  the  year  1916  to  date  of 
inspection  was  as  follows : 

Arrests  and  summonses  served  1,966 

Highway  accidents   309 

Aided    cases    953 

Complaints  investigated    859 

Many  of  the  complaints  are  investigated  by  the  detective  force  and 
not  by  the  regular  uniformed  officers. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 
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164th  PRECINCT  POLICE  STATION 

179   HAMBURG  AVE.,    BOROUGH   OF  BROOKLYN 

luspected  November  22,  1916.  Jacob  Van  Wagoner,  captain ;  Thomas 
Burkett,  lieutenant  at  the  desk.  The  total  number  of  officers  in  this  pre- 
cinct is  122.  No  women  are  detained  here  but  are  sent  to  the  155th  pre- 
cinct station  house  and  the  two  cells  for  women  are  not  now  in  use. 

The  men's  jail  consists  of  six  single  and  one  double  steel  cells.  The 
floor  of  the  cells  is  steel ;  the  fronts  are  solid  except  the  doors  which  consist 
of  round  bars  set  on  4%  inch  centers.  The  cells  are  lighted  by  three  win- 
dows in  the  front  and  one  at  the  end  of  the  corridor.  There  are  also  two 
small  skylights.  Each  cell  has  a  toilet  flushed  by  a  wheel  faucet  in  the 
corridor.  There  is  a  faucet  in  the  corridor  for  drinking  and  washing  water 
but  no  sink  or  basin.  Each  cell  has  a  wooden  folding  bunk.  The 
jail  has  electric  light. 

The  average  number  of  prisoners  detained  here,  I  was  informed,  is 
about  four  a  day.  Some  of  the  cells  were  filled  with  ballot  boxes  from 
sixty-three  polling  places. 

The  work  of  the  uniformed  police  in  this  precinct  for  1916  to  date  of 
inspection  was  as  follows : 

Arrests  and  summonses  served 1,225 

Highway  accidents   353 

Aided  cases 901 

The  captain  stated  that  about  one-third  of  the  first  item  was  summonses. 

RECOMMENDATIONS 

(1)  Fix  the  flushing  arrangement  so  that  each  prisoner  can  flush 
his  own  toilet,  and  place  drinking  and  washing  water  accessible  to  the 
prisoner,  either  by  a  faucet  over  the  toilet  with  a  self  closing  attachment 
or  stationary  wash  basin. 

(2)  Provide  other  storage  rooms  for  ballot  boxes. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


1G5TH  PRECINCT  POLICE  STATION 

2  IJBERTY  A\^.,  BOROUGH  OF  BROOKLYN 

Inspected  December  13,  1916.  Isaac  Frank,  captain ;  Patrick  Brady, 
lieutenant  at  the  desk.  The  total  force  of  this  precinct  is  113,  which  in- 
cludes two  male  attendants  and  three  matrons. 

This  is  a  very  large  precinct  and  contains  separate  jails  for  men  and 
women.  The  women's  jail  has  seven  steel  cells,  each  equipped  with  a  steel 
bimk  with  latticed  bottom  and  a  toilet.  The  only  sunlight  is  from  a  sky- 
light near  the  front  end  of  the  corridor  which  makes  the  first  four  cells 
fairly  light,  but  the  other  three  are  quite  dark.  The  corridor  in  front  of 
the  cells  is  about  7  ft.  wide  and  the  ceiling  9  ft.  high.  The  only  washing 
and  drinking  facilities  are  from  a  sink  in  one  of  the  back  cells.  This  cell 
is  not  used  except  as  a  wash  room. 

This  station  also  takes  care  of  women  arrested  in  the  152nd,  153rd, 
154th,  155th  and  166th  precincts.  Tlie  number  of  women  ranges  from  three 
to  five  a  day.  As  there  is  now  a  night  court  in  Brooklyn,  all  women  arrested 
before  12  o'clock  at  night  are  sent  to  court  at  once  if  in  condition  to  be 
arraigned.  The  matron  stated  that  she  used  the  Light  cells  mostly.  The 
other  cells  were  not  used  except  when  the  light  cells  were  occupied.  There 
is  a  good  matrons'  room  adjacent  to  the  women's  department. 
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There  are  a  great  many  lost  children  in  this  district.  I  was  told 
they  average  about  ten  a  day  in  the  summer  season.  They  are  cared  for 
by  the  matron. 

The  men's  jail  contains  fourteen  steel  cells  with  solid  fronts,  except  the 
doors  and  a  section  above  the  doors,  which  have  iron  bars  set  on  4  inch 
centers.  The  corridor  is  7  ft.  wide  and  the  ceiling  15  ft.  high.  The  cell 
room  contains  eight  windows,  but  as  they  are  set  back  of  the  cells  they  do 
not  give  any  sunlight  in  the  cells  and  but  little  in  the  corridor. 

This  is  a  one-story  brick  building  in  the  rear  of  the  station  house  and 
could  be  made  into  a  modern  jail  by  turning  the  cells  around  so  they  would 
face  the  windows. 

Both  departments  have  concrete  floors,  steam  heat,  electric  light  and 
gas.  All  the  cells  have  steel  bunks  with  latticed  bottoms  and  each  is 
furnished  with  one  piece  toilet  which  has  a  good  flush.  The  glass  roof 
over  the  skylight  in  the  women's  jail  is  in  fairly  good  condition,  but  under 
this  is  a  flat  partition  of  glass.  This  lower  glass  still  continues  to  be 
black  vrlth  dirt  and  obstructs  the  light;  it  should  be  cleaned  or  removed 
and  clear  glass  substituted. 

The  number  of  prisoners  ranges  from  one  to  fifteen  a  day.  This  pre- 
cinct takes  care  of  all  prisoners  of  the  166th  precinct  and  arrests  made  by 
the  7th  branch  detectives  in  this  precinct.  This  made,  last  year,  about 
1,500  or  an  average  of  about  five  a  day. 

Both  jails  were  clean,  showing  good  care. 

The  work  of  the  police  in  this  precinct  for  1910  to  date  was  as  fol- 
lows :  Number  of  arrests  and  summonses  served,  2,739 ;  aided  cases,  3,420 : 
hij^hway  accidents  reported,  586:  complaints  investigated.  1.604.  The 
Cijptain  stated  that  about  fifty  per  cent,  of  the  item  of  arrests  and  sum- 
monses was  for  summonses. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAIKiHLIN. 

Chief  Instpector. 


167th  PRECINCT  POLICE  STATION 

FLATBUSH 
35  SNYDER  AVE..  BOROUGH  OF  BROOKLYN 

Inspected  April  18.  1916. 

The  jail  at  this  station  house  has  been  discontinued  and  all  males 
arrested  in  this  precinct  are  taken  to  the  172nd  precinct  station  house  on 
Lawrence  avenue  and  the  women  to  the  165th  precinct  station  house  on 
Liberty  avenue. 

The  Seventh  District  Court  is  held  in  this  station  house  and  has  three 
court  pens  in  the  basement.  There  are  four  rooms,  two  of  which  were 
formerly  used  by  the  police  and  two  by  the  court,  but  since  the  police  jail 
has  been  closed  three  of  them  are  used  by  the  court — one  for  women  and 
two  for  men.  They  are  all  inside  rooms  and  were  considered  too  insanitary 
to  be  continued  as  a  jail  by  the  Police  Department  but  they  are  now 
crowded  every  day  with  prisoners  awaiting  action  of  the  court,  who  are 
brought  in  at  the  opening  of  court  in  the  morning  and  many  are  held  until 
after  court  adjourns  at  five  o'clock  in  the  afternoon.  Those  dismissed 
by  the  court  are  released  as  soon  as  their  cases  are  heard  and  those  held 
for  commitment  are  returned  to  the  pens  until  the  patrol  wagon  removes 
tlioni.  It  is  not  unusual  to  have  20  and  .sometimes  from  100  to  150  a  day. 
This  court  district  covers  a  large  area  of  that  section  of  Brooklyn. 

Tliose  court  pens  are  insanitary,  insecure,  inadequate,  and  the  separa- 
tion of  men  from  women  is  Inadequate  and  objectionable.  The  pens  all 
open  into  a  central  hall  and  the  doors  consist  of  iron  bars.  The  women's 
jion  is  directly  across  the  hall  from  one  of  the  pens  used  for  men.  so  that 
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conversation  is  easy  between  the  sexes  and  may  be  heard  by  those  in  the 
other  pens. 

Another  matter  called  to  my  attention  should  be  rectified.  Men  are 
brought  to  this  court  from  police  stations  in  the  morning  without  breakfast, 
most  of  them  having  been  held  in  the  station  houses  all  night.  They  are 
held  in  these  pens  until  late  in  the  afternoon,  unless  discharged  by  the 
court,  without  anything  to  eat  until  they  arrive  at  the  institution  to  which 
they  are  committed.    This  would  seem  to  be  an  unreasonable  hardship. 

The  matter  of  remedying  the  conditions  above  criticised   should   be 
brought  to  the  attention  of  Judge  William  McAdoo.  chief  magistrate,  300 
Mulberry  street,   New  York,   and   to  the   Superintendent   of  Buildings  in 
Brooklyn,  these  departments  having  jurisdiction  in  the  premises. 
Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


168th  PRECINCT  POLICE  STATION 

AVENUE  U  AND   EAST  15tH   ST.,   BOROUGH   OF  BROOKLYN 

Inspected  December  14,  1916.  Charles  E.  Northup,  captain;  Charles 
Chamberlain,  lieutenant  at  *he  desk.  The  police  force  of  this  precinct 
consists  of  one  captain,  four  lieutenants,  seven  sergeants,  and  forty-three 
patrolmen. 

The  women's  jail  is  not  in  use ;  all  women  arrested  in  this  precinct  are 
sent  to  the  169th  precinct  police  station  house  at  Coney  Island. 

This  station  house  is  a  fine  detached  building  in  excellent  condition. 
Both  the  captain  and  the  lieutenant  at  the  desk  were  extremely  courteous 
in  giving  me  information  and  facilities  for  inspection. 

The  men's  jail  consists  of  seven  steel  cells,  each  equipped  with  a  one 
piece  toilet  and  steel  folding  bunk.  The  floor  is  concrete.  The  light  is 
provided  by  a  window  at  the  end  of  the  corridor  and  a  skylight.  Four  of 
the  cells  have  solid  tops ;  the  other  three  nearer  the  entrance  have  grated  tops. 
Two  windows  in  the  rear  of  the  latter  give  to  these  cells  very  good  light. 
The  cells  have  barred  doors  and  a  barred  section  over  the  door,  otherwise 
the  fronts  are  solid.  The  toilets  are  flushed  from  the  corridor.  The  cells 
were  constructed  with  a  push  button  flush  for  the  toilet,  but  these  were 
not  connected  and  the  attendant  stated  that  they  had  never  been  in  use. 
I  was  told  that  the  number  of  prisoners  held  over  night  would  average 
about  one  a  week. 

The  jail  was  clean,  showing  excellent  care. 

The  work  of  the  uniformed  force  in  this  precinct  for  the  year  1916  to 
date  of  inspection  was  as  follows :  Number  of  arrests  and  summonses 
served,  900,  about  85  per  cent,  of  which  were  summonses ;  highway  accidents 
reported.  62;  aided  cases,  233. 

RECOMMENDATION 

It  is  recommended  that  the  push  button  arrangement  for  flushing  the 
toilets  be  repaired  so  that  it  can  be  operated. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  iTispectar, 


169th  PRECINCT  POLICE  STATION 

CONEY   ISLAND,   BOROUGH   OF   BROOKLYN 

Inspected  December  14,  1916.  Frank  Kinney,  acting  captain,  the  cap- 
tain, John  F.  Linden,  being  absent  on  sick  leave.  The  total  police  force  of 
this  precinct  is  75,  including  two  male  attendants  and  three  matrons. 
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This  station  house,  as  stated  in  a  former  report,  was  not  originally 
constructed  for  a  police  station  and  the  jail  arrangements  are  unsatisfac- 
tory. The  first  floor  contains  the  police  precinct  jail.  It  has  a  department 
for  men  and  one  for  women.  The  entrance  to  the  women's  department  Is 
through  the  men's  jail  and  is  separated  from  it  by  a  solid  door.  It  con- 
tains two  large  cells,  each  10  ft.  x  6  ft.  G  in.,  and  four  smaller  ( vUs,  each 

4  ft.  X  6  ft.  6  in.  The  large  cells  have  two  outside  windows  and  the  .small 
cells,  one.     All  cells  have  perforated  tops,  open  fronts  of  iron  bars  set  on 

5  inch  centers,  and  high  ceiling.  They  are  arranged  on  the  sichs  of  a 
central  corridor  which  has  a  window  at  the  end.  With  the  windows  in  the 
cells  and  the  open  fronts  the  light  is  quite  satisfactory.  There  are  a  bunk 
and  a  toilet  in  each  cell. 

The  men's  jail  consists  of  five  cells  adjacent  to  the  women's  on  the 
same  floor  and  open  onto  the  corridor  leading  to  the  women's  prison. 
These  cells  are  smaller,  being  4  ft.  x  6  ft.  Each  one  has  an  outside  window, 
a  toilet,  and  folding  bunk,  and  is  otherwise  of  the  same  construction  as 
those  in  the  women's  department.  Three  were  occupied  by  election  boxes 
at  the  time  of  inspection,  leaving  only  two  available  for  men.  The  only 
washing  and  drinking  water  was  from  the  hot  and  cold  water  faucets  over 
the  sink  in  the  women's  prison. 

The  arrangement  which  requires  the  matron  and  all  women  prisoners  to 
pass  through  the  men's  jail  to  reach  the  women's  cells  is  extremely  ob- 
jectionable. It  does  not  exist  in  any  other  station  house  in  this  city  and 
should  be  remedied  here.  The  explanation  given  why  this  women's  prison 
has  not  been  closed  and  the  women  sent  to  some  other  station  house  was 
that  the  court  (8th  District  Prison  of  Brooklyn)  before  which  these  women 
are  tiiken  is  held  in  this  building,  and  if  they  were  taken  in  the  evening 
or  at  night  to  some  other  station  house  they  would  have  to  be  brought 
back  here  in  the  morning. 

On  the  second  floor  of  this  building  is  another  jail,  a  counterpart  of 
that  on  the  first  floor.  It  is  used,  however,  chiefly  as  court  pens  for  the 
8th  district  court,  held  daily  on  the  second  floor.  The  two  large  cells 
and  the  four  smaller  ones  opposite  them  are  used  for  the  detention  of  men 
awaiting  the  action  of  the  court  or  transfer  to  whatever  prison  they  have 
been  committed.  These  cells  have  outside  windows  and  the  two  larger  ones 
have  seats :  the  court  attendant  stated  that  each  had  a  seating  capacity 
of  fifteen.  As  the  floor  space  of  each  cell  is  10  ft.  x  6  ft.  6  in. 
fifteen  inmates  would  certainly  cause  a  congested  condition.  The  four 
smaller  cells  in  this  end  of  the  jail  are  without  any  furnishing  except  the 
toilets,  there  being  no  bunks  nor  seats.  They  are  probably  not  much  used. 
The  three  cells  next  to  these  are  used  for  storage  and  the  two  most  re- 
mote for  the  detention  of  women  awaiting  action  of  the  court.  All  of  these 
cells  have  outside  windows  and  those  used  for  the  women  have  bunks  or  seats. 
There  is  no  door  separating  the  men's  cells  from  those  used  for  women.  The 
separation  of  the  sexes  in  these  pens  is  also  satisfactory  and  does  not 
exist  in  any  other  court  pens  in  the  city, as  in  all  the  other  pens  the  room 
for  women  is  entirely  separate  from  that  for  men. 

The  women  In  the  police  jail  proper  on  the  first  floor  are  looked  after 
by  the  police  matron.  The  women  detained  on  the  upper  floor  are  looked 
after  by  the  court  probation  oflicer.  The  police  matrons  have  no  jurisdic- 
tion on  the  upper  floor. 

There  is  an  inside  stairway  connecting  the  jails  on  the  first  floor  wtlh 
those  on  the  second.  There  is.  however,  a  door  at  the  head  of  the  stairway 
which  was  locked. 

The  cells  on  the  second  floor  are  used  during  the  day  by  the  court 
prisoners  and  the  attendant  stated  that  the  police  were  privileged  to  use 
them  for  men  when  they  had  more  prisoners  than  could  be  accommodated 
on  the  first  floor,  as  is  sometimes  the  case,  especially  in  summer. 

The  entire  jail  has  electric  light  and  steam  heat,  and  was  clean. 

During  the  summer  the  number  of  inmates  ranges  from  25  to  30  on 
Saturday  and  Sunday,  and  on  other  days  from  2  to  8.  The  attendant 
stated  that  in  summer  an  average  of  five  or  six  are  held  over  night.    Many 
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are  bailed  ont  after  beiug  held  part  of  the  uight.     In  the  wiuter  the  average 
is  three  or  four  a  week. 

The  work  of  the  police  in  this  precinct  for  the  year  1916  to  date  of 
inspection  was  as  follows :  Arrests  and  summonses  served,  1,885,  about  80 
per  cent,  arrests  and  20  per  cent,  summonses ;  highway  accidents  reported, 
173;  aided  cases,  number  in  the  record,  519;  other  aided  cases,  about  1,000. 

CRITICISMS    AND   RECOMMENDATIONS 

The  jails  in  this  station  house  are  fairly  well  lighted,  ventilated,  and 
properly  cared  for,  but  the  separation  of  the  sexes  is  unsatisfactory,  as 
pointed  out  in  the  foregoing,  and  should  be  remedied. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


170th  precinct  POLICE  STATION 

22nd  ST.,  COENEK  BATH  AVE.,  BOROUGH  OF  BROOKLYN 

Inspected  December  14,  1916.  August  Kuhne,  captain ;  Henry  E.  Elfers, 
lieutenant  at  the  desk.  The  total  police  force  in  this  precinct  is  70.  There 
is  no  matron ;  no  women  are  detained  here  but  are  sent  to  the  169th  precinct 
station  house. 

The  women's  jail  is  used  as  an  overflow  for  men. 

The  men's  jail  consists  of  seven  steel  cells  in  a  double  row  facing  a 
central  corridor.  The  ventilation  is  through  the  top  of  each  cell.  The  light 
is  from  a  small  window  at  each  end  of  the  corridor  and  a  skylight  over 
the  center.  Each  cell  has  a  steel  folding  bunk,  and  a  one  piece  closet 
flushed  from  the  corridor.  There  are  also  hot  and  cold  water  faucets  over 
a  sink  in  the  corridor.  The  cells  have  solid  fronts  except  the  doors  and 
a  section  above  the  doors  which  are  of  round  bars  set  on  4  inch  centers. 
The  floor  is  concrete.  There  is  an  electric  light  in  front  of  each  cell,  also 
gas  jets. 

This  is  a  very  good  jail  except  that  it  is  deficient  in  light  in  the  cells, 
as  the  light  from  the  windows  and  the  skylights  does  not  satisfactorily 
penetrate  the  interior  of  the  cells.  This  is  to  be  regretted,  as  it  is  a  com- 
paratively new  station  house  and  jail.  It  is  also  to  be  regretted  that  the 
cells  were  not  furnished  with  stationary  wash  basins  and  push  buttons 
for  flushing  the  toilets  as  is  now  done  in  new  jails. 

The  jails  were  found  in  good  repair  and  were  clean,  showing  good 
care,  with  the  exception  of  the  skylight  which  needed  cleaning. 

The  number  of  persons  held  over  night  averages  about  six  a  week  in 
summer  and  three  in  winter. 

The  work  of  the  uniformed  force  in  this  precinct  for  the  year  1916 
to  date  of  inspection  was  as  follows:  Number  of  arrests  and  sinnmonses 
served,  458,  twenty  per  cent,  of  which  were  summonses ;  highway  accidents 
reported,  96 ;  aided  cases,  850. 

Respectfully  submitted, 

(Signed)     GEORGE    McLAUGHLIN. 

Chief  Inspector. 


171st  PRECINCT  POLICE  STATION 

FIFTH   AVE.   AND   86tH   ST.,   BOROUGH   OF   BROOKLYN 

Iusi>ected  December  14,  1916.  Edward  Gallagher,  captain;  John  J. 
Fitzgerald,  lieutenant  at  the  desk.  The  total  police  force  of  this  precinct  is 
68.  No  women  are  detained  here  but  are  sent  to  the  172nd  precinct  station 
house  on  Lawrence  avenue. 
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This  is  a  comparatively  new  station  liouse  well  constructed,  and  pre- 
sented an  imposing  appearance.  The  men's  jail  has  seven  steel  cells,  in  two 
rows  facing  a  central  corridor,  three  on  one  side  and  four  on  the  other. 
Each  is  equipped  with  a  steel  folding  bunk  and  enameled  toilet.  The  light 
is  from  a  window  at  the  end  of  the  corridor  and  a  skylight  over  the  center. 
As  is  usual  with  such  an  arrangement,  the  interior  of  the  cells  is  dark. 
"When  cells  are  to  be  lighted  by  a  skylight  they  should  have  open  tops  made 
of  iron  bars  set  on  5  inch  centers.  The  ventilation  is  through  a  small  open- 
ing at  the  top  of  each  cell.  Drinking  and  washing  water  Is  from  a  sink  in 
the  corridor  having  both  hot  and  cold  water  faucets. 

The  entire  Jail  has  electric  light  and  steam  heat. 

This  jail  is  in  practically  the  same  condition  as  at  the  time  of  my  last 
inspection  on  May  14,  1914.  The  officer  in  charge  stated  that  the  number  of 
prisoners  held  over  night  would  average  one  a  week. 

The  work  of  the  police  in  this  precinct  for  the  year  1916  to  date  of 
inspection  was  as  follows :  Number  of  arrests  and  summonses  served,  621, 
about  75  per  cent,  of  which  were  summonses :  highway  accidents  reported, 
114:  aided  cases,  312. 

Respectfully  submitted. 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


173BD  PRECINCT  POLICE  STATION 

PROSPECT  PARK,  BOROUGH  OF  BROOKLYN 

Inspected  April  18,  1916.  Thomas  Cullen,  captain;  Bartly  Gray,  lieu- 
tenant at  the  desk.    The  total  number  of  officers  in  this  precinct  is  60. 

The  men's  jail  consists  of  two  steel  cells  in  the  basement,  which  were 
fully  described  in  my  report  of  May  14,  1914. 

This  jail  has  been  closed  and  all  prisoners  arrested  in  this  precinct 
are  sent  to  the  172nd  precinct  station  house  on  Lawrence  avenue. 

The  work  of  the  police  in  this  precinct.  I  was  informed,  continues  about 
the  same  as  stated  in  my  former  report. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN. 

Chief  Inspector. 


174th  precinct  POLICE  STATION 

1116  EAST  35th  ST.,  BOROUGH  OF  BROOKLYN 

The  station  house  in  this  precinct  has  no  jail.  The  male  prisoners 
are  sent  to  the  172nd  precinct  station  at  154  Lawrence  avenue  and  the  fe- 
males to  the  150th  precinct  station  at  72  Poplar  street. 

The  foregoing  information  was  obtained  from  police  headquarters. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN. 

Chief  Inspector. 


274th  precinct  POLICE  STATION 

ASTORIA,   BOROUGH   OF  QUEENS 


Inspected  April  20,  1916.  John  Reith,  captain ;  Peter  Farrell,  lieu 
tenant  at  the  desk.  The  total  number  of  officers  In  this  precinct  Is  86,  iB 
eluding  two  male  attendants.  No  women  are  detained  here  and  there  is 
no  matron.  The  women  are  sent  to  the  275th  precinct  station  house  In 
Long  Island  City. 


1 
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The  moil's  jai!  is  on  the  first  floor  of  a  two-story  hrick  annex  iu  the 
r<^ar  of  the  station  house  and  contains  eijjht  brick  cells  in  two  rows,  back 
to  back,  facing  windows  in  the  outer  wall.  There  are  three  windows  on 
each  side.  The  fronts  of  the  cells  are  solid  except  the  doors,  two-thirds  of 
wliich  are  made  of  steel  bars  and  the  central  part  of  plate  steel.  The  floor 
is  concrete.  There  is  a  toilet  and  bunk  in  each  cell,  and  an  iron  wash 
basin  in  the  corridor  which  furnishes  the  only  drinking  and  washing 
water  for  the  prisoners. 

This  is  a  well  arranged  jail  and  could  be  made  entirely  modern  by 
the  installation  of  new  modern  cells  with  open  fronts,  or  by  installing 
open  fronts  in  the  present  cells  so  that  the  interior  would  be  light. 

Not  many  prisoners  are  detained  over  night  in  this  precinct ;  the  num- 
ber ranges  from  one  to  six  a  w^eek.  the  majority  on  Saturday  night.  The 
steel  work  of  the  doors  is  rusty  and  the  entire  interior  needs  painting  a 
Uizht  color,  especially  the  interior  of  the  cells. 

The  work  of  the  police  in  this  precinct  for  the  year  1915  was  as  follows : 

Arrests  for  felonies 45 

Arrests  for  misdemeanors 370 

Juvenile  delinquents  29 

Summonses  served    272 

Aided  cases   553 

Highway  accidents  reported   lo4 

Other  detained  prisoners,  estimated   20 

Respectfully  submitted. 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector, 


275th  PRECINCT  POLICE  STATION 

85  FOUBTH  ST.,  LONG  ISLAND  CITY,  BOROUGH  OF  QXJEENS 

Inspected  April  20,  1916.  Edward  McNally.  captain;  Andrew  J. 
Kiernan,  lieutenant  at  the  desk.  The  total  niunber  of  oflBcers  in  this 
precinct  is  96. 

The  jail  has  two  departments,  one  for  men  and  one  for  women.  The 
jail  for  men  contains  twelve  steel  cells,  each  equipped  with  a  steel  fold- 
ing bunk  and  toilet  flushed  from  the  corridor.  The  floor  is  concrete  and 
there  is  electric  light  in  front  of  each  cell.  The  only  drinking  and  wash- 
ing facilities  are  from  a  sink  in  the  corridor.  The  only  sunlight  is  from 
three  small  skylights  over  the  corridor  which  have  a  double  sash  and  needed 
cleaning.  The  light  from  these  skylights  was  very  dim  and  at  best  they 
do  not  afford  much  to  the  interior  of  the  cells.  There  is  a  small  window  at 
the  end  of  the  corridor,  but  it  is  so  far  above  the  cells  that  little  or  no  sun- 
light reaches  the  interior. 

The  women's  jail  is  on  the  same  floor,  separated  from  the  men's  by 
a  solid  brick  wall.  It  contains  six  cells  of  the  same  size  and  equipment 
as  those  in  the  men's  jail.  The  toilets  have  a  good  flush.  There  is  a 
sink  in  the  corridor  with  hot  and  cold  water.  This  department  is  also 
lighted  with  a  skylight  over  the  corridor  and  a  small  window  over  the  tops 
of  the  cells.  The  fronts  of  the  cells  are  solid  except  the  doors  and  a  section 
above  the  doors  which  consist  of  bars  set  on  4  in.  centers.  There  is  a 
small  ventilator  in  the  ceiling  of  each  cell.    The  jail  has  steam  heat. 

All  the  cells  in  this  jail  are  practically  dungeons ;  that  is,  they  are 
without  sunlight  and  in  an  ordinary  institution  would  be  considered  as 
punishment  cells.  Of  course  it  is  true  that  most  prisoners  in  police  stations 
are  confined  only  at  night  and  this  jail  is  fairly  well  lighted  with  electricity, 
but  sunlight  is  essential  to  keep  a  room  in  sanitary  condition.    There  are 
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three  matrons  and  a  matrons'  room  adjacent  to  tlie  women's  jail. 

In  addition  to  the  women  arrested  in  this  precinct,  this  station  house 
takes  care  of  female  prisoners  from  the  274th,  276th  and  277th  precincts. 
There  is  no  arrangement  to  feed  prisoners  held  here  over  night.  Those 
having  money  can  send  out  for  food,  but  those  without  funds  are  taken  to 
court  without  breakfast  unless  some  of  the  officials  give  them  food  at 
their  own  expense.  As  prisoners  are  frequently  detained  in  court  for 
seAeral  hours  before  their  cases  are  acted  upon  by  the  judge,  it  would 
seem  that  some  provision  should  be  made  for  furnishing  breakfast  to  pris- 
oners detained  over  night  before  they  are  taken  to  court. 

The  number  of  men  held  over  night  averages  about  four  and  sometimes 
as  many  as  seven  or  eight  a  week ;  and  of  women,  about  three  or  four. 

The  work  of  the  police  in  this  precinct  for  the  year  1915  was  as  follows : 

Arrests  for  felonies   74 

Arrests  for  misdemeanors   610 

Juvenile  delinquents    36 

Aided  cases  735 

Summonses  served    132 

Highway  accidents  reported 243 

Other  detained  prisoners,  estimated 25 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector, 


276th  PRECINCT  POLICE  STATION 

FLUSHING,    BOROUGH    OP    QUEENS 

Inspected  April  17,  1916.  Patrick  O'NeiL  captain ;  J.  A.  Schaifer,  lieu- 
tenant at  the  desk.  The  total  number  of  officers  in  this  precinct  is  129. 
There  is  no  women's  jail  and  no  matron.  The  women  arrested  in  this 
precinct  are  sent  to  the  275th  precinct  station  house  in  Long  Island  City. 

This  station  house  is  a  frame  building,  leased  by  the  city,  I  was  In- 
formed. The  jail  is  in  practically  the  same  condition  as  at  the  time  of  my 
last  inspection  on  April  23,  1914.  It  consists  of  four  small  steel  cells,  4  ft. 
X  7  ft.  X  7  ft.,  in  the  basement.  Each  cell  has  a  wooden  bunk  and  iron  closet 
flushed  from  the  outside.  The  cells  have  open  tops  and  slat  doors;  the 
slats  are  1  in.  wide  and  set  on  4  in.  centers  both  ways.  The  doors  are  2  ft. 
X  6  ft.,  about  one  half  of  which  is  solid  plate.  The  room  has  a  metal  ceil- 
ing. 

Two  of  the  cells  were  occupied  by  ballot  boxes  at  the  time  of  the  last 
Inspection  and  were  so  occupied  at  the  time  of  this  inspection.  They 
should  be  removed  to  some  other  quarters.  At  times  there  are  seven  or 
eight  prisoners  held  in  this  jail  over  night.  It  is  somewhat  unusual  to 
have  so  many  at  one  time,  but  when  it  does  occur,  under  present  conditions, 
all  have  to  be  crowded  into  two  cells. 

This  jail  not  only  cares  for  the  prisoners  arrested  in  this  precinct, 
but  also  those  arrested  in  the  290th  precinct  at  College  Point  and  in 
what  used  to  be  the  292n(l  precinct  at  Whitestone.  It  is  unreasonable  to 
expect  that  a  jail  with  two  cells  will  proi>erly  house  prisoners  from  three 
precincts.  I  was  informed,  however,  by  the  captain  that  a  new  jail  is  to 
be  fiu-nlshed  for  this  station  house.  It  is  proposed  to  construct  a  40  ft. 
addition  in  the  rear  of  the  present  building  and  place  the  jail  on  the 
first  floor.  It  was  expected  to  be  ready  by  May  1st,  but  as  the  work  has 
not  yet  been  commenced,  that  was  improbable.  No  plans  for  this  improve- 
ment have  been  submitted  to  the  State  Commission  of  Prisons  for  approval 
as  required   by  law.     The  cells  and   arrangement   should  be  modern  :   the 
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cells  should  have  open  fronts  facing  large  windows  and  be  equipped  with 
toilets  and  stationary  wash  basins.  If  it  is  proposed  to  continue  to  furnish 
two  cells  for  the  ballot  boxes,  that  matter  should  be  considered  in  deter- 
mining the  number  of  cells  to  be  installed  in  the  new  jail.  It  would  be 
better  and  cheaper  to  build  a  small  storage  room  entirely  separate  to  take 
care  of  the  ballot  boxes. 

The  work  of  the  police  in  this  precinct  for  the  year  1915  was  as  follows : 

Arrests  for  felonies 28 

Arrests  for  misdemeanors 198 

Juvenile  delinquents 17 

Summonses  served    191 

Aided  cases  283 

Highway  accidents  reported   108 

Other  detained  prisoners,  estimated   100 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


277th  PRECINCT  POLICE  STATION 

NEWTON,    BOBOTJGH    OF    QUEENS 

Inspected  April  17,  1916.  Charles  A.  Place,  captain ;  Adna  Woods, 
lieutenant  at  the  desk.    The  total  number  of  officers  in  this  precinct  is  96. 

The  jail  is  on  the  main  floor  of  a  wooden  building,  known  as  the 
"Newtown  Courthouse."  The  police  headquarters  is  on  the  upper  floor. 
There  is  no  women's  jail  and  all  women  arrested  in  this  precinct  are  sent 
to  the  275th  precinct  station  house  in  Long  Island  City, 

There  are  five  steel  cells  of  solid  construction  except  that  they  have 
or^n  tops  and  barred  doors.  The  floor  in  the  cells  is  metal ;  that  in  the 
room  outside,  wood.  Each  cell  has  a  toilet  which  is  flushed  automatically 
from  a  tank  over  the  cells.  The  present  artificial  light  is  gas,  but  the 
building  has  recently  been  wired  for  electric  lights  and  it  is  expected  they 
will  immediately  be  installed. 

Not  many  prisoners  are  detained  here;  the  attendant  stated  that 
usually  there  was  none  at  night;  sometimes  two  or  three;  very  seldom  as 
many  as  five. 

As  pointed  out  in  a  former  report,  the  cells  in  this  jail  are  under 
si;^ed,  are  without  sunlight  in  the  interior,  and  have  no  water  for  drink- 
ing and  washing  purposes  as  is  now  provided  in  all  new  jails. 

The  work  of  the  police  in  this  precinct  for  the  year  1915  was  as  follows : 

Arrests  for  felonies   59 

Arrests  for  misdemeanors 220 

Juvenile   delinquents    20 

Summonses   served    557 

Aided  cases  526 

Highway  accidents  reported   210. 

Other  detained  prisoners,  estimated 75 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN. 

Chief  Inspector. 
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278th  precinct  POLICE  STATION 

JAMAICA,    BOROUGH    OF    QUEENS 

Inspected  April  IT,  1916.  George  Waldon,  captain ;  John  Howard, 
lieutenant  at  the  desk.  There  is  no  women's  jail  and  no  matron.  The 
women  arrested  in  this  precinct  are  sent  to  the  283rd  precinct  station 
house  at  Richmond  Hill.  The  force  consists  of  one  captain,  four  lieutenants, 
seven  sergeants,  and  eighty  patrolmen.  There  are  two  attendants  work- 
ing on  10  and  14  hour  shifts. 

The  jail  is  in  practically  the  same  condition  as  at  the  time  of  the 
last  inspection. 

There  are  six  brick  cells  facing  a  central  corridor  with  a  double  win- 
dow at  the  end.  The  cells  have  a  9  ft.  ceiling  and  vary  in  size  otherwise 
—three  being  6  ft.  6  in.  x  8  ft.,  one  7  ft.  x  10  ft.,  one  7  ft.  x  8  ft.,  and  one 
7  ft.  X  7  ft.  The  cells  have  flag  floors  A  portion  of  the  floor  of  the  corridor 
is  concrete  and  a  portion  flag.  The  cells  are  solid  except  the  latticed  doors, 
and  are  so  dark  that  the  attendant  had  to  light  matches  to  show  me  the 
interior,  the  window  being  at  the  end  of  the  corridor.  Each  cell  has  a  plank 
bunk  and  a  toilet  in  good  condition.  The  washing  and  drinking  water  is 
from  a  sink  with  a  faucet  in  the  corridor. 

The  jail  has  been  wired  for  electric  lights,  which  are  to  be  placed 
both  in  the  corridor  and  one  in  each  cell.  This  is  a  very  desirable  im- 
provement. 

This  jail  is  in  the  basement  of  the  building  and  police  headquarters 
is  on  the  same  floor  in  the  front.  Almost  the  entire  interior  of  the  build- 
ing is  wood  and  the  floor  in  the  basement  is  in  a  dilapidated  condition. 
It  should  be  replaced  with  concrete. 

The  work  of  the  police  in  this  precinct  for  the  year  1915  was  as  follows : 

Arrests  for  felonies   72 

Arrests  for  misdemeanors 379 

Juvenile  delinquents 82 

Aided   cases    618 

Summonses  served    575 

Highway  accidents  reported 266 

Other  detained  prisoners,  estimated^ 120 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN. 

Chief  Inspector. 

279th  PRECINCT  POLICE  STATION 

FAR  ROCK  AW  AY,  BOROUGH  OF  QUEENS 

Inspected  October  11,  1916.  James  J.  Shelvin,  captain;  John  Kier- 
nan,  lieutenant  at  the  desk.    The  total  police  force  of  this  precinct  is  48. 

This  station  house  still  continues  in  the  rented  wooden  building  de- 
scribed in  my  report  of  November  14,  1914. 

The  jail  consists  of  two  steel  cages  in  the  basement,  in  a  long  narrow 
room  with  a  window  at  one  end.  The  heat  is  from  a  coal  stove  and  arti- 
ficial light  is  from  gas  jets.  There  is  a  cold  water  faucet  in  the  room  and 
a  toilet  in  a  small  room  adjacent.  The  interior  of  the  cells  is  very  dark 
and  the  whole  outfit  is  antiquated,  lacking  sunlight  and  ventilation.  No 
women  are  detained  in  this  jail  but  are  sent  at  once  to  the  station  house 
at  Richmond  Hill.    The  jail  was  clean. 

The  work  of  the  police  of  this  precinct  for  the  year  1915  was  as  follows : 
Arrests  for  misdemeanors,  87 ;  for  felony,  9 ;  juvenile  delinquents,  7 ;  aided 
cases,   167 ;   summonses   served,   201 ;   accidents   reported,   53. 
Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


B 
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281st  precinct  POLICE  STATION 

BOCKAWAY  BEACH,  BOROUGH  OF  QUEENS 

Inspected  October  11,  1916.  Edward  Hughes,  captain;  Jolin  Ryan, 
lieutenant  at  the  desk. 

The  total  police  force  of  this  precinct  is  fifty-six,  including  two 
attendants  serving  on  ten  and  fourteen  hour  shifts. 

This  station  house  is  owned  by  the  city  and  consists  of  a  two-story 
wooden  building  in  front  and  one  story  in  the  rear.  There  is  no  women's 
Jail  and  no  matron.  Women  are  sent  to  the  283rd  precinct  at  Richmond 
Hill. 

The  jail  for  men  consists  of  four  steel  cells  with  open  tops  and  doors, 
each  furnished  with  wooden  bunk  and  a  toilet,  in  a  room  with  one  large 
window  at  the  end  of  the  corridor.  There  is  a  sink  with  hot  and  cold 
water  faucets  in  the  room.  The  jail  was  clean  and  evidently  has  the  best 
of  care. 

The  number  of  prisoners  held  over  night  seldom  exceeds  two. 

The  work  of  the  police  in  this  district  for  the  year  1915  was  as  follows : 
Arrests  for  misdemeanors,  149;  for  felonies,  17;  juvenile  delinquents,  4; 
aided  cases,  389;  summonses  served,  171,  accidents  reported,  74;  detained 
cases.  40. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


283rd  precinct  POLICE  STATION 

RICHMOND  HILL,  BOROUGH  OF  QUEENS 

Inspected  April  17,  1916.  Patrick  Corcoran,  captain;  William  Capper, 
lieutenant  at  the  desk.  The  total  number  of  officers  in  this  precinct  is  108. 
This  is  a  new  station  house,  first  occupied  in  1914,  and  was  fully  de- 
scribed in  my  reports  of  April  23  and  October  23  of  that  year.  It  con- 
tains ten  cells  for  men  and  five  for  women.  They  are  made  of  hollow  brick 
with  fronts  of  round  steel  bars  set  on  4%  in.  centers.  There  are  a  toilet  and 
stationary  wash  basin  in  each  cell,  operated  by  push  button.  I  was  in- 
formed by  the  attendant  that  there  is  no  interference  with  these  push 
buttons  by  the  prisoners. 

The  jail  was  clean  and  in  excellent  condition.  It  takes  care  of  both 
male  and  female  prisoners  from  the  285th  precinct,  Glendale,  and  the  fe- 
male prisoners  from  the  278th  precinct,  Jamaica ;  the  279th,  Far  Rocka- 
way ;  and  the  281st,  Rockaway  Beach. 

The  number  of  male  prisoners  averages  three  or  four  a  day,  some- 
times as  many  as  seven  or  eight.  The  number  of  female  prisoners  averages 
two  or  three  a  week,  most  of  whom  are  held  over  night.  There  are  three 
matrons  working  on  8-hour  shifts. 

The  work  of  the  police  in  this  precinct  for  the  year  1915  was  as  follows : 

Arrests  for  felonies   43 

Arrests  for  misdemeanors   393 

Juvenile  delinquents 10 

Summonses  served    792 

Aided  cases  552 

Highway    accidents    reported 194 

Other  detained  prisoners,  estimated   200 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector, 
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COUNTY  JAILS 


ALBANY  COUNTY  JAIL 


ALBANY 


Inspected  November  2,  1916.  James  D.  Patton,  sheriff. 
At  the  time  of  inspection  the  population  was  42  males  and  1  female, 
classified  as  follows :  Serving  sentence,  24 ;  held  for  examination,  5 ; 
awaiting  trial,  3 ;  grand  jury,  7 ;  fugitives  from  justice,  2 ;  Federal,  2. 
One  of  those  serving  sentence  was  a  minor.  The  maximum  population 
during  the  past  year  was  87;  minimum,  29. 

This  jail,  which  occupies  the  south  wing  of  the  penitentiary,  has 
been  the  subject  of  adverse  criticism  for  a  number  of  years.  Some  very 
commendable  improvements  have  been  made  under  the  energetic  manage- 
ment of  Sheriff  Patton.  The  sheet  iron  has  been  removed  from  the  walls 
and  the  whole  interior  pointed  up  and  thoroughly  painted  a  light  color. 
Bed  bugs  have  been  entirely  exterminated.  The  floors  in  this  portion  of 
the  institution  are  of  smooth  cement  and  were  clean.  The  two  rear  cell  rooms 
ai-e  now  being  used,  which  relieves  to  some  extent  the  overcrowding  and 
illegal  commingling  of  inmates,  complained  of  in  former  reports.  A  heavy 
canvas  curtain  has  been  placed  around  the  shower  bath  and  toilet  in  the 
department  for  sentenced  men. 

The  jail  now  has  a  total  of  130  cells  available  for  use :  Sixty-nine 
for  sentenced  adults ;  33  for  adult  court  prisoners ;  16  for  minors  serving 
sentence,  and  12  for  minors  awaiting  grand  jury  trial.  The  upper  tier  in 
all  departments  has  not  been  used  in  several  years. 

The  inmates  receive  three  meals  a  day  of  the  same  kind  of  food 
served  to  the  penitentiary  prisoners.  They  are  detained  in  idleness  and 
are  not  permitted  to  exercise  in  the  open  air.  It  has  been  suggested  that 
they  be  given  the  privilege  of  the  penitentiary  yard.  The  authorities  state 
that  at  least  one  additional  guard  would  be  required  as  constant  super- 
vision of  this  class  of  inmates  would  be  necessary.  It  was  also  stated  that 
the  penitentiary  guards  are  all  kept  unusually  busy  while  the  repairs  and 
improvements  are  taking  place  and  none  could  be  spared  to  tlie  jail. 

The  jail  was  clean  throughout  and  its  present  condition  reflects  much 
credit  on  the  management.  However,  it  can  never  be  made  modern  with- 
out reconstruction,  and  as  stated  in  the  report  of  inspection  of  the  peni- 
tentiary, it  is  proposed  eventually  to  construct  a  modern  county  jail  in 
the  country. 

RECOM  M  ENDATION 

That  an  additional  keeper  be  appointed  and  so  far  as  feasible 
the  inmates  be  -i>ermitted  to  exercise  in  the  yard  dally. 

Respectfully  submitted, 

iSiffiwd)     JOHN  F.  TREMAIN. 

Sccretaru. 
CLIFFORD  M.    YOUNG, 

Itjspeotor, 


ALBANY  COUNTY  COURT  HOUSE  JAIL 

ALBANY 

Inspected  October  31.  1916. 
This  Jail  Is  located  in  the  new  court  house,  which  was  (knllcated  Septem- 
ber 23,  1916.    It  comprises  a  room  with  five  cells  for  men  and  a  room  con- 
taining three  cells  for  women.     Each   cell  Is  furnished   with   a   polished 
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hardwood  bunk,  and  a  niche  toilet  and  lavatory  operated  by  means  of  push 
buttons.  The  steel  cells  are  modern  with  open  fronts  of  round  bars.  Each 
department  has  a  shower  bath  and  one  large  window,  well  screened  and 
barred.  The  cells  are  placed  at  right  angles  with  the  windows.  The  rooms 
are  high,  light  and  well  ventilated ;  electric  lights  and  steam  heat  are  pro- 
rided.    The  floor  is  cement  and  the  whole  interior  is  painted  a  light  color. 

The  plans  and  specifications  for  this  jail  were  approved  by  the  State 
Commission  of  Prisons,  and  all  the  detail  seems  to  have  been  carried  out 
in  the  construction.  It  is  to  be  used  for  the  temporary  detention  of  pris- 
oners during  terms  of  court,  and  then  only  for  short  periods  during  the 
daytime,  awaiting  disposition  of  their  cases. 

The  sheriff's  office  is  adjacent,  and  a  private  stairway  leads  directly 
from  the  jail  to  the  court  room.  This  is  a  sanitary,  fireproof  place  of 
detention,  and  seems  to  be  entirely  satisfactory  for  the  purposes  intended. 

Respectfully  submitted, 

(Signed)     CLIFFORD  M.  YOUNG, 

Inspector. 


ALLEGANY  COUNTY  JAIL 

BELMONT 

Inspected  July  27,  1916.  J.  W.  Weir,  sheriff;  Charles  W.  Young, 
jailer.    The  sheriff's  wife  acts  as  matron.    There  is  also  a  cook. 

The  number  of  inmates  on  the  day  of  inspection  was  6,  all  adult  males. 
P'ive  were  court  prisoners  and  1  was  serving  sentence.  The  present  sheriff 
took  charge  January  1st  of  this  year.  The  highest  number  of  prisoners  at 
aj]y  time,  since  that  date  was  11  :  the  average,  al)out  6.  There  have  been 
but  2  witnesses  and  no  women. 

This  jail  has  twenty-four  cells  with  a  bunk,  toilet  and  stationary  wash 
basin  in  each.  There  are  also  two  detention  rooms.  The  arrangement 
gives  six  classifications  besides  the  detention  rooms.  Each  bunk  has  a 
mattress,  blanket,  two  white  sheets,  and  a  pillow  with  white  slip.  There 
are  three  shower  baths  on  each  floor. 

The  entire  interior  of  the  first  floor  has  been  repainted  a  light  color 
and  the  concrete  floor  given  a  coat  of  concrete  floor  paint,  giving  this 
section  of  the  jail  a  bright  clean  appearance.  Prisoners  did  the  work 
The  upper  floor  has  not  been  so  much  used  and  was  not  in  need  of  re- 
priinting. 

The  heating  plant  has  finally  been  fixed  so  that  it  heats  the  north- 
west section  of  the  new  part  in  a  fairly  satisfactory  manner,  the  sheriff 
stated. 

The  jail  was  in  excellent  condition  and  clean  throughout. 

There  is  no  employment  except  the  jail  housework,  the  care  of  the 
county  lawns  and  garden,  and  shoveling  snow  in  winter. 

Respectfully  submitted. 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


BRONX  COUNTY  JAIL 

THIRD   AVE.    Ai\D   16lST   ST.,    NEW   YORK    CITY 

Inspected  April  19.  1916.  James  F.  O'Brien,  sheriff;  John  Minogue, 
wardeiL 

There  were  87  male  and  4  female  inmates  in  this  jail  on  the  day  of 
inspection,  classified  as  follows :  Witnesses,  males,  4 ;  females,  8 :  court 
prisoners,  males.  71 ;  females,  1 ;  serving  sentence,  males,  4 ;  in  the  hospital, 
sentenced  prLsoners.  2:  court  prisoners,  6.     The  highest  number  of  pri=:- 
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oners  at  any  one  time  during  the  past  winter  was  128;  the  average,  about 
95. 

The  jail  was  in  the  same  condition  as  at  the  time  of  my  hist  inspection. 
The  new  jail  for  the  Borough  of  the  Bronx  is  not  yet  completed,  hut  the 
slioriff  stated  they  exi)ecte(l  to  get  into  it  by  the  first  of  May. 

Res].e('tfully  submitted. 

Chief   hiKpt'ctor. 


BRONX  COUNTY  JAIL 

TREMONT   AND   ARTHUR   AVENUE 

Inspected  October  12,  1916. 

This  is  a  new  jail  opened  last  July.  It  was  built  at  the  suggestion  of 
the  State  Commission  of  Prisons,  because  of  the  lack  of  room  and  pro- 
per segregation  of  the  inmates  of  the  jail  at  Third  avenue  and  161st 
street.  It  contains  106  cells,  each  with  an  <^)utside  window,  constructed 
on  five  tiers.  It  apparently  has  every  convenience,  including  dining  room, 
kitchen,  laundry,  bathing  facilities,  etc.  At  the  time  of  my  visit  the  jail 
population  was  54  all  males.  Females  are  still  kept  in  the  old  prison.  Of 
the  54,  ten  were  under  21  years  of  age ;  36  were  awaiting  trial ;  5  were 
sentenced  and  waiting  transfer ;  4  were  trusties ;  7  were  witnesses ;  and 
2  awaiting  sentence. 

The  jail  was  clean  throughout,  showing  it  was  receiving  good  care  and 
attention. 

Respectfully  submitted, 

{Signed)      HENRY    SOLOMON, 

Cotnmissioner. 


BRONX  COUNTY  JAIL 

ARTHUR   AVE.  AND  177tH   ST.,   NEW  YORK  OITT 

Inspected  October  13,  1916.  James  O'Brien,  sheriff:  John  Minogue, 
warden.  Tliere  are  also  twelve  keepers,  one  matron,  two  cooks,  one  male 
cleaner,  one  elevator  operator,  and  one  clerk. 

This  is  a  new  jail  and  occupies  the  southern  section  of  the  Bergen 
building  which  was  erected  and  is  owned  by  a  private  party.  The  northern 
section  is  used  for  l)usiness  purposes.  The  two  sections  are  entirely  sepa- 
rate. The  jail  section  of  the  building  is  an  eastern  extension  from  the  main 
building  and  is  nine  stories  high,  the  jail  occupying  five  floors.  On  the 
floors  above  are  the  surrogate's  court  room,  <li.strict  attorney's  office,  Si>ocial 
Sessions  court  room,  and  the  coroner's  courtroom.  There  is  a  fire]>roof  stair- 
way from  the  first  floor  to  the  roof,  but  it  is  shut  off  by  a  locked  door  at 
the  fifth  floor,  so  that  prisoners  from  the  jail  cannot  reach  the  upper  floors. 
There  is  also  a  prison  elevator  from  the  ground  floor  to  the  roof. 

The  front,  or  western,  end  of  the  building  is  seven  stories  high  and 
has  on  the  first  floor  the  office  of  the  sheriff  and  on  the  other  floors  var- 
ious county  offices  and  administration  quarters.  The  jail  section  is  an 
extension  in  the  rear  toward  the  east  about  70  or  75  feet  and  is  open  on  the 
north,  east,  and  south  sides.  On  each  of  the  five  floors  is  a  row  of  cells  on  the 
north  side  and  a  row  on  the  south  side,  each  cell  having  an  outside  window 
3x4  feet.  The  cells  are  about  5  ft.  6  in.  x  10  ft.  in  size  and  are  separated 
from  an  inside  corridor  by  a  steel  door  containing  a  food  opening  and  an 
open  space  at  the  top  of  the  door  about  three  inches  wide.  There  are 
also  a  number  of  perforations  in  the  steel  work  above  the  door.  Some  of 
the  cells  have  sixteen  of  these  perforations  and  some  of  them  more.  The 
cells  are  steel  and  each  is  furnished  with  a  steel  bunk  with  woven  wire 
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springs,  blankets  and  pillow,  a  small  folding  stand,  and  a  toilet  and  sta- 
tionary wash  basin  operated  by  push  button.  At  the  end  of  each  row  of 
cells  is  a  shower  bath  with  two  showers.  One  of  the  rows  of  cells  on 
the  first  floor  is  occupied  by  the  trusties  who  do  the  housework  of  the 
institution.    The  other  row  was  not  occupied. 

On  the  first  floor  in  addition  to  the  sheriff's  oflBce  is  the  jail  office, 
kitchen,  and  three  store  rooms.  In  front  of  each  row  of  cells  is  a 
corridor  about  ten  feet  wide.  At  the  rear  end  of  this  corridor  is  a  double 
door,  one  of  solid  steel  and  one  of  bars  screened,  opening  out  onto  the 
fire  escape  which  has  been  constructed  on  the  rear  of  the  building  from 
the  ground  up.  This  was  necessary  on  account  of  the  upper  floor  of  the 
building  being  used  for  offices,  courts,  etc.  This  door  also  helps  the 
ventilation  in  the  corridor  and  gives  some  light  when  open.  These  cor- 
ridors are  without  any  direct  sunlight.  There  Is  a  similar  corridor  In 
front  of  each  row  of  cells  on  all  five  floors.  Each  contains  two  large  steel 
radiators.  During  the  day  time  prisoners  are  allowed  to  use  the  corri- 
dors for  exercise.  With  the  cell  doors  open  they  receive  daylight  from 
the  cell  windows,  but  when  the  cell  doors  are  closed  and  the  rear  door 
opening  onto  the  fire  escape  is  closed  the  light  is  very  dim  except  when 
the  electric  lights  are  turned  on.. 

Between  these  corridors  on  the  first  floor  are  the  store  rooms  and 
kitchen.  On  this  floor  is  also  the  laundry  which  contains  six  stationary 
tubs,  a  gas  boiler,  and  a  dryer.  There  are  three  visitors'  rooms,  properly 
screened,  and  a  package  room.  The  food  Is  sent  to  the  upper  floors  by  an 
elevator. 

On  the  second  floor,  in  addition  to  the  two  rows  of  cells  and  the 
corridors  on  the  north  and  south  sides,  is  a  counsel  room  for  attorneys. 
The  county  court  prisoners  are  kept  in  the  cells  on  this  floor. 

On  the  third  floor,  in  addition  to  the  cells  and  the  corridors,  there 
is  a  large  hospital  room  with  six  large  barred  windows  facing  the  east, 
a  large  chapel  on  the  west  end,  and  a  large  office  on  the  southwest  corner 
for  the  deputy  sheriff.    This  floor  is  also  used  for  county  court  prisoners. 

On  the  fourth  floor  are  thirteen  cells  on  the  north  side  and  sixteen  on 
the  south  side,  used  for  Special  Session  prisoners.  The  hospital  extends  up 
through  this  floor. 

The  fifth  floor  has  thirteen  cells  on  the  north  side  and  ten  on  the 
south  side  and  is  used  for  police  court  prisoners.  In  the  center  of  this 
floor,  with  five  outside  windows  on  the  east  end,  there  is  a  large  dormitory 
for  civil  prisoners  and  witnesses,  containing  seven  beds.  There  are  106 
cells  on  the  five  floors. 

The  roof  over  the  jail  consists  of  an  open  court  fifty  or  sixty  feet 
square,  enclosed  with  a  twelve  foot  brick  wall  with  a  clay  coping.  On  top 
of  this  is  a  high  picket  fence  with  the  top  bent  inward  to  a  semi-circle, 
rendering  the  scaling  of  this  wall  extremely  difficult,  if  not  impossible. 

The  jail  is  surrounded  by  a  yard  about  twenty  feet  wide  enclosed  by 
a  brick  wall  about  twelve  feet  high  surmounted  with  an  iron  picket  fence 
with  the  top  bent  inward  to  a  semi-circle,  the  same  as  on  the  roof. 

The  former  building  used  as  a  county  jail  at  161st  street  and  Third 
avenue  still  continues  as  a  part  of  the  Bronx  County  Jail  and  is  under  the 
administration  of  the  sheriff  and  warden. 

On  the  day  of  inspection  the  following  was  the  census  of  the  Bergen 
building:  Awaiting  trial,  43;  awaiting  sentence,  6;  awaiting  transporta- 
tion to  the  workhouse,  1 ;  to  the  penitentiary,  1 ;  serving  sentence,  5 ;  civil 
prisoners,  1 ;  witnesses,  8 ;  all  males.  No  women  are  kept  in  this  jail  but 
are  sent  to  what  is  called  the  annex  at  161st  street  and  Third  avenue. 
The  census  of  the  annex  on  the  day  of  inspection  was  as  follows:  Held 
for  examination,  6  males ;  held  for  trial,  2  females ;  held  for  transportation 
to  the  House  of  Good  Shepherd,  1  female.  The  prisoners  serving  sentence 
in  this  jail  are  committed  either  from  the  county  court  or  the  court  of 
special  sessions  and  are  held  here  to  do  the  housework  of  the  institution. 
The  jail  was  clean  throughout,  showing  excellent  care.  The  food  supply 
was  of  good  quality  and  the  prisoners  quiet  and  orderly. 
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The  building  in  addition  to  the  jail,  the  sheriff's  office,  and  the 
offices  directly  connected  with  the  administration  of  the  jail  contains  the 
following.  On  the  third  floor  the  civil  branch  of  the  county  court  and  the 
office  for  the  clerks  of  Special  Sessions ;  fourth  floor,  the  county  clerk's 
office,  county  court  office,  criminal  branch  of  the  county  court,  and  the  law 
library ;  fifth  floor,  district  attorney's  office ;  sixth  floor,  surrogate's  office 
and  surrogate's  court;  seventh  floor,  court  of  Special  Sessions,  coroner's 
court,  and  the  commissioner  of  jurors. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


BROOME  COUNTY  JAIL 

BINGHAMTON 

Inspected  June  23,  1916.  Jesse  C.  Hover,  sheriff;  M.  E.  Rittenburg, 
jailer. 

Thirty  inmates  were  confined  in  the  Broome  County  Jail  on  the  day  of 
inspection — 28  men  and  2  women.  Twenty  prisoners  were  serving  sentence 
and  9  awaiting  trial  or  held  for  the  grand  Jury.  There  were  one  witness 
and  one  minor.  The  highest  number  under  confinement  on  any  one  day 
during  the  year  was  68,  and  the  average,  40. 

The  jail  is  of  old  style  construction.  It  is  two  stories  high  and  has 
a  cage  on  each  floor,  each  cage  containing  fifteen  double  cells.  There  are 
also  four  small  rooms,  known  as  wing  rooms,  with  five  cells  in  each  room 
— two  on  the  north  side  and  two  on  the  south  side  of  the  jail.  The  cage 
on  the  first  floor  is  used  for  adult  sentenced  prisoners,  and  the  cage  on  the 
second  floor  for  adult  prisoners  awaiting  trial.  One  wing  room  is  used  for 
minors,  one  for  women,  one  for  civil  prisoners,  and  one  for  trusties. 

This  jail  does  not  permit  of  the  classiflcation  required  by  law. 
There  seems  to  be  no  provision  for  the  separation  of  male  minors  under 
sentence  and  male  minors  awaiting  trial.  Women  awaiting  trial  and 
women  serving  sentence,  adult  women,  women  minors,  and  women  wit- 
nesses are  all  commingled  in  one  room.  On  the  day  of  inspection  a  woman 
under  sentence  and  a  witness  were  together  in  the  same  room.  The 
woman  ujider  sentence  was  an  adult  and  the  witness  was  a  minor.  Sec- 
tion 92  of  the  County  Law  was  violated  in  various  respects  by  such  rep- 
rehensive  mingling.  The  jailer  stated  he  was  not  to  blame,  as  be  had 
only  one  room  for  women  prisoners  of  all  kinds. 

Police  prisoners  are  no  longer  confined  in  the  jail. 

The  authorities  are  to  be  commended  for  furnishing  employment 
for  prisoners  under  sentence.  The  jailer  stated  that  practically  all  the 
sentenced  prisoners  were  employed  in  institution  work,  caring  for  the 
lawns  around  the  coimty  buildings,  and  at  the  stone  shed.  A  wooden 
shed  is  rented  on  Kenwood  avenue,  half  a  mile  from  the  jail,  and  the 
prisoners  are  taken  each  day  to  the  shed.  Stones  are  broken  with  two 
and  a  half  pound  hammers.  The  broken  stone  is  sold  to  the  city  and 
used  in  repairing  city  streets. 

The  prisoners  receive  three  meals  a  day.  No  complaints  were  re- 
ceived as  to  the  food.  I  tested  the  food  supplies  and  found  them  whole- 
some. 

RECOMMENDATIONS 

(1)  That  the  jail  be  enlarged. 

(2)  That  section  92  of  the  County  Law  be  observed,  and 
that  women  under  sentence  and  women  detained  for  trial,  adult 
women,  minor  women,  women  witnesses,  and  male  adults  and  male 
minors  be  confined  in  separate  rooms. 
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(3)  That  prisoners  awaiting  trial  be  given  exercise  in  an 
enclosed  yard. 

(4)  That  the  cell  room  on  the  first  floor  be  k^t  in  a  more 
cleanly  condition. 

(5)  That  a  padded  cell  be  provided. 

(6)  That  the  cell  rooms  be  painted. 

(7)  That  broken,  defective  and  defaced  closets  be  repaired. 

Respectfully  submitted, 

{Signed)     FRANK  E.  WADE, 

Commissioner. 


CATTARAUGUS    COUNTY    JAIL 

LITTLE    ViLLLEt 

Inspected  August  15,  1916.  C.  B.  Nichols,  sheriff ;  S.  M.  Wheaton,  un- 
dersheriff ;  Ara  Vaillant,  turnkey.  Mrs.  Nichols  acts  as  matron  when  there 
are  any  women  or  girls  in  custody. 

The  number  of  inmates  on  the  day  of  inspection  was  57,  all  adults, 
53  men  and  4  women,  classified  as  follows : 

Men      Women 

Court    prisoners 14  2 

Serving  sentence, 39  2 

The  highest  number  at  any  one  time  during  the  past  year  was  67 
men ;  5  women ;  the  average,  men  40 ;  women,  4. 

This  jail  has  sixteen  cells  on  each  of  the  first  two  floors  and  ten  celLi 
and  two  hospital  or  detention  rooms  on  the  third  floor.  The  bunks  in  the 
cells  have  new  mattresses,  blankets,  white  sheets  and  pillows  with  white 
slips  and  presented  a  neat  and  clean  appearance. 

IMPROVEMENTS 

A  number  of  improvements  have  recently  been  made  in  this  jail  as 
follows :  New  one-piece,  sanitary,  full  flushing  toilets  operated  with  a  push 
button  have  been  installed  in  all  the  cells.  As  the  water  pressure  at  the 
jail  is  now  ample,  there  is  a  good  flush.  The  entire  interior  of  the  jail 
and  kitchen  has  been  repainted,  the  jail  given  three  coats  of  enameled 
white,  and  the  floors  painted  with  a  concrete  paint.  The  basement  has 
been  whitewashed,  the  heating  boiler  cleaned  and  painted,  a  new  fumi- 
gator,  fifty  lockers  (one  for  each  person),  and  a  shower  bath  have  been 
installed  in  the  basement.  A  new  modern  septic  tank  for  the  jail  sewage 
has  been  constructed  and  a  new  roof  put  on  the  jail  building.  All  the 
work  except  the  roof  was  done  by  prison  labor. 

EMPLOYMENT 

The  county  has  undertaken  to  find  more  work  for  the  sentenced  pris- 
oners. About  two  weeks  before  the  inspection  24  prisoners  were  taken  to 
East  Randolph,  about  ten  miles  from  the  jail,  quartered  in  an  old  null 
and  set  to  work  on  the  highways.  If  successful  they  are  to  be  kept  there 
until  cold  weather.  Four  others  were  working  on  the  streets  of  little 
Valley.  Others  were  employed  doing  the  kitchen,  laundry  and  jail  house- 
work. The  daily  menu  was  diversified  and  the  food  supply  of  good  quality. 
The  prisoners  are  given  three  meals  a  day  and  are  maintained  at  the 
expense  of  the  county.     Tlie  office  of  sheriff  is  salaried. 
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The  county  authorities  are  entitled  to  credit  for  the  many  valuable  Im- 
provements to  the  jail,  and  for  a  real,  definite,  concrete  effort  to  give 
the  prisoners  remunerative  employment. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


CAYUGA  COUNTY  JAIL 

ATJBUBN 

Inspected  March  29,  1916.    S.  L.  Depew,  sheriff ;  F.  S.  McDowell,  jailer. 

There  were  7  prisoners  in  custody  at  the  time  of  inspection,  all  males; 
5  were  serving  sentence  and  2  were  held  for  the  grand  jury.  One  of  the 
latter  was  a  minor,  yet  he  was  locked  up  in  the  main  portion  of  the  jail, 
commonly  called  the  "pit",  with  another  prisoner  in  direct  violation  of 
law. 

The  highest  niunber  of  prisoners  at  any  one  time  during  the  year  end- 
ing March  1,  1916,  was  31 ;  the  lowest,  7 ;  the  average,  about  18.  The 
prisoners  are  compelled  to  bathe  once  a  week.  They  are  unemployed  with 
the  exception  of  the  trusties.  A  matron  is  called  in  when  there  are  women 
prisoners.  When  a  prisoner  is  received  he  is  furnished  a  shirt,  overalls, 
towel,  and  soap. 

The  bedding  consists  of  straw  mattress,  pillows  and  blankets.  It 
was  in  fair  condition.  When  a  prisoner  is  discharged  the  bedding  is 
washed. 

The  kitchen  was  clean.     The  prisoners  are  given   three  meals  a   day. 
The  food  provided  is  satisfactory. 

The  entire  jail  was  clean.  The  ventilation  is  very  poor ;  the  so-called 
ventilators  in  the  pit  or  cage  are  of  no  value.  The  plumbing  is  old  and 
In  an  unsatisfactory  condition.  Tubs  are  used  instead  of  showers.  There 
is  no  hot  water  connection  with  the  tub  in  the  pit ;  cold  water  is  let  in 
and  then  it  is  heated  by  live  steam.  Since  the  last  inspection  the  cage 
has  been  painted  and  a  new  bath  tub  installed  in  the  debtors'  room. 

The  following  are  excerpts  from  previous  inspections  of  this  jail 
made  by  representatives  of  the  State  Commission  of  Prisons : 

Inspection  of  October  19,  1904 : 

"The  principal  jail  for  the  men  is  constructed  on  the  cage 
plan,  having  twenty-eight  cells,  in  two  tiers,  surrounding  the 
central  corridor.  There  are  no  windows,  and  the  only  light  and 
ventilation  is  from  the  skylight.  The  galleries  in  front  of  the 
upper  tier  of  cells  are  connected  with  the  main  floor  by  an  inside 
stairway.  Most  of  the  men  prisoners,  whether  serving  sentence 
or  awaiting  trial,  are  kept  in  this  part  of  the  jail  and  commingle 
at  all  times  except  when  locked  in  their  cells  at  night.  This  is  not 
only  unwise,  but  is  also  an  illegal  arrangement,  as  the  law  dis- 
tinctly requires  that  these  classes  of  prisoners  shall  be  kept  en- 
tirely separate.  The  association  of  first  offenders  and  persons 
who  have  committed  trifiing  offenses  with  depraved  desperate 
criminals  converts  a  jail  into  a  school  for  instruction  in  crime, 
with  the  result  that  it  is  not  only  injurious  to  the  prisoners,  but 
also  expensive  to  the  taxpayer." 

Inspection  of  September  9.  1907 : 

"This  jail  has  two  serious  defects  which  should  be  remedied : 

(1)     The  cells  in  the  T)rincipal  jail  are  insufficiontly  lighted 

and    ventilated.     The   jail   has   no   windows   in    the  walls   and    is 

lighted  exclusively  from  a  skylight  over  the  central  corridor,  the 

cells   facing   this   corridor.     The   gallery   in    front   of   the   upper 
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tier  of  cells  consists  of  latticed  bands  of  steel,  crossing  each  other  at 
right  angles,  and  filling  up  three-fourths  of  the  space,  leaving 
only  one-fourth  for  light  and  ventilation.  There  is  no  provision 
for  the  passage  of  air  current  through  the  cell.  The  cells  are  very 
dark,  especially  the  lov^^er  tier. 

(2)  This  jail  does  not  provide  separate  departments  for 
the  care  of  sentenced  prisoners  and  court  prisoners.  The  sheriff 
is  compelled  to  keep  most  of  these  classes  of  prisoners  comming- 
ling in  the  principal  jail  for  men.  This  the  law  emphatically  for- 
bids." 

««<:*«*  Additional  quarters  should  be  provided  for  the 
women,  so  that  the  women  prisoners  may  be  classified  as  well  as 
the  men.  It  can  scarcely  be  questioned  that  any  women  held  as 
a  witness  and  confined  in  a  room  with  criminals  would  have  a 
right  of  action  against  the  county  for  damages." 

Inspection  of  November  18,  1911 : 

"The  most  pronounced  defect  in  this  jail  is  the  lack  of  facili- 
ties for  the  proper  separation  of  prisoners  as  required  by  the 
County  Law.  All  of  the  male  prisoners,  whether  held  under  in- 
dictment or  awaiting  action  of  the  grand  jury,  and  practically  all 
male  prisoners  serving  sentence,  are  kept  together  in  the  cage,  and 
all  male  minors,  whether  held  for  the  grand  jury  or  serving  sent- 
ence, are  also  kept  in  the  cage  with  the  adults. 

The  law  requires  that  there  shall  be  four  departments  for 
these  different  classes  and  forbids  the  commingling  of  sentenced 
prisoners  with  those  awaiting  trial,  and  commingling  minors  with 
adults.  This  law  is  founded  on  well  considered  public  policy. 
While  there  are  comparatively  few  women,  the  same  rule  applies 
as  well  in  this  department.  All  women,  old  or  young,  convicted  or 
not  convicted,  are  kept  in  the  same  room ;  even  witnesses  are  not 
separated,  and  are  housed  with  the  criminals." 

Inspection  of  December  4,  1911 : 

"The  ventilation  and  sanitation  of  the  jail  seemed  bad.  This 
jail  is  bad  in  practically  every  feature,  and  a  disgrace  to  the  county 
of  Cayuga.  All  parts  of  the  jail  with  the  exception  of  the  "pit" 
are  non-fireproof.  A  good  deal  of  the  construction  is  wood,  and 
the  only  exit  in  case  of  fire  is  by  a  wooden  staircase.  *  *  ♦  ♦  ♦ 
These  inflammable  parts  include  the  women's  section,  the  debtors' 
section,  a  room  claimed  to  be  used  for  minors,  in  which  the  ventila- 
tion is  vile,  and  a  room  for  trusties." 

Inspection  of  April  12,  1912 : 

"The  following  additional  improvements  are  imperatively 
needed : 

(1)  Separate  quarters  for  court  prisoners;  at  present  all  the 
court  prisoners  are  kept  in  the  pit  with  the  mass  of  the  sentenced 
prisoners.  The  department  now  used  for  trusties,  consisting  of  one 
room  and  four  cells,  together  with  toilet  rooms,  could  be  fitted  up 
for  court  prisoners.  This  could  be  done  by  separating  the  room  in 
front  of  the  cells  into  two  corridors  by  tool-proof  steel  bars;  this 
would  give  the  prisoners  an  exercise  corridor  and  prevent  them 
from  reaching  either  the  walls  or  the  windows.  The  debtors'  room 
should  also  be  made  more  secure  for  the  separate  housing  of  minors, 
but  the  jailer  should  keep  them  in  this  room  whether  it  is  im- 
proved or  not.  If  they  escape,  the  fault  lies  with  the  board  of 
supervisors,  and  the  condition  does  not  justify  the  sheriff  in  vio- 
lating the  law  requiring  minors  to  be  kept  separate  from  adult 
prisoners. 

(2)  All  the  cells  should  be  removed  from  the  room  now 
known  as  the  'condemned  room.'    This  is  a  room  containing  three 
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cells  facing  against  a  solid  brick  wall,  and  is  utterly  unfit  for  any 
use  at  present.  By  removing  these  cells  this  room  would  take  care 
of  the  trusties  who  do  not  sleep  in  the  pit;  the  cells  are  not 
necessary ;  one  of  them  could  be  retained  for  a  toilet  room. 

(3)  One  half  of  the  flat  steel  bars,  which  now  constitute  the 
front  of  all  the  cells  in  the  entire  jail,  should  be  removed ;  these 
flat  bars  now  occupy  about  seventy-five  per  cent,  of  the  space  in 
front  of  the  cells,  and  practically  shut  out  both  light  and  air.  By 
the  removal  of  one  half  of  these  flat  bars  about  seventy-five  per 
cent,  of  the  space  in  front  of  the  cells  would  be  open,  greatly  im- 
proving the  light  and  ventilation. 

(4)  The  women's  department  should  be  divided  into  two 
rooms,  which,  with  the  small  number  of  women  prisoners,  would 
usually  meet  the  necessity  of  the  situation. 

(5)  The  wooden  stairway  leading  from  the  first  floor  to  the 
second  and  third  floors  should  be  removed  and  a  fireproof  stair- 
way substituted. 

While  these  improvements  would  not  make  the  conditions  ideal 
and  would  not  furnish  all  the  classifications  which  the  law  re- 
quires, and  would  not  fully  remove  the  danger  from  fire,  they 
would  greatly  improve  present  conditions  and  make  it  possible  un- 
der ordinary  circumstances  for  the  sheriff  to  comply  with  the  law 
regarding  classification  and  separation  of  prisoners,  and  would 
greatly  increase  the  sanitary  condition  of  the  prison.  The  cost  of 
these  improvements  would  be  inconsiderable." 

Inspection  of  June  30,  1913 : 

"This  abominable  jail  has  been  condemned  on  many  occasions 
in  inspection  reports  of  this  Commission  and  is  a  disgrace  to  the 
county  of  Cayuga,  its  construction  necessitating  the  mingling  of 
classes  which  should  be  kept  separate  under  the  law,  and  its 
bad  ventilation  and  dungeon-like  cells  violate,  both  the  law  and 
decency."* 

Inspection  of  December  27,  1913: 

"The  defects  of  this  jail  in  its  several  departments  have 
been  frequently  pointed  out  in  reports  of  inspections  heretofore 
submitted  to  the  Commission,  copies  of  which  were  furnished  to 
the  sheriff  and  board  of  supervisors.  The  lack  of  proper  ventila- 
tion was  fully  discussed  in  a  report  of  an  expert  from  the  oflBce  of 
the  State  Commissioner  of  Health,  copy  of  which  was  furnished 
to  the  local  authorities. 

The  rooms  over  the  sheriff's  residence,  used  for  the  housing 
of  classes  of  prisoners  not  likely  to  attempt  to  escape,  are  reached 
by  wooden  stairways,  unnecessarily  exposing  the  prisoners  in 
these  rooms  to  destruction  by  fire,  as  the  windows  are  all  barred 
and  there  is  no  ready  access  to  these  quarters  in  case  the  stair- 
ways could  not  be  used.  These  rooms  are  enclosed  simply  with 
brick  walls,  and  it  is  well  known  to  every  experienced  prison  keeper 
that  a  brick  wall  will  not  hold  a  prisoner  who  has  much  of  an  in- 
ducement to  escape,  as  is  the  case  with  all  court  prisoners  and 
with  a  percentage  of  men  serving  time.     ••♦♦♦•*♦ 

All  the  reports  of  inspections  of  this  jail  have  agreed  in  point- 
ing out  these  defects,  and  the  Commission  has  urged  that  these  un- 
desirable, insanitary  and  unlawful  conditions  shall  be  remedied, 
but  has  not  at  any  time  insisted  upon  any  particular  method.  It 
Is  the  right  and  duty  of  the  local  authorities  to  devise  plans  which 
shall  remedy  these  conditions  and  present  them  for  the  approval 
of  the  Commission. 
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The  suggestions  as  to  methods  have  been  intended  merely  as 
helpful  and  not  as  mandatory.  It  has  always  been  open  to  the 
local  authorities  to  present  any  plan  that  would  give  to  these  cells 
proper  ventilation  and  light  and  would  furnish  to  the  sheriff  a 
sufficient  number  of  secure  quarters  for  the  safe  keeping  and  pro- 
per classification  of  prisoners  committed  to  his  custody.  Light  and 
air  are  inexpensive  and  all  prisoners  are  entitled  to  be  housed  in 
clean  and  sanitary  quarters,  and  this  may  be  especially  emphasized 
in  the  case  of  court  prisoners  who  have  not  yet  been  adjudged 
guilty  of  any  crime." 

The  local  authorities  having  taken  no  action  in  the  premises 
in  1913  the  matter  was  referred  to  the  Attorney-General  and  on 
May  20,  1914,  Justice  Rich  directed  the  board  of  supervisors  to 
make  the  following  alterations  and   improvements: 

"(1)  Remove  the  wooden  stairways  leading  from  the  first 
floor  to  the  second  floor  in  the  hallway  entrance  of  said  jail,  and 
from  the  second  floor  to  the  third  floor,  and  install  in  place  there- 
of fireproof  metal  stairways. 

(2)  Remove  all  the  cells  and  their  equipment  from  the  room  on 
the  third  floor  near  the  head  of  the  stairs,  formerly  used  for  pris- 
oners convicted  of  capital  offenses,  except  the  two  cells  near  the 
entrance  door,  and  remodel  these  two  cells  into  a  bath  and  toilet 
room,  and  equip  the  remainder  of  the  room  for  the  housing  of  the 
class  of  prisoners  commonly  called  'trusties*. 

(3)  Install  a  solid  and  substantial  partition  in  the  room 
heretofore  used  for  women  prisoners  located  on  the  north  side  of 
the  hallway  on  said  floor,  dividing  said  room  into  two  rooms  of 
approximately  the  same  size;  remove  the  cells  from  the  easterly 
room  so  partitioned  off  and  install  a  sanitary  flushing  closet  In 
the  bath  room  now  adjacent  thereto :  remove  one  of  the  cells  from 
the  other  room  so  partitioned  off  and  construct  the  remaining  cell 
into  a  bath  and  toilet  room. 

(4)  That  the  principal  cage,  or  pit,  of  the  jail  be  altered  by 
a  division  according  to  the  plans  of  Architect  Armstrong,  hereto 
annexed.  That  the  ventilation  of  said  cage  be  arranged  accord- 
ing to  such  plans. 

(5)  That  the  necessary  plans  and  specifications  for  such  re- 
pairs be  made  by  or  under  the  direction  of  the  board  of  supervisors 
of  Cayuga  county,  and  such  work  completed  within  four  months 
from  the  date  of  this  order." 

On  June  3,  1914  the  Attorney-General  took  an  appeal  from  the  order 
with  exception  of  the  first  section  to  the  Appellate  Division  of  the  Supreme 
Cx)urt  for  the  Fourth  Department.  On  March  16.  1916.  a  letter  was  received 
from  the  Attorney-General  stating  that  the  court  had  handed  down  a  de- 
cision affirming  the  order. 

There  has  practically  been  no  chancre  in  the  general  arrangement  of 
this  jail  since  any  of  the  reports  referred  to  in  the  foregoing  were  written, 
although  there  was  nothing  to  prevent  the  building  of  the  iron  stairways,  ai 
they  were  not  included  in  the  appeal. 

It  should  be  carefully  noted  by  the  people  of  the  county  of  Cayuga 
fhat  the  jail  in  its  present  state  is  not  only  maintained  contrary  to  law, 
but  is  a  most  dangerous  fire  trap ;  and  that  if  the  principal  cage,  or  pit, 
be  altered  by  a  division  as  shown  in  the  plans  submitted  by  the  local 
authorities,  while  it  would  give  an  additional  classification,  it  would  also 
add  to  the  darkness  of  the  cells  in  this  department  and  permit  of  even  less 
circulation  of  air  than  there  is  at  the  present  time  and  "the  last  state 
would  be  worse  than  the  first." 

It  is  at  the  present  time  the  custom  to  send  nearly  all  the  prisoners 
convicted  in  this  county  to  the  Onondaga  County  Penitentiary  at  James- 
ville.     The  report  of  that  institution  for  the  year  ending  September  30, 
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1915,  shows  that  83  males  and  1  female  were  received  from  Cayuga  county. 
While  last  year  the  rate  for  boarding  prisoners  was  less,  this  year  the  pen- 
itentiary charges  $3.00  per  week.  All  fines  paid  by  prisoners  after  being 
sentenced  to  the  penitentiary  are  the  property  of  the  county  of  Onondaga. 
The  sheriff  is  also  paid  mileage  to  transfer  the  prisoners  to  the  above  men- 
tioned institution  and  of  course  the  fares  of  the  prisoners  transferred  are 
paid  by  the  county  of  Cayuga.  The  report  of  the  sheriff  of  Cayuga  county 
for  the  year  ending  September  30,  1915,  shows  that  the  cost  of  boarding  a 
prisoner  in  that  institution  was  $1.82  per  week.  If  the  county  had  a  proper 
Jail  and  maintained  its  own  prisoners  the  cost  would  be  less,  as  it  is  a  well 
known  fact  that  the  per  capita  cost  increases  as  the  number  of  prisoners 
diminishes.  In  short,  twelve  years  have  elasped  since  the  attention  of  the 
authorities  of  Cayuga  county  was  called  to  the  illegal  and  dangerous 
conditions  existing  in  the  jail,  the  matter  has  been  in  litigation  for  two 
years  with  the  attending  expense,  and  the  county  still  has  the  same  old 
fire  trap  and  is  maintaining  its  prisoners  in  a  way  much  more  costly  than 
would  have  been  the  case  if  the  recommendations  of  the  State  Commission 
of  Prisons  had  been  followed.  It  seems  very  improbable  that  the  people 
of  the  county  will  much  longer  tolerate  this  ancient  building,  but  will  see 
that  a  proper  jail  is  provided  in  order  that  its  prisoners  may  be  housed 
in  a  safe  and  lawful  manner.  If  the  matter  is  thoroughly  investigated  it 
win  probably  be  found  that  the  building  of  a  new  jail  would  be  a 
matter  of  economy  as  well  as  a  credit  to  the  community,  especially  if  lo- 
cated on  a  farm  where  the  prisoners  could  be  employed. 

Respectfully  submitted, 

(Signed)     PHILIP  G  ROOSA. 

Inspector. 


CHAUTAUQUA  COUNTY  JAIL 

MAYVILLE 

Inspected  July  29,  1916.  W.  H.  Marvin,  sheriff:  G.  W.  Colgrove, 
imdersheriff  and  turnkey.     There  is  also  a  matron. 

The  number  of  inmates  on  the  day  of  inspection  was  15;  of  these,  14 
were  adult  males  and  one  male  minor.  The  highest  number  at  any  one 
time  during  the  past  year  was  55;  the  lowest  9;  the  average  for  the  nine 
months  ending  July  1st  was  43. 

The  jail  has  four  departments  of  eight  cells  each,  a  room  with  two 
cells,  a  dormitory  with  ten  beds,  a  dormitory  with  four  beds,  two  detention 
rooms,  and  a  large  hospital  room.  Each  room  and  department  has  a  sta- 
tionary wash  basin,  a  toilet  and  a  bath  tub.     Each  cell  has  a  toilet. 

The  jail  was  clean  throughout,  showing  excellent  care.  With  the 
additions  recently  made  by  adding  the  former  residence  of  the  sheriff  to 
the  jail,  the  sheriff  is  able  to  fully  classify  the  prisoners  as  the  law 
requires. 

The  oflice  of  the  sheriff  is  salaried  and  the  prisoners  are  fed  at  the 
expense  of  the  county. 

The  employment  consists  of  the  care  of  the  jail,  including  repaint- 
ing the  interior,  the  care  of  the  large  county  lawns  and  the  cultivation 
of  the  jail  garden. 


Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Ohief  Inspector. 


li 
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CHEMUNG  COUNTY  JAIL 

ELMIBA 

Inspected  July  24,  1916.  A.  R.  Hoke,  sheriff ;  W.  J.  Leeper  and  George 
Harris,  turnkeys. 

Section  91  of  the  County  Law  provides  that  each  county  jail 
Bhall  contain: 

1.  A  sufficient  number  of  rooms  for  the  confinement  of  persons 
committed  on  criminal  process,  or  detained  for  trial,  or  exam- 
ination as  witnesses  in  a  criminal  case,  separately  from  prisoners 
under  sentence. 

2.  A  sufficient  number  of  rooms  for  the  separate  confinement 
of  persons  committed  on  civil  process,  or  for  contempt. 

3.  A  sufficient  number  of  rooms  for  the  solitary  confinement 
of  prisoners  under  sentence. 

Section  92  of  the  County  Law  provides  in  part: 
"Persons  in  custody  on  civil  process,  or  committed  for  con- 
tempt, or  detained  as  witnesses,  shall  not  be  put  or  kept  In  the 
same  room  with  persons  detained  for  trial  or  examination  on  a 
criminal  charge,  or  with  convicts  under  sentence.  Persons  de- 
tained for  trial  or  examination  upon  a  criminal  charge  shall 
not  be  put  or  kept  in  the  same  room  with  convicts  under  sentence. 
Minors  shall  not  be  put  or  kept  in  the  same  room  with  adult  pris- 
oners." 

The  Chemung  County  Jail  contains: 

A  so-called  "pit"  section  with  fourteen  cells  where  prisoners  serving 
sentence  ordinarily  are  confined. 

A  so-called  juvenile  department  containing  six  cells  for  the  deten- 
tion of  minors. 

A  department  containing  five  cells  for  the  detention  of  prisoners  held 
for  trial  or  to  await  the  action  of  the  grand  jury. 

A  department  containing  two  cells  for  the  detention  of  civil  prisoners. 
A  department  for  women  containing  three  rooms. 
There  are  also  a  hospital  room,  a  room  for  trusties,  a  room  for  lodg- 
ers, and  a  steel  lined  room  in  which  court  prisoners  are  exercised. 

At  the  time  of  inspection  there  were  thirty-one  prisoners  in  custody. 
In  the  pit  were  seven  adults  serving  sentence;  four  minors  serving  sen- 
tence ;  one  adult  held  to  await  the  action  of  the  grand  jury ;  one  adult 
Federal  prisoner  held  on  a  body  execution ;  one  adult  held  for  reauisition 
papers ;  one  adult  awaiting  examination ;  and  one  adult  who  had  pleaded 
guilty  but  had  been  remanded  for  sentence. 

There  were  no  prisoners  in  the  department  for  minors. 
In  the  department  for  court  prisoners  were  one  adult  held  for  non- 
snpport,  two  minors  and  two  adults  held  to  await  the  action  of  the  grand 
jury,  and  one  minor  held  for  examination. 

In  the  department  for  witnesses  was  a  colored  girl,  fifteen  years  of 
age,  who  had  been  returned  from  the  State  Training  School  for  Girls  at 
Hudson  and  was  being  held. 

Three  adult  women  were  in  the  women's  department. 
Three  adults  were  occupying  the  room  for  trusties  and  two  adults 
were  at  work  breaking  stone  in  an  adjoining  shed. 

It  will  be  seen  from  the  foregoing  that  adults  and  minors,  court  pris- 
oners, and  those  serving  sentence  were  mingled  Indiscriminately  in  viola- 
tion of  the  coimty  law,  while  the  department  for  minors  was  unused.  The 
jailer  stated  that  he  had  been  informed  that  these  cells  were  to  be  used 
for  prisoners  under  sixteen  years  of  age. 

There  were  44  prisoners  in  the  jail  on  the  morning  of  the  day  of  in- 
spection and  at  one  time  since  January  1st  there  were  58.     The  lowest 
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number  in  custody  at  any  one  time  was  13.  The  jail  is  inadequate  at 
times  to  provide  a  legal  classification  of  prisoners,  but  the  sheriff  should 
endeavor  to  classify  them  so  far  as  physical  conditions  will  permit. 

With  the  exception  of  an  unsightly  pile  of  rubbish  in  the  pit  the  jail 
was  In  a  satisfactory  state  of  cleanliness.  The  woodwork  and  walls  have 
been  painted  since  the  incumbency  of  the  present  sheriff  and  efforts  have 
been  made  to  make  the  jail  more  secure  as  the  result  of  the  escape  of  three 
prisoners. 

Mattresses,  blankets,  sheets,  pillows  and  pillow  slips  are  provided  as 
well  as  clothing  for  those  who  need  it.  A  physician  and  matron  are  em- 
ployed.   The  grand  jury  meets  four  times  a  year. 

The  sentenced  prisoners  are  employed  at  breaking  stone.  The  stone 
is  supplied  by  the  city  of  Elmira  and  after  being  broken  is  hauled  away 
for  use  on  the  city  streets.  The  county  receives  no  remuneration  for  the 
work,  but  it  serves  to  keep  some  of  the  prisoners  employed.  Others  work 
about  the  county  grounds  and  in  caring  for  the  institution. 

RECOMMENDATIONS 

That  so  far  as  conditions  will  permit  the  law  relating  to  the  classl- 
fleation  of  prisoners  be  observed. 

That  effort  be  made  to  keep  all  sentenced  prisoners  employed. 
Respectfully  submitted, 

(Signed)   JOHN  F.  TREMAIN, 

Secretary. 


CHEMUNG  COUNTY  JAIL 

ELMIRA 

Inspected  November  1,  1916.  A.  R.  Hoke,  sheriff;  W.  J.  Leeper,  jailer. 
There  is  also  a  matron. 

The  number  of  inmates  on  the  day  of  inspection  was  33  men  and  2 
women,  classified  as  follows :  Court  prisoners,  4  men ;  serving  sentence, 
25  men  and  2  women ;  held  for  extradition,  1  man ;  held  for  further  ex- 
amination, 3  men.  One  of  the  latter  was  a  minor,  and  was  in  the  depart- 
ment for  minors ;  all  of  the  others  were  adults.  The  highest  number  at 
any  time  since  January  1,  1916.  was  58;  the  lowest,  11;  the  average,  about 
33.  The  four  court  prisoners  were  in  their  separate  department  and  as 
both  of  the  women  in  custody  were  serving  sentence  they  were  allowed 
the  entire  use  of  the  women's  department,  consisting  of  three  rooms.  The 
prisoner  held  for  extradition  was  in  the  pit  with  the  sentenced  prisoners, 
the  sheriff  having  been  advised  that  was  the  proper  classification.  I  ad- 
vised him  to  the  contrary  and  he  promised  to  remove  him  to  one  of  the 
cells  in  the  department  for  court  prisoners.  All  prisoners  in  the  police  court 
in  Elmira  held  for  further  examination  are  temporarily  committed  to  the 
county  jail.  Ordinarily  the  sheriff  has  no  separate  place  in  which  to  keep 
these  prisoners  and  confines  the  adult  males  in  the  pit.  Where  this 
practice  prevails  a  separate  room  should  be  provided.  Since  the  last  In- 
spection the  sheriff  has  endeavored  to  observe  the  law  regulating  the 
classification  of  prisoners  so  far  as  practicable.  This  is  important.  I  ex- 
plained to  him  that  he  should  not  hesitate  to  use  any  vacant  department 
in  order  to  maintain  a  proper  classification. 

During  the  present  year  the  entire  interior  of  the  jail  has  been  painted 
by  prison  labor.  Other  employment  has  been  breaking  stone  in  the  stone 
shed.  The  number  so  employed  varies  from  6  to  16.  On  the  day  of  in- 
spection there  were  6  working.  The  city  furnishes  the  stone  and  receives 
the  product.  While  this  work  does  not  give  the  county  any  income, 
it  does  not  involve  any  serious  additional  exi>ense.  It  is  beneficial  in  two 
ways;  first,  it  provides  the  men  with  employment  and  keeps  them  in  con- 
dition to  labor  after  their  discharge,  and.  second,  it  tends  to  reduce  the 
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population  of  the  jail.  The  other  assignments  for  labor  on  the  day  of  in- 
spection were  three  in  the  kitchen,  one  for  the  care  of  the  halls,  six 
cleaners  for  the  jail  and  county  buildings  and  janitor  work  generally. 

The  jail  was  clean  throughout,  showing  good  care.  Other  conditions 
except  herein  mentioned  continue  as  at  the  time  of  the  inspection  in  July 
last. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


CHENANGO  COUNTY  JAIL 

NORWICH 

Inspected  September  21,  1916.  Neil  D.  Lewis,  sheriff;  G.  M.  Herki- 
mer, jailer ;  Mrs.  Lewis,  matron. 

The  number  of  inmates  on  the  day  of  inspection  was  nine  men  and 
one  woman,  classified  as  follows :  Court  Prisoners,  5  men ;  serving  sen- 
tence, 4  men  and  1  woman.  The  highest  number  at  any  one  time  during 
the  past  year  was  35;  the  average,  about  20. 

This  is  a  small  modern  jail  of  two  floors  with  eight  cells  on  each 
floor,  four  on  each  side,  back  to  back.  There  is  also  on  the  first  floor  a 
large  room  now  used  as  a  jail  chapel  but  which  could  be  used  as  a  dormi> 
tory  for  short  term  men.  On  the  second  floor  in  addition  to  the  cells  are 
two  detention  rooms  used  for  women  and  civil  prisoners.  One  of  them 
Is  available  for  a  hospital  if  needed.  There  are  two  shower  baths  on  each 
floor.    The  bedding  is  changed  weekly. 

Prisoners  are  given  three  meals  a  day  with  a  diversified  ration.  The 
kitchen  is  in  charge  of  a  civilian  cook  who  is  assisted  by  trusties. 

The  jail  was  scrupulously  clean  throughout.  The  cleanly  and  order- 
ly condition  of  things  in  the  kitchen  was  especially  noticeable  and  worthy 
of  commendation. 

The  employment  consists  of  the  jail  housework,  the  care  of  the  county 
grounds,  and  making  minor  improvements. 

RECOMMENDATIONS 

The  steel  work  and  pipes  in  the  utility  corridor  and  the  bottom  of 
the  niche  closets  in  the  cells  need  painting.  The  cells  on  one  side  are 
somewhat  dark  on  account  of  being  shadowed  by  the  rear  walls  of  the 
county  clerk's  office.  This  would  be  partially  remedied  by  keeping  this 
wall  painted  white.  This  wall  needs  repainting  and  the  color  should  be 
even  lighter  than  the  former  coat. 

The  room  now  used  as  a  chapel  should  be  furnished  with  several  iron 
cot  beds  and  freely  used  for  short  term  prisoners  to  prevent,  as  much  as 
possible  the  "doubling"  of  men  in  the  cells.  The  cots  could  be  set  out 
in  the  corridor  during  chapel  exercises. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector, 


CLINTON  COUNTY  JAIL 

PLATTSBURGH 

I  visited  this  jail  on  Saturday,  March  25th  and  found  it  in  a  most 
shameful  condition  of  filth  and  dirt,  worse  than  any  that  I  have  ever  in- 
pected. 

The  floors  could  not  have  been  cleansed  or  scrubbed  in  weeks.  The 
walls  are  sadly  in  need  of  a  new  coating,  and  to  be  brief  the  place  actn- 
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ally  sent  forth  a  most  repulsive  odor. 

The  bowl  in  every  toilet  is  broken.  The  mattresses  and  blankets  are 
fearfully  dirty  and  must  be  without  a  doubt  alive  with  vermin.  On 
the  whole  the  place  was  untenable. 

I  asked  the  sheriff  the  meaning  of  these  horrible  conditions  therein 
existing  and  his  answer  was  simply  that  he  cannot  get  any  money  from 
the  authorities  to  put  this  prison  into  proper  condition,  nor  even  to  repair 
the  toilets.  It  is  absolutely  detrimental,  not  alone  to  the  health  of  the 
inmates  of  this  jail  but  to  the  people  who  habitate  this  building  as  well. 
Respectfully  submitted, 

(Signed)     LEON  C.  WEINSTOCK, 

Commissioner. 


CLINTON  COUNTY  JAIL 

PLATTSBURG 

Inspected  December  11,  1916.  John  N.  Moore,  sheriff.  A  deputy 
sheriff,  janitor,   night  watchman,  matron   and   cook   are  employed. 

The  Clinton  County  Jail  is  a  two-story  brick  structure,  with  slate 
roof,  constructed  on  the  rear  of  the  court  house  through  which  it  is 
necessary  to  pass  to  gain  entrance.  There  are  twelve  steel  cells  on  the  first 
floor,  six  on  a  side,  opening  into  a  central  corridor.  The  backs  of  the  cells 
face  windows  and  are  constructed  of  flat  bars  set  edgewise,  affording  fairly 
good  light  and  ventilation.  There  is  a  corridor  between  the  backs  of  the 
cells  and  the  windows  and  at  the  ends  of  the  cell  house.  The  floors  of  the 
cells  are  of  steel  and  those  in  the  outside  corridor  concrete.  Two  of  the 
cells,  said  to  be  of  tool-proof  steel  construction,  are  set  apart  for  use  of 
police  prisoners  from  the  city  of  Plattsburg,  and  two  others  are  not  available 
for  detention  purposes,  one  being  used  as  a  bath  and  another  as  a  dark  cell. 
This  leaves  but  eight  cells  available  for  male  court  prisoners  on  the  first 
floor.  The  cells  are  equipped  with  toilet,  lavatory  and  bunks,  but  the 
plumbing  is  old  and  insanitary. 

The  second  floor  has  six  large  cells,  three  on  a  side,  constructed  of 
steel  plate  and  latticed  bars,  making  the  interior  of  these  cells  considera- 
bly darker  than  those  on  the  first  floor.  There  are  no  toilets  or  lavatories 
in  these  cells,  but  there  is  a  toilet  and  tub  in  one  corridor  and  an  old  toi- 
let In  the  other.  Three  of  the  cells  are  used  for  sentenced  prisoners  and  the 
other  three  for  lodgers.  There  is  a  wooden  partition  across  the  corridor  on 
the  side  used  for  prisoners,  making  it  possible  to  provide  for  two  classifica- 
tions. The  ventilating  shafts  on  this  floor  are  old  and  practically  useless 
The  floor  is  metal. 

Two  rooms,  each  equipped  with  toilet,  lavatory  and  bath  tub,  on  the 
second  floor  in  the  court  house  are  used  for  the  detention  of  women  and 
juveniles.     The  rooms  are  reached  by  means  of  a  wooden  stairway. 

There  were  7  court  prisoners  on  the  first  floor  on  the  day  of  inspection, 
all  adult  males,  and  3  adult  males  serving  sentence  on  the  second  floor. 
The  report  of  the  sheriff  for  the  nine  months  ending  June  30,  1916,  shows 
that  15  prisoners  were  in  custody  at  that  time.  Of  these  4  were  awaiting 
trial  and  11  serving  sentence.  Tliere  were  admitted  during  the  period 
mentioned  284  males  and  30  females.  The  highest  number  detained  at 
any  one  time  was  30  males  and  6  females ;  the  lowest,  3  males ;  and  the 
average  daily  population,  11.  Their  sentences  ranged  from  one  day  to 
six  months. 

This  jail  lias  been  criticised  for  a  number  of  years,  chiefly  because 
of  its  insanitary  plumbing  and  lack  of  facilities  for  properly  classifying 
prisoners  according  to  the  Prison  law.  The  congestion  has  been  aggra- 
vated by  the  fact  that  the  city  of  Plattsburg  has  been  permitted  to  use 
the  jail  for  its  police  prisoners,  as  the  city  has  no  jail  facilities.  Plans 
were  prepared  for  reconstructing  the  jail  and  were  approved  by  the 
Commission  but  because  of  the  increase  in  the  cost  of  building  materials 
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the  board  of  supervisors  now  proposes  to  renovate  the  present  jail  for  the 
use  of  court  prisoners  and  erect  a  place  of  detention  for  sentenced  pris- 
oners on  a  farm  outside  of  the  city. 

I  visited  the  jail  with  Supervisor  I.  O.  Russell,  chairman  of  the  build- 
ing committee,  who  told  of  the  plans  the  committee  now  has  under  con- 
sideration for  renovating  the  present  jail.  It  is  proposed  to  install  new 
plumbing  and  modern  toilets  and  lavatories  in  the  cells  on  the  first  floor 
and  to  tear  out  the  old  bath  tub  in  one  of  the  cells  and  provide  for  a  shower 
bath  in  the  corridor.  It  is  probable  that  the  dark  cell  will  also  be  elimin- 
ated and  made  available  for  ordinary  detention  purposes.  This  would 
provide  twelve  cells  on  the  first  floor. 

On  the  second  floor  it  is  proposed  to  tear  out  the  old  wooden  parti- 
tion in  the  corridor,  install  new  plumbing  and  ventilating  facilities  and 
add  to  the  security  of  this  section.  Because  of  escapes  in  the  past  sheriffs 
have  hesitated  to  use  this  floor  except  for  trusties  and  lodgers,  which  has 
resulted  in  a  commingling  of  court  and  sentenced  prisoners  on  the  first 
floor.  It  is  proposed  also  to  install  time  clocks  throughout  the  jail  and 
make  it  the  duty  of  the  watchman  to  make  the  rounds  of  the  jail  regularly 
during  the  night.  At  the  present  time  half  of  the  upper  floor  is  given  over  to 
the  use  of  the  lodgers,  but  the  board  contemplates  providing  quarters  for 
them  in  the  basement.  The  plan  for  remodeling  this  floor  should  receive 
careful  consideration. 

It  is  further  proposed  to  make  the  floors  in  the  section  for  women  and 
juveniles  fireproof  and  to  provide  additional  facilities.  There  are  two 
rooms  not  used  for  detention  purposes  which  could  be  made  available.  The 
wooden  stairway  would  be  removed,  an  iron  one  erected  to  the  second  floor, 
and  a  door  cut  through  from  the  women's  department  to  the  main  jail  to 
afl'ord  means  of  exit  in  case  of  fire.  There  is  at  present  no  entrance  or 
exit  in  the  main  jail  except  through  the  court  house,  but  it  is  proposed  to 
install  a  door  leading  from  the  first  floor  to  the  yard.  A  large  yard  in 
which  the  court  prisoners  may  be  exercised  is  also  contemplated.  At  the 
present  time  no  opportunity  is  afforded  the  court  prisoners,  who  are  some- 
times detained  for  long  periods,  to  exercise  in  the  open  air. 

The  county  owns  a  county  home  on  a  farm  of  approximately  87  acres 
about  three  or  four  miles  from  the  city  of  Plattsburg.  The  board  contem- 
plates the  purchase  of  additional  land  adjacent  to  this  farm  on  which  to 
establish  a  place  of  detention  for  sentenced  prisoners  so  that  their  labor 
will  be  available  on  both  the  county  home  and  jail  farms.  There  is  con- 
siderable grading  and  quarry  work  to  be  done  on  the  county  home  farm 
which  the  aged  inmates  of  that  institution  are  not  able  to  do  but  which 
would  provide  employment  during  the  winter  as  well  as  the  summer  for 
prisoners. 

The  prisoners  with  long  terms  are  at  present  being  committed  to  the 
Albany  County  Penitentiary  at  a  considerable  expense  to  the  county.  Thia 
expense  could  be  eliminated  and  considerable  labor  made  available  for 
county  use  by  the  purchase  of  a  farm  as  contemplated  where  practically 
all  sentenced  prisoners  could  be  sent  and  made  to  contribute  to  their 
maintenance  instead  of  being  kept  in  idleness  as  at  present. 

The  board  of  supervisors  is  expected  to  report  on  the  proposed  plan 
at  the  February  meeting  of  the  Commission.  The  board  recently  adopted 
a  resolution  to  notify  the  city  authorities  of  Plattsburg  that  the  city  will 
not  be  permitted  to  use  the  county  jail  for  police  prisoners  after  August 
1,  1917. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN. 

Secretary. 
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COLUMBIA  COUNTY  JAIL 

HUDSON 

Inspected  May  11,  1916.     W.  J.  Kline,  sheriff. 

Columbia  county  is  constructing  a  new  jail.  The  old  one  has  been 
torn  down  and  the  new  one  is  enclosed.  The  cell  work  and  the  steel  floors 
have  been  installed  on  the  first  and  second  floors.  The  work  has  been  de- 
layed on  account  of  the  failure  to  receive  the  steel.  It  was  claimed  it 
went  astray  after  being  shipped.  The  sheriff  informed  me  that  he  had 
just  received  notice  of  its  arrival  at  the  station  at  Hudson. 

During  the  construction  of  the  new  jail  sentenced  prisoners  have 
been  kept  in  a  temporary  jail  in  the  old  armory  at  the  rear  of  the  pre- 
sent court  house  and  jail.  Nine  of  the  steel  cells  in  the  old  jail  were 
placed  in  a  room  in  this  armory  and  the  room  outside  the  cells  was  fur- 
nished with  toilet  and  washing  facilities.  The  cells  face  outside  windows. 
The  court  prisoners  have  been  detained  in  the  Greene  County  Jail  at 
CatskiU. 

On  the  day  of  inspection  there  were  9  male  prisoners  serving  sentence 
in  the  temporary  jail  and  2  court  prisoners  in  the  Catskill  jail.  The 
highest  number  during  the  past  winter  was  22  at  Hudson  and  4  at  Cats- 
kill  ;  the  average,  about  10  at  Hudson  and  2  or  3  at  Catskill. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


COLUMBIA  COUNTY  JAIL 

HUDSON 

Inspected  December  26,  1916.    William  J.  Kline,  sheriff. 

The  number  of  inmates  on  the  day  of  inspection  was  12  men  and  1 
woman.  The  highest  number  at  any  one  time  during  the  past  year  was 
28;  the  average,  about  10. 

This  is  a  new  fireproof  jail  and  was  first  occupied  November  1st.  It 
Is  not  quite  completed,  as  part  of  the  electric  light  fixtures  have  yet  to  be 
Installed. 

The  jail  has  three  floors  and  a  basement.  The  basement  has  a 
kitchen  equipped  with  a  gas  range,  coal  ranire  and  hot  water  boiler.  The 
floor  is  concrete  pitched  to  a  drain.  There  are  three  outside  windows. 
A  large  pantry  and  storeroom  are  adjacent.  There  is  also  a  laundry  with 
concrete  floor,  and  three  wash  trays  provided  with  water  connection  with 
the  kitchen  boiler,  also  a  toilet  and  bath  for  tlie  use  of  the  help  in  the 
kitchen  and  laundry.  There  is  a  dumb  waiter  from  the  kitchen  to  the 
jail  above.  In  the  basement  is  another  large  room  20  x  64  ft.,  known  as 
the  police  room,  intended  to  be  used  by  the  city  as  a  police  jail.  It  has 
an  outside  entrance  and  also  one  from  the  sheriff's  office.  There  are  six 
outside  windows,  concrete  floor,  electric  light,  steara  heat,  stationary  wash 
basin  with  hot  and  cold  water,  and  an  enclosed  toilet  and  shower  bath.  It 
is  furnished  with  sleeping  benches.  In  another  part  of  the  basement 
separated  from  the  jmlice  room  by  a  hallway  is  a  bath  room  for  the  regular 
prisoners,  and  there  is  an  additional  shower  bath  in  a  small  room  adjacent. 
This  room  has  an  outside  window.  There  is  also  a  storeroom  in  the  base- 
ment. 

On  the  first  floor  is  an  officers'  room  with  two  outside  windows  and  a 
jailor's  office  of  two  rooms  with  two  windows  in  each,  with  clothes  closets 
and  a  bath  room  adjacent.  At  the  end  of  the  hall  is  a  visitors'  room  with 
two  stalls,  one  for  the  visitors  and  one  for  the  prisoner,  each  stall  en- 
closed with  wire  screen.  In  the  cell  room  are  nine  modern  steel  cells  on 
each  side,  one  of  them  padded.  Tliey  have  open  fronts  to  the  ceiling  and 
each  is  furnished  with  a  folding  bunk,  wash  basin  and  a  toilet  operated 
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with  push  button.  The  cells  are  placed  back  to  back  with  a  utility 
corridor  between.  There  is  an  oflScers'  corridor  and  prisoners'  exercise 
corridor  in  front  of  the  cells,  also  seven  electric  lights  in  each  corridor, 
and  eight  large  windows  and  six  steam  radiators.  There  is  room  for  the 
installation  of  two  more  cells  on  each  side. 

On  the  second  floor  the  jail  section  is  a  duplication  of  that  on  the 
first  except  there  is  no  padded  cell.  This  floor  also  has  room  in  the  rear 
for  the  addition  of  two  more  cells  on  each  side.  On  the  opposite  side  of 
the  hall  is  a  matron's  room  with  two  large  windows  and  bath  room  and 
clothes  closet  adjacent,  also  a  room  of  the  same  size  and  equipment  for 
the  night  jailer.  Women  prisoners  are  for  the  most  part  kept  in  the  nine 
cells  on  one  side  of  this  floor. 

On  the  upper  floor  are  various  cells  and  dormitories,  all  of  steel  equip- 
ment, taken  from  the  old  jail.  On  one  side  there  are  three  cells  and  on  the 
other  side  four,  with  double  corridor  in  front.  Back  of  these  cells  are 
dormitories  on  each  side  containing  from  three  to  five  bunks,  and  at  the 
end  of  the  hall  are  two  hospital  rooms  which  may  also  be  used  for  wit- 
nesses and  civil  prisoners.  All  of  these  departments  are  furnished  with 
toilets,  lavatories  and  shower  baths. 

This  county  now  has  a  modern  jail  with  all  needed  facilities  for  the 
proper  segregation  and  classification  of  prisoners. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


CORTLAND  COUNTY  JAIL 

CORTLAND 

Inspected  November  2,  1916.  Jerry  L.  Eades,  sheriff;  Oliver  Carley, 
jfiiler.  No  matron  is  employed  by  the  county,  but  Mrs  Eades  acts  as  matron 
when  there  are  any  women  prisoners. 

The  number  of  inmates  on,  the  day  of  inspection  was  2,  both  men. 
The  highest  number  at  any  time  during  the  past  year  was  25 ;  the  lowest, 
2.  on  the  day  of  inspection;  the  average  since  January  1,  1916,  about 
16.  One  week  previous  to  the  date  of  inspection  the  sheriff  said  he 
had  15  prisoners.    About  half  of  those  detained  are  court  prisoners. 

The  jail  has  been  thoroughly  renovated  during  the  past  year.  Down 
stairs  the  iron  work  and  lower  section  of  the  side  walls  have  been  painted, 
and  the  rest  of  the  interior  whitewashed  three  or  four  times.  On  the 
upper  floor  the  woodwork  has  been  repainted  and  the  walls  and  ceiling 
kalsomined.  During  the  year  a  new  double  kitchen  range  with  a  new  hot 
water  boiler  with  a  capacity  of  about  140  gallons  has  been  installed ;  also 
a  new  washing  machine  with  larger  capacity  than  the  old  one. 

Prisoners  with  the  assistance  of  the  jailer  do  the  cooking  and  other 
jail  housework;  they  also  take  care  of  the  court  house  and  lawns,  walks 
and  grounds  of  the  county  buildings.  The  jail  was  clean  throughout,  show- 
ing excellent  care.  It  consists,  as  has  been  frequently  stated  in  form- 
er reports,  of  ten  cells  on  the  first  floor,  five  on  each  side,  and  five 
rooms  on  the  second  floor.  These  rooms  were  furnished  with  cot  beds 
and  toilets.  There  are  also  on  the  second  floor  a  bath  room  and  store 
room. 

At  the  election  to  be  held  November  7th  a  proposition  to  appropriate 
$18,000  to  buy  a  farm  of  ninety  acres  for  a  jail  site  was  to  be  voted  on. 
This  farm  Is  located  about  1%  miles  from  the  present  jail  and  about  half 
a  mile  outside  the  city  limits. 

The  working  of  a  farm  by  jail  prisoners  has  been  successful  in  some 
of  the  other  counties  of  the  State,  and  has  the  strong  endorsement  of 
the  State  Commission  of  Prisons.    The  board  of  supervisors  of  this  county 
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is  entitled  to  commendation  for  its  action  in  presenting  to  the  voters  of 
Cortland  county  a  concrete  proposition  for  a  new  jail  to  take  the  place 
of  the  present  antiquated  and  inadequate  structure  and  at  the  same  time 
furnish  healthful  and  profitable  employment  for  its  jail  prisoners. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


DELAWARE  COUNTY  JAIL 

DELHI 

Inspected  May  5,  1916.     A.   L.  Austin,   sheriff;   W.   L.   Vandermark, 

jailer. 

The  number  of  inmates  on  the  day  of  inspection  was  six,  all  adult 
males,  classified  as  follows:  Serving  time,  5;  court  prisoners,  1.  The 
highest  number  of  Inmates  at  any  one  time  during  the  past  year  was  20 ;  the 
average,  about  9.  There  were  two  female  prisoners  during  the  year.  The 
sheriff's  wife  acts  as  matron  when  females  are  detained. 

This  jail  consists  of  three  floors  with  eight  cells  on  each  of  the  first 
and  second  fioors,  four  on  each  side,  back  to  back,  with  a  utility  corridor 
between.  Each  cell  is  furnished  with  a  bunk,  niche  closet,  and  stationary 
wash  basin.  There  are  six  cells  on  the  third  floor  and  two  detention 
rooms.  Each  bunk  has  a  mattress,  blankets,  white  sheets,  and  pillow  with 
slips. 

The  entire  jail  was  clean,  showing  good  care.  Some  improvements 
have  been  made  since  the  last  inspection.  Concrete  has  been  placed  in  the 
bottom  of  the  niches  up  to  the  top  rims,  which  Is  a  decided  improvement. 
The  Interior  of  the  jail  has  been  repainted  and  the  steel  work  given  a  new 
coat  of  aluminum. 

The  concrete  floor  has  been  in  an  unsatisfactory  condition  for  some 
time;  some  effort  has  been  made  during  the  past  year  to  patch  it  up  in 
some  places  and  some  of  the  cracks  have  been  fllled  with  concrete.  A  new 
floor  is  needed. 

The  jail  has  a  laundry  in  the  basement  with  a  wooden  floor.  It  is 
proposed  to  substitute  therefor  a  concrete  floor,  which  would  be  a  decided 
Improvement. 

The  officft  of  sheriff  in  this  county  is  salaried  and  the  prisoners  are 
fed  at  the  expense  of  the  county.  There  is  no  employment  except  the  Jail 
housework  and  the  oare  of  the  grounds  surrounding  the  county  buildings. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN. 

Chief  Inspector. 


DUTCHESS  COUNTY  JAIL 

POTJOH  KEEPSIE 

Inspected  May  11,  1916.  E.  J.  Conklin,  sheriff;  H.  J.  Flagler,  and 
N.  T.  Baumbusch,  jailers. 

There  were  22  inmates  on  the  day  of  inspection,  19  male  adults  and 
3  male  minors,  classified  as  follows :  Court  prisoners,  4 ;  serving  sentence, 
18.  The  highest  nimaber  at  any  time  since  January  1,  1916,  was  54;  the 
lowest,  20 ;  the  average,  about  35.  The  total  number  of  prisoners  since  that 
date  was  876,  of  which  12  were  women.     There  were  three  minors  on  the 
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day  of  inspection,  one  held  for  the  grand  jury,  one  serving  sentence,  and 
one  detained  for  inquiry.  A  matron  is  employed  who  sleeps  In  the  jail 
and  has  entire  charge  of  the  department  for  women.  There  are  female 
prisoners  about  half  the  time. 

This  jail  has  been  fully  described  in  former  reports.  It  contains 
fifty-two  cells  for  men  in  four  departments,  sixteen  cells  in  four  depart- 
ments for  women,  sixteen  cells  iu  two  departments  for  boys. 

Since  January  1st  last  the  entire  interior  has  been  repainted  except 
a  small  section  in  the  women's  department  which  will  be  painted  as  soon 
as  possible.  White  lead  paint  has  been  used  except  a  small  section  at  the 
base  of  the  steel  work  which  has  been  painted  red.  All  the  work  was 
done  by  inmates. 

The  beds  are  furnished  with  mattresses,  blankets,  pillows  with  slips, 
and  white  sheets.  The  bedding  is  laundered  every  week  and  the  jail  and 
everything  connected  with  the  equipment  was  clean. 

Food  is  furnished  by  the  county  and  the  prisoners  are  given  three 
meals  a  day.  I  examined  the  food  in  the  store  room  and  judged  it  was 
of  good  quality.     One  of  the  jailers  is  always  on  duty  in  the  jail. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


DUTCHESS  COUNTY  JAIL 

POUGHKEEPSIE 

Inspected  November  15,  1916. 

This  jail  is  located  on  the  upper  floor  of  the  Court  House  and  con- 
sists of  52  cells  for  men ;  16  for  boys ;  and  16  for  females.  Each  cell  has 
two  beds.  There  is  also  a  padded  cell  and  a  hospital  consisting  of  a  recep- 
tion room  and  a  room  with  two  beds. 

A  matron  and  two  jailers  are  employed. 

At  the  time  of  my  visit  the  total  number  of  inmates  was  30,  consisting 
of  26  men,  3  boys  and  1  woman. 

The  jail  was  found  clean,  but  there  was  lack  of  light  in  the  boys'  de- 
partment, which  should  be  corrected. 

Respectfully  submitted, 

(Signed)     HENRY  SOLOMON, 

Commissioner. 


ESSEX  COUNTY  JAIL 

ELIZABETHTOWN 

Inspected  June  7,  1916.  Charles  L.  Poole,  sheriff;  Fred  L.  Straight, 
undersheriff. 

The  Essex  County  Jail  is  a  three-story  modem  structure,  completed 
in  1911.  There  are  twenty  cells  in  the  main  section — ten  on  the  first 
floor  and  ten  on  the  second.  Each  cell  Is  equipped  with  bunk,  niche 
closet,  and  a  lavatory.  There  are  no  cells  on  the  third  floor  which  was 
designed  for  use  as  a  workshop  or  as  a  place  for  exercising  prisoners. 

The  sheriff's  office  and  jailer's  room  are  on  the  first  floor  of  the  other 
se<'tion  of  the  jail,  and  there  are  also  four  cell  rooms  with  outside  win- 
dows for  the  use  of  female  prisoners  or  witnesses.  The  second  floor  has 
four  cell  rooms  and  two  rooms  for  witnesses,  one  of  the  latter  being  used 
as  a  storeroom.  Each  of  these  rooms  has  a  bed,  toilet,  and  lavaitory.  Mat- 
tresses, blankets,  sheets  and  pillow  slips  are  furnished.     The  third  floor 
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is  used  for  laundry  purposes  and  contains  a  tub  bath  and  toilet. 

There  were  sixteen  prisoners  on  the  day  of  inspection,  all  males.  One 
was  a  minor.  Eleven  were  serving  sentence,  three  were  awaiting  trial, 
one  was  awaiting  transfer  to  Clinton  Prison,  and  another  to  the  New 
York  State  Reformatory  at  Elmira. 

The  sheriff  stated  that  at  times  during  the  winter  when  the  jail  is 
crowded  he  has  diflSculty  in  observing  a  legal  classification  of  prisoners. 
There  is  room  on  the  third  floor  of  the  main  section  for  additional  cells 
and  if  the  jail  population  continues  to  increase  such  cells  will  be  needed. 

The  toilet  niches  in  nearly  all  of  the  cells  were  rusted  and  should  be 
thoroughly  painted.  A  small  expenditure  for  paint  at  this  time  would  save 
a  larger  bill  for  repairs  to  the  steel  work  in  the  future.  The  painting 
should  be  done  by  inmate  labor. 

A  committee  of  the  board  of  supervisors,  acting  by  authority  of  the 
board,  in  May  purchased  a  farm  of  257  acres  about  a  mile  and  a  half  south 
of  the  village  of  Elizabethtown.  The  purchase  price  was  $4,300  which  in- 
cluded buildings,  livestock,  tools,  farming  implements,  etc.  About  100 
acres  are  tillable  and  the  rest  is  pasture  and  woodland.  Prisoners  will  be 
employed  cultivating  the  farm  during  the  summer  months,  and  a  stone 
quarry  on  the  property  will  afford  employment  during  the  winter  months. 
The  buildings  on  the  property  are  reported  to  be  in  need  of  repairs,  but 
with  timber  available  and  with  inmate  labor  the  cost  of  repairs  should  be 
nominal. 

The  sheriff  stated  that  prisoners  had  been  employed  on  the  farm  for 
about  three  weeks  prior  to  the  date  of  inspection.  He  has  supervision  of 
the  farm  and  apparently  is  deeply  interested  in  the  success  of  the  pro- 
ject. The  farm  is  expected  to  reduce  the  cost  of  maintenance  of  the  jail 
and  the  prospects  of  hard  labor  in  the  quarry  during  the  winter  probably 
will  result  in  keeping  down  the  number  of  prisoners. 

The  purchase  of  a  farm  as  a  means  of  keeping  the  inmates  of  the  jail 
employed  has  been  recommended  in  the  past  by  the  State  Commission  of 
Prisons  and  the  action  of  the  board  of  supervisors  in  complying  with  that 
recommendation  is  to  be  commended.  Hon.  Byrne  A.  Pyrke,  Essex  county 
judge  and  surrogate,  was  active  in  urging  the  board  to  provide  a  means  of 
employing  the  inmates  of  the  jail. 

RECOMMENDATIONS 

(1)  That  if  required,  additional  cells,  properly  equipped,  be  installed 
on  the  third  floor  of  the  jail  on  plans  to  be  approved  by  the  State  Com- 
mission of  Prisons. 

(2)  That  the  niches  in  the  cells  be  painted. 

Respectfully  submitted, 

(Signed)     FRANK  E.  WADE, 

Commissioner. 
JOHN  F.  TREMAIN, 

Secretary. 


ERIE  COUNTY  JAIL 

BUFFALO 

Women's  jail  and  civil  section  inspected  December  15.  1916. 

Men's  jail  at  Penitentiary  Inspected  December  16,  1916. 

Sheriff  Edward  Stengle ;  Jailer  John  J.  Lannon. 
women's  jail  and  civil  section 

Seventeen  Inmates  were  confined  in  the  jail  building  on  Delaware 
a^em^e  on  the  day  of  inspection,  eight  of  whom  were  women.  Two  of 
the  women  were  minors.     Five  of  the  Inmates  were  witnesses,  all  males. 
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The  reconstruction  of  the  main  portion  of  the  jail  building  has  been 
unreasonably  delayed  and  the  work  has  dragged  beyond  all  expectations. 
At  least  a  month  will  elapse  before  the  jail  is  ready  for  occupancy,  ac- 
cording to  the  latest  report. 

The  conditions  of  damp  walls  and  dripping  water  in  the  women's 
quarters  reserved  for  minors,  criticised  in  last  year's  inspection  report, 
have  been  repaired  but  the  rooms  have  not  yet  been  made  ready  for  use. 
I  found  two  girl  minors  commingled  with  adult  women.  The  excuse  for 
this  violation  of  the  law  was  that  the  commingling  was  temporary  during 
the  repairs.  I  cautioned  the  matron  against  permitting  such  violation  of 
the  law  and  she  stated  that  as  soon  as  the  rooms  for  minors  were  ready 
Bhe  intended  carefully  to  segregate  adults,  minors  and  witnesses  in  sep- 
arate rooms  and  corridors  for  which  the  jail  provides  ample  facilities. 

The  steel  cells  or  dungeons  on  the  third  floor  have  been  taken  out 
of  the  rooms  as  recommended  and  two  large  bright  rooms  are  available 
for  additional  classification. 

The  recommendation  in  last  year's  report  that  the  men  witnesses 
and  civil  prisoners  be  transferred  from  the  dark  rooms  on  the  third  floor 
to  the  disused  jury  rooms  was  adopted  for  a  period.  On  the  day  of  in- 
spection, however,  the  witnesses  were  found  again  in  the  dark  room.  The 
reason  advanced  was  that  some  repairs  were  about  to  be  made  to  the 
jury  rooms. 

The  steam  system  in  the  jail  building  has  been  repaired  and  improved. 
The  whole  interior  is  to  be  repainted  and  put  in  good  condition  before 
the  opening  of  the  main  section  of  the  jail. 

men's  jail  at  penitentiary 

Seventy-one  prisoners  were  confined  on  the  day  of  inspection  in  the 
north  wing  of  the  Erie  County  Penitentiary,  which  has  been  used  as  the 
temporary  jail  for  men  during  the  reconstruction  of  the  Erie  County  Jail. 
Fifty-five  were  adults  and  16  minors. 

The  north  wing  is  a  separate  cell  block  containing  85  large  well 
equipped  cells  and  was  formerly  used  for  women.  Minors  and  adults 
freely  commingle  in  the  corridors  in  violation  of  the  law.  The  delay  In 
the  construction  of  the  jail  has  aggravated  the  continuance  of  this  com- 
mingling. 

The  inmates  of  the  jail  receive  the  same  meals  as  the  prisoners  in 
the  Penitentiary. 

RECOMMENDATIONS 

(1)  That  the  reconstruction  work  on  the  main  section  of  the  jail 
be  expedited  and  the  jail  prisoners  be  transferred  from  the  Penitentiary 
building  as  soon  as  possible, 

(2)  That  care  be  exercised  in  the  segregation  of  adults,  minors  and 
witnesses  in  accordance  with  the  law. 

(3)  That  the  male  witnesses  and  civil  prisoners  be  removed  to  the 
disused  jury  rooms. 

Respectfully  submitted, 

(Signed)     FRANK   E.   WADE, 

Commissioner. 


FRANKLIN  COUNTY  JAIL 

MALONE 

Inspected  August  14,  1916.  F.  S.  Steenberge,  sheriff;  L.  E.  Whitney, 
undersheriff ;  A.  E.  Kempton,  turnkey.     The  sheriff's  wife  is  matron. 

There  were  25  prisoners  in  this  jail  on  the  day  of  inspection.  Thirteen 
males  and  one  female  were  serving  sentence,  eight  males  were  being  held 


212  TWENTY-SECOND  ANNUAL  REPORT  OF  THE 

for  the  grand  jury,  one  male  was  awaiting  trial,  and  two  Chinese  await- 
ing action  by  the  Federal  authorities. 

The  report  of  the  sheriff  for  the  period  from  October  1,  1915  to  June 
30,  1916  shows  that  the  highest  number  detained  at  any  one  time  was 
29 ;  the  lowest,  8 ;  and  the  average,  17. 

This  jail  is  inadequate  to  properly  accommodate  the  prisoners  com- 
mitted to  it.  There  are  five  cells  on  the  first  floor,  five  on  the  second  and 
four  rooms  on  the  third.  The  cells  on  the  first  and  second  floors  open  into 
a  central  corridor  with  backs  towards  the  windows.  The  backs  of  the 
cells  are  constructed  of  flat  steel  bars  set  edgewise.  There  are  no  toilets 
in  the  cells,  but  prisoners  have  access  to  a  room  on  each  of  the  flrst  and 
second  floors  which  contain  a  toilet,  lavatory  and  shower  bath.  New 
plumbing  has  been  installed  since  the  last  inspection  as  recommended.  A 
shower  bath  also  has  been  installed  in  the  department  for  women.  New 
mattresses  have  been  purchased.  A  portion  of  the  interior  of  the  jail  has 
been  painted.  The  institution  showed  evidence  of  good  care.  One  of  the 
rooms  on  the  fourth  floor  had  been  used  as  a  workshop  by  a  former  inmate. 
Three  meals  a  day  are  served.    A  jail  physician  is  employed. 

Some  of  the  sentenced  prisoners  are  employed  on  a  farm  of  forty  acres 
which  the  county  has  purchased.  Seven  were  so  employed  on  the  day  of 
inspection.  The  board  of  supervisors  appropriated  $300  for  the  employ- 
ment of  an  officer  to  take  charge  of  the  farm  work  but  the  sheriff  stated 
he  had  not  used  the  appropriation.  Instead,  the  prisoners  are  placed  on 
their  honor  and  work  part  of  the  time  with  no  officer  present.  The 
sheriff  stated  that  the  men  were  working  without  supervision  on  the  day  of 
inspection.  About  thirty  acres  are  under  cultivation.  Other  inmates 
have  been  employed  at  painting,  caring  for  the  institution  and  on  the 
streets  of  the  village  of  Malone. 

The  authorities  of  the  county  are  to  be  commended  for  their  efforts 
to  keep  the  prisoners  employed. 

RECOMMENDATION 

That  the  board  of  supervisors  take  immediate  steps  to  provide  adequate 
Jail  accommodations. 

Respectfully  submitted, 

iSiffned)     JAMES  T.   MURPHY. 

Commissioner. 
JOHN  F.  TREMAIN. 

Secretary. 


FULTON  COUNTY  JAIL 

JOHNSTOWN 

Inspected  September  29,  1916.     William  J.  Shepard,  sheriff. 

On  the  day  of  inspection  the  population  was  8.  of  which  5  were  held 
for  the  grand  jury,  1  serving  sentence,  and  2  held  for  examination.  Three 
were  minors.  The  maximum  during  the  nine  months  ending  July  1,  1916 
was  14 ;  minimum,  4 ;  average,  9. 

This  is  an  old  stone  jail  with  24  modem  cells  on  two  floors.  The 
stool  cells  have  new  open  fronts  facing  the  windows,  and  are  equipped 
with  modern  toilet  facilities  and  beds  which  were  in  a  tidy  condition. 
The  floor  is  of  smooth  concrete  and  was  clean,  in  fact  the  whole  interior 
of  the  jail  was  in  excellent  condition,  there  being  an  inexhaustible  supply 
of  hot  water  at  all  times  for  washing.  sorul>bing  and  bathinc:. 

The  kitchen  and  laundry  equipment  wore  satisfactory  in  every  respect. 
The  inmates  recoivo  three  meals  a  day  which  are  served  in  the  corridors, 
granite  dishes  belnj?  used. 

The  law  relative  to  the  separation   and  classification  of  the  inmates 
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is  generally  observed.  A  boy  charged  with  petit  larceny  has  been  detained 
at  this  jail  since  April,  awaiting  the  action  of  the  grand  jury  which  will 
sit  in  October.  He  has  not  been  kept  entirely  alone  at  all  times,  as  the 
Jail  authorities  considered  it  would  mean  solitary  confinement,  which 
is  severe  punishment.  Any  law  or  series  of  laws  which  permit  the  com- 
mitment of  a  boy  to  jail  for  a  trivial  offense,  there  to  be  held  six  months 
in  solitary  confinement  before  he  has  had  his  day  in  court,  can  be  con- 
sidered little  less  than  an  outrage.  The  interval  between  sessions  of  the 
grand  jury  should  be  equalized  or  there  should  be  an  extra  session. 

The  prisoners  have  access  to  the  jail  library  and  the  daily  papers.  A 
loc^al  physician  is  called  whenever  needed.  The  sheriff's  wife  acts  as 
matron.  There  seems  to  be  need  of  a  hospital  room  for  the  proper  care 
and  separate  detention  of  inmates  suffering  with  infectious  or  contagious 
diseases.  By  adding  a  third  story,  this  jail  could  be  made  much  more 
adequate;  the  upper  floor  could  then  be  used  for  the  few  women  and 
minors  committed  and  there  could  also  be  a  hospital  room.  The  lower 
floors  could  then  be  used  entirely  for  court  prisoners  and  those  serving 
sentence. 

RECOMMENDATION 

That  a  hospital  room  be  provided. 

Respectfully  submitted, 

{Signed)     CLIFFORD  M.  YOUNG, 

Inspector. 


GENESEE  COUNTY  JAIL 

BATAVIA 

Inspected  March  1,  1916.  Freeman  Edgerton,  sheriff;  H.  L.  Wood, 
jailer. 

The  number  of  inmates  on  the  day  of  inspection  was  6,  all  adult 
males,  classified  as  follows:  Court  prisoners,  2;  serving  sentence,  4.  The 
highest  number  at  any  one  time  during  the  present  winter  was  28;  the 
average  for  the  past  year,  about  8.  Very  few  women  are  committed  to 
this  jail,  not  over  four  or  five  during  the  year.  Occasionally  there  is  a 
male  minor,  these  are  kept  separate  from  the  adults  and  the  law  relative 
to  classification  of  prisoners  is  observed. 

This  is  a  modem  jail  with  sixteen  steel  cells  on  the  first  floor,  eight 
on  each  side,  back  to  back,  with  a  utility  corridor  between.  Each  cell 
is  provided  with  a  bunk,  stationary  wash  basin,  and  niche  closet.  The 
work  of  filling  in  the  seat  of  the  niche  with  reinforced  concrete  in  process 
at  the  time  of  the  last  inspection,  has  been  completed. 

There  are  twelve  cells  and  one  large  hospital  room  on  the  upper 
floor,  and  a  fairly  good  laundry  in  the  basement. 

The  jail  was  very  clean.  The  beds  consisted  of  mattresses  and 
blankets.  It  would  be  an  improvement  to  furnish  these  with  white  sheets 
and  pillows  with  slips  as  are  now  provided  in  most  modern  jails. 

The  public  water  of  Batavia  is  not  considered  potable  and  the  pris- 
oners are  furnished  with  well  water  in  covered  pails. 

The  oflice  of  sheriff  in  this  county  is  salaried  and  the  prisoners  are 
fed  at  the  expense  of  the  county.  They  are  given  three  meals  a  day.  I 
was  informed  that  the  expense  last  year  was  24  cents  a  meal. 

There  is  little  employment,  especially  during  the  winter — practically 
nothing  except  the  jail  work  and  removing  the  snow  from  the  walks  sur- 
rounding the  county  property.  Last  fall  a  beginning  was  made  in  work- 
ing the  prisoners  on  the  county  farm  located  about  five  miles  from  Bata- 
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via.  They  were  taken  out  every  morning  in  an  automobile  and  at  night 
brought  baclt.  The  noon  meal  was  taken  with  them.  The  county  farm 
consists  of  about  600  acres.  The  experiment  was  so  satisfactory  that  it  is 
the  intention  to  resume  this  farm  work  during  the  coming  summer. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


GREENE  COUNTY  JAIL 

CATSKILL 

Inspected  April  1.  1916.  Charles  A.  Post,  sheriff;  Stanford  Coffin, 
deputy  sheriff  and  jailer.  The  sheriff's  wife  acts  as  matron  when  there 
are  any  female  prisoners. 

The  number  of  inmates  on  the  day  of  inspection  was  ten  men  and  one 
woman,  classified  as  follows:  Court  prisoners,  men.  4:  serving  time, 
men,  6;  women,  1.  Three  of  the  court  prisoners  were  from  Columbia 
county.  During  the  work  on  the  reconstruction  of  the  county  jail,  that 
county  sends  its  court  prisoners  to  the  Greene  county  jail.  The  highest 
number  of  inmates  at  any  one  time  since  the  first  of  January,  1916  was 
13;   the  average,   about  7. 

This  is  a  modern  jail  and  was  found  in  excellent  condition.  It  contains 
three  floors  with  twelve  cells,  six  on  each  side,  back  to  back,  on  the  first 
and  second  floors.  This  includes  one  padded  cell  on  the  first  floor.  On 
the  third  floor  there  are  six  cells  and  two  large  detentions  rooms.  Each 
cell  has  one  steel  bunk  furnished  with  mattress  and  blanket,  two  white 
sheets  and  pillows  with  white  slips.  The  bed  linen  Is  changed  every  week. 
Each  new  prisoner  gets  a  clean  bed.  Each  cell  has  a  niche  toilet  and  a 
stationary  wash  basin.  The  cells  are  also  furnished  with  soap  and  towels. 
There  are  two  shower  baths  on  each  floor.  On  the  second  floor  there  Is  a 
bed  room  for  the  jailer,  and  on  the  third  floor  there  Is  a  room  for  the 
matron. 

The  office  of  sheriff  In  this  county  Is  salaried  but  the  prisoners  are 
boarded  by  contract  and  the  sheriff  Is  paid  $2.50  a  week  for  board,  wash- 
ing and  mending  for  each  prisoner. 

There  Is  no  employment  except  the  jail  house  work  and  taking  care 
of  the  county  grounds  surrounding  the  jail  and  the  adjacent  court  house. 

Respectfully  submitted, 

mgned)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


HERKIMER  COUNTY  JAIL 

HERKIMER 

Inspected  June  1,  1916.  James  W.  Moon,  sheriff;  Elmer  F.  Keller, 
jailer;  Mrs.  Keller,  matron. 

The  number  of  inmates  on  the  day  of  Inspection  was  16,  classified 
as  follows:  Court  prisoners,  8;  serving  sentence,  7;  awaiting  transfer  to 
the  State  Agricultural  and  Industrial  School  at  Industry,  1.  The  last 
named  was  a  boy  16  years  of  age  who  had  been  out  on  parole  from  the 
above  Institution  and  was  charged  with  violation  of  parole.  An  officer  was 
expected  on  the  day  of  inspection  to  remove  him  to  Industry,  but  did  not 
arrive.  He  was  kept  with  the  adult  prisoners,  which.  I  advised  the 
sheriff,  was  Illegal.  The  highest  numl>er  of  Inmates  since  January  1.  1916, 
was  25:  the  average,  about  12. 
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This  jail  has  been  fully  described  in  former  reports  and  remains  in 
practically  the  same  condition.  It  consists  of  three  floors,  with  nine  cells, 
a  toilet  and  shower  bath  on  each  of  the  the  first  two  floors.  The  cells 
on  the  first  floor  are  used  for  sentenced  prisoners,  and  court  prisoners  are 
kept  on  the  second.  The  third  floor  contains  five  cells  on  one  side  used 
for  the  detention  of  women,  and  three  rooms  on  the  other  used  for  minors, 
witnesses  and  debtors.  One  of  the  latter  rooms  contains  two  steel  cells. 
On  the  day  of  inspection  one  of  the  court  prisoners  was  confined  in  the 
room  containing  the  cells.  The  cells  on  the  first  and  second  floors  have 
two  bunks  in  each,  and  those  on  the  third  floor  have  one. 

The  first  two  floors  are  constructed  with  a  central  corridor,  the  cells 
opening  into  it  from  each  side.  This  corridor  is  provided  with  a  sink  with 
running  water.  On  the  third  floor  there  is  a  wash  basin  in  the  corridor 
and  a  toilet  in  each  room. 

The  floors  throughout  are  concrete  and  were  in  fair  condition.  The 
bunks  have  mattresses,  blankets,  colored  sheets,  and  pillows  with  colored 
slips,  which  were  in  fair  condition. 

Prisoners  are  given  three  meals  a  day  and  are  fed  at  the  expense  of 
the  county.  The  dinner  was  just  about  to  be  served  at  the  time  of  in- 
spection. It  consisted  of  boiled  potatoes,  fresh  beef,  bread,  and  soup,  the 
soup  being  served  in  a  separate  dish.  Prisoners  are  not  allowed  either 
knives  or  forks  for  use  at  their  meals.  They  eat  on  tables  in  the  central 
corridor. 

The  villages  of  Mohawk  and  Herkimer  send  their  police  prisoners 
to  this  jail.  Since  January,  1916,  the  sheriff  stated,  the  village  of  Mohawk 
had  sent  23  and  the  village  of  Herkimer  140.  It  appears  that  the  board 
of  supervisors  has  consented  to  this  use  of  the  county  jail  and  adopted 
a  resolution  at  its  last  meeting  requiring  the  sheriff  to  keep  account  of 
these  police  prisoners,  as  these  villages  are  to  reimburse  the  county  for 
the  additional  expense  for  caring  for  them. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


JEFFERSON  COUNTY  JAIL 

WATERTOWX 

Inspected  August  10.  1916.  Charles  C.  Hosmer.  sheriff.  An  un- 
dersheriff,  two  turnkeys  and  matron  are  employed. 

There  were  41  inmates  on  the  day  of  inspection  of  whom  12  males 
were  awaiting  trial  and  27  males  and  1  female  were  serving  sentence. 
One  United  States  prisoner,  a  deserter  from  the  Canadian  army,  was 
being  held  awaiting  deportation.  The  highest  number  of  inmates  at  any 
one  time  since  September  30th  was  57  and  the  lowest.  14. 

Jefferson  county  has  a  modern,  well  equipped  jail.  It  was  found  in  a 
satisfactory  state  of  cleanliness. 

Since  the  last  inspection  an  electric  washing  machine  has  been  in- 
stalled and  aluminum  ware  provided  for  kitchen  use.  Inmates  when 
received  are  taken  to  a  room  in  the  basement  where  they  bathe  before 
being  admitted  to  their  cells. 

Several  of  the  inmates  have  been  employed  during  the  summer  on  a 
county  farm  upon  which  a  county  tuberculosis  hospital  is  being  erected. 
The  farm,  which  comprises  36  acres,  is  a  little  more  than  a  mile  from 
the  jail  and  the  inmates  are  transported  to  and  from  the  jail  in  an  auto- 
mobile or  wagon.  It  is  anticipated  that  a  considerable  quantity  of  hay 
and  potatoes  and  other  vegetables  will  be  raised.  This  should  result  in 
decreasing  the  cost  of  maintenance  as  well  as  affording  healthful,  out- 
door employment  for  the  men.  Prisoners  are  also  breaking  stone  for  a 
road  from  the  city  to  the  hospital.    The  sheriff  stated  that  he  expects  to 
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erect  a  stone  shed  at  the  jail  this  fall,  in  which  prisoners  will  be  employed 
breaking  stone  during  the  winter.  Others  are  employed  caring  for  the 
institution  and  grounds.  The  efforts  of  the  authorities  to  provide  employ- 
ment for  the  prisoners  are  commendable. 

The  county  authorities  contemplate  enclosing  the  stairway  leading 
from  the  second  to  the  third  floor  of  the  jail  so  that  women  may  be  taken 
to  their  cells  on  the  upper  floor  without  having  to  pass  through  the  men's 
department.  An  entrance  is  also  to  be  provided  from  the  matron's  quarters. 
This  improvement  has  been  recommended  in  previous  reports  and  should 
be  made. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN, 

Secretary. 


KINGS  COUNTY  JAIL 

RAYMOND    STREET,    BROOKLYN 

Inspected  November  18,  1916.  Edward  Riegelman,  sheriff;  Michael 
T.  Meagher,  warden.    There  are  eight  male  keepers  and  three  matrons. 

The  number  of  inmates  on  the  day  of  Inspection  was  14  men  and  2 
women.  Nine  of  the  men  and  one  women  were  held  as  witnesses.  Two 
men  were  held  as  judgment  debtors,  and  three  in  alimony  cases,  and  the 
other  woman  for  contempt  in  Surrogate's  Court.  The  highest  number 
of  inmates  at  any  time  during  the  present  year  was  22 ;  the  average,  about 
16. 

This  jail  is  a  three-story  fireproof  building.  The  first  floor  is  occu- 
pied by  the  warden's  office,  dining  room,  kitchen,  and  store  room.  The 
second  floor  has  a  men's  sitting  room  in  front  and  a  cell  room  in  the  rear 
with  eight  cells,  four  on  each  side,  back  to  back,  facing  outside  windows. 
Each  cell  is  furnished  with  two  bunks  with  woven  wire  springs,  blankets, 
white  sheets,  and  pillows  with  slips.  At  the  rear  end  of  the  cell  block 
there  are  toilets  and  stationary  wash  basins  and  shower  bath.  The 
Inmates  are  not  locked  in  their  cells  and  have  access  to  these  conven- 
iences at  all  times.  On  the  third  floor  in  the  front  is  the  women's  de- 
partment, which  consists  of  a  dormitory  with  several  outside  windows.  It 
has  two  cots  and  two  folding  bunks.  There  is  also  another  small  room 
with  a  cot  and  other  furnishings  and  a  room  for  the  matrons.  In  the  rear 
section  of  this  floor  there  is  another  cell  room  containing  eight  cells  the 
same  as  on  the  second  floor  except  that  the  corridors  in  front  of  the  cells 
are  not  connected,  making  two  separate  classifications. 

This  is  a  comparatively  new  building  and  was  clean  and  in  good  con- 
itlon.  The  warden  stated  that  funds  have  been  appropriated  to  install 
a  door  from  this  jail  into  the  city  prison  yard  adjacent,  so  that  prisoners 
at  stated  times  may  have  outdoor  exercise  in  this  yard.  This  will  be  a 
desirable  improvement. 

Respectfully  submitted, 

(Siffned)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


KINGS  COUNTY  COURT  HOUSE  PENS 

SCHERMERHORN    ST.,   BOROUGH   OF  BROOKLYN 

Inspected  November  18,  1916.    Thomas  F.  Buckley,  chief  court  atten- 
dant. 

The  prison  pens  of  this  court  house  consist  of  two  rooms  in  the  base- 
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ment.  The  room  for  men  is  about  35  ft.  wide  x  40  ft.  long  and  has  large 
outside  windows,  concrete  floor,  electric  light  steam  heat,  and  benches  set 
around  against  the  wall.  Prisoners  are  brought  here  from  the  other  in- 
stitutions of  the  borough  and  confined  in  these  pens  until  called  before 
the  court,  and  if  not  discharged  are  returned  to  the  pens  before  being  sent 
back  to  the  institution  to  which  they  belong.  On  arraignment  day  there 
are  sometimes  as  many  as  50  men  brought  in  on  one  day,  and  on  trial  days 
the  highest  would  be  about  20;  the  average  is  much  less  in  both  cases. 

The  room  for  women  is  across  the  hall.  It  is  about  16  ft.  x  20  ft.  and 
has  a  concrete  floor,  electric  light,  steam  heat,  three  outside  windows, 
and  some  benches.  Each  room  has  an  enclosed  toilet  and  stationary  wash 
basin.  The  number  of  women  prisoners  seldom  exceeds  two  or  three  a  day. 
The  matron,  who  has  charge  of  the  women's  retiring  room  on  the  flrst 
floor  looks  after  the  women  while  they  remain  in  this  room  awaiting  the 
action  of  the  court.  A  special  officer  is  assigned  to  stay  in  the  men's  room 
while  it  is  occupied.  Both  rooms  were  clean  and  the  plumbing  in  excellent 
condition. 

The  building  in  which  these  pens  are  located  was  formerly  used  for 
other  purposes  and  has  recently  been  remodeled  into  a  Kings  County  Court 
House. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

LEWIS  COUNTY  JAIL 

LOWVILLE 

Inspected  August  6,  1916.    George  O.  Jeffers,  sheriff. 

There  were  no  prisoners  in  the  jail  at  the  time  of  inspection.  The 
report  of  the  sheriff  for  the  period  from  September  30,  1915  to  June  30, 
1916  states  that  64  males  and  3  females  were  received ;  that  the  highest 
number  of  prisoners  at  any  one  time  was  6,  the  lowest  1  and  the  average, 
3. 

This  is  one  of  the  oldest  jails  in  the  State  and  at  times  is  said  to  be 
inadequate  to  provide  a  legal  classification  of  prisoners.  It  has  vaullt-like 
cells  of  stone  with  doors  of  grated  bars  set  close  together,  affording  little 
light  or  ventilation.  It  is  without  adequate  toilet  and  bathing  facilities, 
but  was  well  painted  and  clean. 

This  jail  should  either  be  enlarged  and  equipped  with  modern  facil- 
ities, or  a  new  jail  constructed,  preferably  on  a  farm  where  the  sent- 
enced prisoners  could  be  employed.  Under  the  present  arrangement  no 
employment  is  provided  except  the  care  of  the  institution. 

The  prisoners  are  given  three  meals  a  day  and  the  sheriff's  aunt  acts 
as  matron  when  female  prisoners  are  detained. 

The  village  of  Lowville  has  no  lockup  and  uses  the  county  jail  for 
the  detention  of  its  police  prisoners. 

RECOMMENDATIONS 

That  the  board  of  supervisors  provide  adequate  and  modern  facilities 
for  the  care  of  the  county  prisoners. 

That  intoxicated  persons  and  lodgers  be  excluded  from  the  county 
jail. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN, 

Secretary. 

LIVINGSTON  COUNTY  JAIL 

GENESEO 

Inspected  March  2,  1916.     G.  H.  Root,  sheriff;  J.  J.  Donnelly,  jailer. 

The  number  of  inmates  on  the  day  of  inspection  was  6,  all  adult  malei 

and  all  serving  sentence.     The  highest  number  at  any  time  during  the 
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past  year  was  20;  this  was  in  midsummer  during  the  long  vacation.  The 
highest  number  at  any  time  during  this  present  winter  was  12 ;  the  average 
for  the  past  year,  about  10.  There  were  very  few  women  prisoners,  only 
3  last  year. 

This  jail  is  of  modern  arrangement — 14  steel  cells  on  the  first  floor 
in  four  departments,  8  on  the  second  floor,  and  2  large  hospital  or  deten- 
tion rooms.  There  is  a  shower  bath  on  each  floor.  The  jail  is  lighted  by 
electricity  and  heated  by  steam. 

Adult  male  prisoners  are  kept  on  the  first  floor  and  women  and  juve- 
niles on  the  second.  The  few  women  prisoners  are  usually  housed  in  one 
of  the  large  detention  rooms. 

The  jail  was  clean  and  in  good  condition. 

There  is  no  employment  except  the  jail  housework  and  removing  the 
snow  from  the  sidewalks  on  the  jail  property. 

There  is  no  trial  court  in  this  county  between  June  and  December. 
This  often  results  in  holding  court  prisoners  in  this  jail  for  many  months 
before  they  can  be  tried. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector, 


MADISON  COUNTY  JAIL 

WAMPSVnXE 

Inspected  September  22,  1916.  Clarence  G.  Taylor,  sheriff;  W.  E. 
Parker,  jailer. 

The  number  of  inmates  on  the  day  of  inspection  was  27  males  and  2 
females,  all  adults  except  one  female.  Five  males  and  one  female  were 
grand  jury  prisoners ;  all  the  others  were  serving  sentence.  The  highest 
number  at  any  time  during  the  past  year  was  60;  the  lowest,  7;  the 
average,  about  28.  There  have  been  very  few  women  prisoners  during 
the  year;  more  than  half  the  time  there  was  none. 

This  is  a  modern  three-story  jail  with  sixteen  cells  on  each  of  the 
first  two  floors  and  ten  cells  and  two  detention  rooms  on  the  third  floor. 
The  arrangement  is  such  as  to  afford  ample  facilities  for  classification. 
The  woman,  who  was  a  minor  twenty  years  of  age,  was  detained  in  one  of 
the  detention  rooms,  separate  from  the  other  woman.  The  bunks  have 
straw  ticks  and  blankets,  and  each  new  prisoner  gets  a  clean  bed  freshly 
filled. 

Employment  and  imprevements :  The  jail  and  court  house  have  been 
painted  inside  and  out.  The  work  was  bejrun  last  year  and  finished  this 
year.  The  prisoners  take  care  of  the  court  house  and  jail  and  the  large 
lawns  around  the  county  buildings.  A  large  quantity  of  ornamental  shrub- 
bery has  been  set  out  along  the  walks  and  driveways  and  a  fountain  con- 
structed. The  ice  house  has  been  removed  from  the  jail  yard  and  a  new 
one  built  outside.  On  the  day  of  inspection  the  prisoners  were  excavating 
for  a  new  vegetable  cellar  for  the  jail. 

All  of  the  work  above  mentione<l  was  done  by  the  prisoners.  The 
county  rented  and  the  prisoners  cultivated  during  the  present  year  7% 
acres  of  land  a  few  hundred  feet  from  the  jail,  which  produced  300  bushels 
of  potatoes,  100  bushels  of  beans,  and  large  quantities  of  cabbages,  carrots, 
beets,  onions,  green  corn  and  other  garden  products  for  use  in  the  jail. 
This  not  only  gave  the  inmates  useful  employment,  but  materially  reduced 
the  cost  of  maintenance.  The  sheriff  would  like  thirty  or  forty  acres  to 
cultivate.  The  purchase  of  a  small  nearby  farm  would  be  a  wise  invest- 
ment by  the  county.     Farming  affords  better  financial   returns  than  any 
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other  work  available  for  jail  prisoners.  The  sheriff  is  entitled  to  warm 
commendation  for  his  zeal  and  diligence  in  finding  profitable  employment 
for  his  prisoners. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

MONROE  COUNTY  JAIL 

ROCHESTER 

Inspected  March  2,  1916.  Charles  S.  Owen,  sheriff,  assisted  by  two 
jailers,  one  guard,  two  watchmen,  and  one  matron. 

The  number  of  inmates  on  the  day  of  inspection  was:  Adult  males 
held  for  the  grand  jury,  11 ;  police  court  prisoners,  adult  males,  10 ;  adult 
females,  1 ;  juveniles  held  for  the  grand  jury,  2 ;  juveniles  held  for  police 
court,  6;  civil  prisoners,  males  3;  total,  33. 

The  highest  number  of  inmates  at  any  one  time  during  1915  was  89; 
the  average,  about  53. 

The  men's  jail  consists  of  two  general  divisions — the  old  jail  known 
as  the  "pit"  and  the  new  jail  adjacent. 

On  the  day  of  inspection  there  were  12  prisoners  in  the  pit;  these 
consisted  of  offenders  charged  with  minor  offenses  and  3  grand  jury  men. 

The  pit  has  been  greatly  improved  since  the  last  inspection.  It  has 
been  repainted  throughout.  A  new  bath  room  has  been  installed  on  the 
first  floor,  principally  for  the  use  of  juveniles.  New  toilets  and  wash 
basins  have  been  purchased  for  all  the  cells  in  this  department  and  the 
work  of  installing  them  is  in  progress.  They  are  one  piece  modern  toilets 
flushed  with  push  buttons;  the  wash  basins  are  also  flushed  with  push 
buttons.     The  pit  has  46  steel  cells. 

A  new  fumigator  has  been  installed.  New  clothing  is  furnished 
prisoners  when  necessary ;  that  is,  when  they  arrive  with  clothes  in  such 
filthy  or  tattered  condition  as  to  be  unfit  for  use. 

The  new  and  modem  part  of  this  jail  contains  43  cells  and  2  dark 
cells  in  three  tiers,  furnishing  practically  nine  classifications.  The  steel 
work  in  this  part  has  been  repainted,  the  cells  a  drab  color  and  the  ceil- 
ings buff.  New  mattresses  have  been  furnished  for  the  bunks.  No  cotton 
sheets  or  pillows  are  furnished ;  blankets  are  used  for  sheets :  they  are 
washed  weekly.    The  dark  cells  are  not  used  except  for  storage  purposes. 

There  is  a  well  equipped  women's  department  on  the  top  floor  over 
the  sheriff's  residence.  There  are  two  rooms  for  adult  women,  one  for 
minors,  and  a  matron's  sitting  room  and  bed  room.  These  quarters  are 
equipped  with  bath  tubs,  wash  basins  and  toilets.  The  stairway  is  screened 
off  so  that  this  floor  is  inaccessible  except  to  the  matron. 

The  quarters  for  civil  prisoners  is  on  the  floor  below.  These  consist 
of  two  rooms ;  one  is  a  dormitory  and  the  other  contains  several  cells. 
The  bunks  in  these  cells  are  used,  but  the  doors  are  never  closed.  It 
would  be  just  as  well  if  the  cells  were  removed  from  this  room. 

The  prison  yard  adjacent  to  the  jail  has  been  completed.  It  Is  about 
40  ft.  X  100  ft.  in  size  and  is  enclosed  with  a  brick  wall  10  ft.  high.  A 
heavy  screen  was  placed  over  the  entire  yard,  but  this  was  found  to  be 
Insecure  and  later  an  iron  grating  was  placed  over  the  screen. 

The  jail  was  found  clean  throughout,  showing  excellent  care.  The 
prisoners  were  quiet  and  orderly,  indicating  good  discipline. 

RECOMMENDATIONS 

As  the  county  is  now  spending  considerable  money  to  improve  the  old 
section  of  this  jail  known  as  the  "pit",  I  would  recommend  that  one  half 
of  the  flat  bars,  both  in  front  and  rear  of  the  cells,  be  removed  so  as  to 
admit  more  light  and  air  into  the  cells.  The  present  fronts  of  these  cells 
and  a  portion  of  the  rear  consist  of  flat  iron  bars  set  close  together.  If 
one  half  of  these  were  removed  the  openings  between  the  bars  would  be 
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in  the  neighborhood  of  5  inches  square,  which  is  close  enough  to  prevent 
prisoners  from  escaping.  It  would  be  a  very  great  improvement  to  the 
cells  in  this  part  of  the  jail  and  could  be  done  at  small  expense. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 
Chief  Inspector. 


MONROE  COUNTY  JAIL 

EOCHESTEE 

Inspected  November  17,  1916.     Charles  S.  Owen,  sheriff. 

Thirty-four  prisoners  were  confined  in  the  Monroe  County  Jail  on  day 
of  inspection,  all  males.  Two  of  the  inmates  were  minors  and  two  were 
civil  prisoners.  The  highest  number  of  prisoners  during  the  year  was  49 
and  the  average  50.  This  is  a  jail  of  detention  solely,  the  prisoners  being 
held  for  grand  jury  or  awaiting  trial.  Sentenced  prisoners  are  committed 
to  the  Monroe  County  Penitentiary. 

The  jail  is  divided  into  two  parts,  known  as  the  new  section  and  the 
old.  The  new  section,  containing  43  cells  and  two  padded  cells,  is  of  mod- 
ern construction  and  well  equipped.  The  old  section,  built  many  years  ago, 
has  46  cells  grouped  in  tiers  around  a  center  court  or  "pit".  The  cell 
doors  are  covered  by  wide,  flat  steel  bars  placed  close  together,  obstructing 
the  light  and  air  in  the  cells.  If  the  county  of  Monroe  does  not  care  to  go 
to  the  expense  of  modernizing  this  section  of  the  jail  by  installing  round 
bars  on  the  cell  doors,  it  should  at  least  remove  every  alternate  flat  bar 
as  has  been  done  in  a  number  of  prisons  in  which  this  ancient  cell  con- 
struction remains. 

All  the  cells  in  both  sections  contain  sanitary  closets  and  lavatories. 
A  good  sized  yard  is  used  in  connection  with  the  jail  in  which  the  prison- 
ers are  exercised  daily.  Three  meals  a  day  are  served  at  tables  in  the 
"pit"  of  the  old  section. 

The  room  for  civil  prisoners  is  in  the  old  section  and  contains  the 
ancient  flat  barred  cells.  They  are  entirely  unfit  for  the  detention  of  civil 
prisoners  and  wholly  unneccessary.  These  old  cells  should  be  torn  out  mak- 
ing a  large  light  room  for  the  civil  prisoners  similar  to  the  room  provided 
the  women  prisoners. 

The  new  kitchen  has  been  completed  and  equipped  and  is  modern  and 
sanitary.     Aluminum  dishes  are  supplied. 

A  fumigator  has  been  installed  and  when  necessary  for  cleanliness 
clothing  is  furnished  for  the  inmates. 

Everything  was  found  in  first-class  condition  in  point  of  cleanliness 
and  indicated  careful  supervision. 

RECOMMENDATIONS 

(1)  That  every  alternate  flat  steel  bar  be  cut  off  from  the  cell  doors 
in  the  old  section  of  the  jail. 

(2)  That  the  ancient  flat  barred  cells  be  removed  from  the  room  for 
civil  prisoners.  ■ 

Respectfully  submitted.  1 

(Signed)     FRANK  B.  WADE, 

Commissioner. 


MONTGOMERY  COUNTY  JAIL 

FONDA 

Inspected  September  29,  1916.    Elmer  E.  Folmsbee,  sheriff. 
The  population  on  this  date  was  10.     Two  were  held  for  the  grand 
Jury,  6  serving  sentence  and  2  held  for  examination.    One  was  a  female. 


iS 
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During  the  nine  months  ending  June  30,  1916,  only  one  woman  was  de- 
tained.   The  maximum  population  was  58;  lowest,  3;  average,  33. 

This  large  modem  jail  Is  well  equipped  and  was  found  in  a  satis- 
factory condition.  It  would  be  well  to  begin  repainting  the  interior  by 
Inmate  labor.  The  bed  clothing  and  toilets  were  clean.  Each  department 
has  bathing  facilities  and  the  supply  of  hot  water  is  ample  for  washing, 
scrubbing  and  bathing.  A  receiving  room  and  sterilizer  should  be  pro- 
vided. 

The  only  civilian  employees  at  this  jail  are  the  sheriff,  jailer  and 
cook.  No  matron  has  ever  been  regularly  employed;  fortunately  there 
are  few  female  inmates,  but  proper  conduct  for  a  jail  requires  that  such 
prisoners  be  in  the  exclusive  custody  of  a  matron.  There  seems  to  be 
need  for  the  services  of  an  additional  keeper.  It  is  necessary  at  times  for 
the  sheriff  and  jailer  to  be  away  from  the  jail  leaving  it  in  charge 
of  no  one  having  legal  authority  over  the  inmates.  Because  of  the  lack 
of  help  it  is  claimed  that  the  jail  yard  has  never  been  used  for  the  pur- 
poses intended,  viz :  the  exercise  or  employment  of  prisoners.  This  jail 
Is  a  credit  to  Montgomery  county  and  should  never  be  left  without  pro- 
per supervision,  both  day  and  night. 

The  locking  device  which  was  not  working  well  at  the  time  of  last 
Inspection  has  been  repaired. 

The  problem  of  furnishing  employment  for  sentenced  prisoners  has 
not  yet  been  solved.  A  few  assist  with  the  institution  work  and  care  of 
grounds.  Several  acres  of  land  in  the  vicinity  of  the  jail,  if  owned  by  the 
county,  could  be  worked  to  good  advantage.  In  other  counties  having  a 
jail  farm,  the  cost  of  maintenance  has  been  materially  reduced,  besides 
providing  employment  for  a  number  of  inmates  during  the  summer. 

RECOMMENDATIONS 

(1)  That  an  additional  guard  be  employed. 

(2)  That  land  be  purchased  or  rented  by  the  county  and  so  far  as 
possible  the  inmates  be  employed  at  farming. 

(3)  That  a  matron  be  employed  to  act  when  there  are  female  inmates. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

NASSAU  COUNTY  JAIL 

MINEOLA 

Inspected  October  0.  1916.  Stephen  E.  Pettit,  sheriff;  William  E. 
Hults,  warden.  There  are  six  keepers,  a  matron,  and  a  chef.  The  matron 
sleeps  in  the  jail.     The  keepers  work  on  eight  hour  shifts. 

The  number  of  inmates  on  the  day  of  inspection  was  40  males,  and 
9  females,  classified  as  follows :  Held  for  grand  jury,  6  men  and  1  woman ; 
under  indictment.  4  men ;  serving  time,  30  men  and  8  women.  The  highest 
number  at  any  time  during  the  past  year  was  113,  but  this  very  excessive 
munber  was  only  for  one  day ;  the  average  number  for  the  year  was  about 
70.  The  highest  number  of  men  confined  at  any  one  time  in  the  tramp  room 
in  the  basement  was  65 ;  the  number  accupying  this  room  on  the  day  of 
inspection  was  12.  but  the  average  is  from  25  to  30.  The  average  number 
of  women  detained  in  the  jail  is  about  five. 

The  men's  jail  has  36  cells  on  two  floors.  The  upper  floor  consists 
of  galleries  and  the  cells  on  the  galleries  have  two  bunks  in  each,  and 
those  on  the  lower  floor  one  bunk  in  each. 

There  are  two  departments  for  women  which  contain  seven  cells  each. 
There  are  no  hospital  facilities ;  sick  prisoners  are  sent  to  Nassau  Hospital. 
On  the  day  of  inspection  one  man  and  one  woman  were  in  the  hospital. 

The  beds  have  mattresses,  blankets,  sheets  and  pillows.  The  pillows 
are  supposed  to  have  slips,  but  at  the  time  of  inspection  a  good  many  of 
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them  seemed  to  be  without  the  slips. 

The  men's  jaU  has  four  departments,  each  containing  nine  cells.  Each 
department  has  a  shower  bath  and  each  cell  is  furnished  with  toilet  and 
stationary  wash  basin.    Prisoners  are  served  three  meals  a  day. 

The  jail  was  clean,  showing  good  care.  The  floor  in  the  men's  de- 
partment needs  repairing  and  the  entire  interior  of  the  jail  needs  repainting. 

EMPLOYMENT 

Practically  all  of  the  prisoners  serving  sentence  in  this  jail  are  em- 
ployed. The  regular  labor  assignments  on  the  day  of  inspection  were  as 
follows :  Garage,  2 ;  hall  man,  1 ;  care  of  jail  corridors,  1 ;  laundry,  1 ; 
engine  room,  2 ;  yardman,  1 ;  court  house  work,  3.  Most  of  the  remaining 
prisoners  serving  time  and  able  to  work  are  employed  on  the  farm,  the 
number  ranging  from  five  to  ten.  During  the  past  year  the  prisoners  have 
cultivated  about  three  acres  which  three  years  ago  was  wild  land  but  which 
has  been  broken  up  and  reduced  to  a  state  of  cultivation  by  inmate  labor. 
There  are  still  many  acres  in  the  same  field  which  the  prisoners  are  priv- 
ileged to  cultivate. 

During  the  past  year  one  and  one-quarter  acres  were  planted  to  po- 
tatoes. The  jail  authorities  have  been  using  potatoes  from  this  tract  since 
July  and  have  forty  barrels  on  hand.  Three  quarters  of  an  acre  was 
planted  to  cabbage  and  large  quantities  of  tomatoes,  peas,  string  beans, 
onions,  carrots  and  other  garden  produce  have  been  raised,  all  of  which 
have  been  or  will  be  used  in  the  jail. 

RECOM  MENDATION  S 

(1)  This  jail  should  be  enlarged.  Nassau  county  has  grown  largely 
in  population  since  this  jail  was  built  and  it  now  needs  a  new  jail  of  at 
least  twice  the  capacity  of  the  present  institution  with  better  facilities  for 
classification.  With  only  two  departments  for  women  it  is  frequently  im- 
possible for  the  sheriff  to  classify  the  female  prisoners  as  the  law  requires, 
On  the  day  of  inspection  a  girl  of  seventeen  years  old  was  commingled 
with  several  older  women  in  one  of  the  corridors. 

The  inadequacy  of  this  jail  has  been  called  to  the  attention  of  the 
board  of  supervisors  each  year  for  several  years  past  and  recommendations 
for  its  enlargement  made.  Nothing  has  been  done.  Besides  the  lack  of 
separate  quarters  for  yoimg  girls  and  witnesses,  the  housing  of  from  25 
to  65  regular  prisoners  in  the  tramp  room,  many  of  them  compelled  tx) 
sleep  on  the  concrete  floor,  is  a  disgrace  to  this  rich  and  properous  county — 
a  condition  not  existing  in  any  other  county  jail  of  the  State.  The  iwpula- 
tion  and  county  business  has  so  increased  in  recent  years  that  all  the  other 
county  buildings  have  lately  been  enlarged,  while  nothing  has  been  done 
fort  he  jail. 

I  recommend  that  the  Commission  take  more  drastic  action  in  this 
matter  than  the  making  of  recommendations,  as  those  do  not  seem  to  be 
taken  seriously  by  the  county  authorities. 

(2)  Repair  the  broken  floor  in  the  men's  jail.  This  should  be  done 
by  competent  workmen  who  can  make  permanent  repairs.  Heretofore  the 
repairs  to  the  floors  of  this  jail  have  been  a  botch. 

(3)  Repaint  the  interior  of  the  men's  Jail. 

(4)  Improve  the  quality  of  the  fresh  meat  supply.  The  only  fresh 
meat  served  is  beef  that  is  purchased  daily  from  a  local  market  at  a  low 
price.  This  method  of  purchase  often  results  in  loading  off  on  the  jail 
the  fag  ends  of  meat  not  otherwise  saleable.  This  has  been  remedied  in  a 
good  many  institutions  by  buying  the  beef  supply  by  the  quarter  and 
cutting  it  up  in  the  jail.  I  have  Iveen  informed  by  officials  in  other  institu- 
tions that  this  was  the  only  way  of  getting  a  satisfactory  supply  of  fresh 
beef  and  that  this  method  was  really  more  economical  and  much  more 
satisfactory. 

Respectfully  submitted, 

(Si^ed^     OEOROE  McLAUOHLIN. 

Chief  Inspector. 
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NEW  YORK  COUNTY  JAIL 

LUDLOW   ST.,   NEW   YORK  CITY 

I  visited  this  jail  February  26th,  being  shown  around  by  Warden 
Johnson. 

The  population  consisted  of  17  men,  as  against  the  ceU  capacity  of 
about  54.  The  officers  consist  of  a  warden,  clerk,  doctor,  eleven  keepers, 
various  cooks  and  cleaners,  male  helpers,  etc.,  a  total  of  twenty-four  em- 
ployees as  against  a  population  of  seventeen. 

As  is  well  known,  this  jail  houses  only  civil  prisoners  who  are  there 
mostly  for  short  periods.  A  large  proportion  of  those  in  prison  consisted 
of  alimony  cases,  the  sentences  being  three  months  for  nonpayment  of 
alimony  less  than  $500  and  six  months  for  nonpayment  of  alimony  $500  and 
over  per  month.  This  jail  costs  about  $25,000  to  run  and  appears  to  be 
an  unnecessary  extravagance  for  the  City  of  New  York. 

A  bill  has  been  introduced,  being  No.  860,  in  the  Assembly,  providing 
that  this  county  jail  be  placed  under  the  Commissioners  of  the  Sinking 
Fund  of  the  City  of  New  York  and  the  prisoners  removed  to  some  building 
under  the  jurisdiction  of  the  Commissioner  of  Correction  of  New  York. 
I  recommend  that  the  State  Commission  of  Prisons  take  action  favorable 
to  this  bill. 

Respectfully  submitted, 

(Signed)     RICHARD  M.  HURD, 

Commissioner. 


NEW  YORK  COUNTY  JAIL 

LUDLOW  STBEET 

Inspected  October  20,  1916.    In  charge  of  Warden  Johnson. 

At  this  time  the  population  was  12,  11  men  and  1  woman,  classified  as 
follows  :    Under  arrest.  3 ;  execution  for  debt,  2 ;  alimony,  6 ;  conversion,  1. 

This  institution  still  averages,  as  it  has  for  some  years,  double  the 
number  of  employees  than  it  has  inmates.  There  is  1  warden,  1  clerk, 
2  engineers,  1  physician.  11  guards.  3  cleaners,  2  cooks,  2  assistant  cooks, 
and  1  laundress. 

It  is  to  be  regretted  that  this  jail  has  not  been  designated  for  other  uses 
in  addition,  as  there  are  52  cells,  all  light.  I  suggest  that  witnesses  be 
kept  there  both  male  and  female.  The  suggestion  might  be  called  to 
the  attention  of  Commissioner  of  Correction  Burdette  G.  Lewis. 

Respectfully  submitted, 

(Signed)     HENRY  SOLOMON. 

Commissioner. 


NEW  YORK  COUNTY  JAIL 

70  LUDLOW  ST.,  NEW  YORK  CITY 

Inspected  November  16,  1916.  Alfred  E.  Smith,  sheriff;  Eugene  A. 
Johnson,  warden.  The  number  of  employes  include  eleven  male  keepers 
working  on  eight-hour  shifts,  one  clerk,  two  engineers,  a  physician,  two 
cooks  (female),  two  assistant  cooks  (female),  a  laundress,  and  two  fe- 
male and  one  male  cleaners.  The  assistant  cooks  and  one  of  the  female 
cleaners  act  as  matrons  when  there  are  women  inmates. 

The  number  of  inmates  on  the  day  of  inspection  was  12  men  and  1 
woman.  The  highest  number  at  any  one  time  since  January  1,  1916,  was 
29;  the  average,  about  16.  Of  those  in  custody  on  the  day  of  inspection 
three  were  held  on  orders  of  arrest,  two  on  body  executions,  two  for 
contempt,  and  six  for  contempt  In  alimony  cases. 
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This  institution  has  24  large  cells  on  the  Essex  Market  Place  side 
and  23  on  the  Ludlow  street  side.  These  latter  were  formerly  used  for 
United  States  prisoners  and  are  now  available  for  any  prisoners  committed 
to  this  institution,  if  needed,  but  ordinarily  the  24  cells  on  the  Essex  Mar- 
ket Place  side  are  sufficient  to  house  the  entire  male  population.  On  the 
day  of  inspection  the  one  woman  prisoner  occupied  the  first  tier  on  the 
Ludlow  street  side ;  she  had  been  committed  for  contempt  of  court.  Since 
the  last  inspection  a  section  of  the  yard  wall  has  been  rebuilt.  It  had  be- 
come somewhat  dilapidated  and  dangerous.  Prisoners  are  allowed  to  exer- 
cise in  this  yard  daily  in  good  weather  and  are  not  locked  in  their  cells 
during  the  day.  They  are  given  three  meals  a  day.  The  jail  was  clean, 
showing  good  care. 

It  will  be  noticed  there  are  no  witnesses  in  this  institution.  For  some 
unexplained  reason  New  York  county  maintains  separate  institutions  for 
civil  prisoners  and  for  witnesses ;  this  is  not  the  case  in  any  other  county 
of  the  State;  even  in  the  other  counties  of  Greater  New  York  civil  pris- 
oners and  witnesses  are  kept  in  the  same  institution.  The  Ludlow  street 
wing  of  this  jail  could  be  remodeled  into  suitable  rooms  for  witnesses. 
Of  course  the  cell  block  would  have  to  be  removed.  There  may  be  sufficient 
reasons  for  maintaining  separate  institutions  for  civil  prisoners  and  wit- 
nesses in  this  county,  but  it  is  certainly  expensive,  as  it  is  necessary  to 
maintain  a  full  staff  of  officers  for  each  institution. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


NIAGARA  COUNTY  JAIL 

LOCKPOBT 

Inspec-ted  March  3,  1916.  William  Shaw,  sheriff;  Frank  J.  Kellogg, 
jailer. 

The  population  of  the  Niagara  County  Jail  on  day  of  inspection  was 
60;  53  were  serving  sentence,  6  awaiting  trial  and  action  of  grand  jury 
and  1  awaiting  transportation.  There  were  5  females.  3  serving  sentence, 
1  held  for  trial  and  1  awaiting  transportation.  There  were  no  male  min- 
ors and  1  female  minor. 

I  made  my  inspection  in  company  with  Chester  R.  Phelps,  architect, 
who  drew  the  plans  for  the  jail  enlargement  hitherto  filed  and  Supervisor 
Frank  A.  Carlton,  chairman  of  the  building  committee.  Both  Mr.  Phelps 
and  Mr.  Carlton  stated  that  the  authorities  of  Niagara  county  wish  to 
reconstruct  the  jail  or  shift  about  the  cell  room  to  make  possible  a  l^al 
classification. 

I  found  the  jail  in  good  sanitary  condition.  The  law  of  classifica- 
tion was  not  observed  in  the  female  quarters.  I  found  a  minor  and  a 
girl  awaiting  trial  mingled  in  the  women's  cell  room  with  adults  and 
women  serving  sentences.  No  male  minor  was  under  sentence  at  the 
time  of  the  inspection.  If  any  had  been  he  would  necessarily  have  been 
mingled  with  the  male  adults  as  there  were  no  separate  accommodations 
for  male  minors  under  sentence. 

The  authorities  of  Niagara  county  are  keeping  down  the  jail  popu- 
lation considerably  as  compared  with  the  preceding  year.  I  pointed  out 
that  the  State  Commission  of  Prisons  would  insist  upon  the  observance 
of  the  law  of  classification :  that  even  if  the  population  of  the  jail  was 
kept  down  to  its  present  number,  separate  quarters  must  be  provided 
for  convicted  male  minors  and  for  the  classification  and  separation  of 
females,  and  that  it  was  reprehensible  to  compel  the  mingling  of  females 
held  under  detention  for  trial  and  witnesses  with  sentenced  prisoners 
and  to  compel  the  mingling  of  females  minors  with  adults. 
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Various  propositions  for  enlarging  the  jail  to  meet  the  needs  were 
suggested.  A  suggestion  was  made  that  possibly  rooms  could  be  pro- 
vided on  the  fourth  floor  for  female  quarters  which  would  leave  the  pres- 
ent female  section  available  for  convicted  male  minors.  A  suggestion 
was  also  made  that  a  small  wing  might  be  added  on  one  side  sufficient 
to  care  for  the  women  and  the  convicted  male  minors.  The  architect 
stated  that  he  would  prepare  sketches  and  submit  them  to  the  building 
committee  and  to  this  Commission. 

Respectfully  submitted, 

(Signed)     FRANK  E.  WADE, 

Commissioner. 


ONEIDA  COUNTY  JAIL 

BOliE 

Inspected  March  28,  1916.     Benjamin  Agen,  deputy  sheriff,  in  charge. 

The  number  of  inmates  was  58,  classified  as  follows:  Awaiting  trial, 
11  men  and  1  woman ;  held  for  grand  jury,  7  men ;  serving  sentence,  37 
men  and  1  woman ;  there  was  also  one  female  witness.  The  woman  await- 
ing trial  has  a  child  two  months  old.  The  highest  number  of  Inmates  at 
any  one  time  since  January  1st  was  97  and  the  lowest,  40. 

This  jail  has  been  fully  described  in  previous  reports.  There  are 
thirty  cells  of  brick  and  stone  construction,  twenty  on  the  first  floor  In 
two  tiers  and  ten  on  the  second  floor.  There  are  two  rooms  over  the 
sheriff's  office,  one  used  for  women  and  the  other  for  "trusties."  These 
rooms  are  reached  by  wooden  stairways. 

The  jail  was  clean.  The  closets  and  washing  facilities  were  in  good 
condition. 

Iron  beds  with  wire  fabrics  are  used.  The  bedding  consists  of  straw 
ticks  and  pillows,  blankets,  sheets  and  pillow  slips.  The  prisoners  wash 
their  own  bedding  In  the  sinks  at  the  ends  of  the  corridors.  There  is  no 
laundry  connected  with  the  institution. 

The  food  is  described  in  a  separate  report.  The  kitchen  was  very 
clean  and  in  fair  condition.    A  civilian  cook  is  employed. 

There  are  no  hospital  facilities. 

All  the  prisoners  are  xmemployed  with  the  exception  of  a  few  trusties. 

The  wife  of  the  deputy  in  charge  is  the  matron  and  has  the  keys  of 
the  women's  department.    The  jail  record  was  up  to  date  and  well  kept. 

The  jail  is  antiquated  and  the  cells  are  very  poorly  ventilated;  the 
toilet  facilities  are  absolutely  inadequate;  and  the  jail  is  always  over- 
crowded and  therefore  insanitary.  The  sheriff  cannot  classify  the  pris- 
oners as  required  by  law.  The  portion  used  for  the  women  and  trusties  is 
a  dangerous  firetrap. 

Respectfully  submitted, 

(Signed)     PHILIP  G.  ROOSA, 

Inspector. 


ONEIDA  COUNTY  JAIL 

SOME 

Inspected  May  17,  1916.  William  K,  Harvey,  sheriff;  Benjamin  Agen, 
deputy  sheriff  in  charge :  David  R.  Thomas,  night  jailer. 

By  direction  of  Commissioner  Wade,  in  whose  district  the  Oneida 
County  Jail  at  Rome  is  located.  I  visited  the  institution  on  May  17th  to 
inquire  into  complaints  made  by  inmates  in  letters  dated  May  5th,  and  9th, 
to  the  Governor  and  by  him  referred  to  the  State  Commission  of  Prisons. 

II  8 
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These  complaints  alleged  lack  of  medical  treatment  and  exercise;  verbal 
abuse  from  the  deputy  in  charge;  refusal  of  the  deputy  to  supply  postage 
stamps  for  letters ;  curtailment  of  privileges ;  and  presence  of  vermin. 

I  interviewed  all  but  one  of  the  twenty-four  prisoners  whose  names 
were  mentioned  in  the  letters,  as  well  as  others.  Of  the  seven  who  were 
alleged  to  be  in  need  of  medical  attention  only  one  complained  that  he  had 
not  received  proper  treatment.  His  ailment,  according  to  Dr.  P.  P.  Gre- 
gory the  jail  physician,  was  one  of  long  standing  and  too  frequent  treat- 
ment was  inadvisable.     He  had  received  hospital  treatment  on  May  15th. 

The  jail  has  no  hospital  facilities  and  the  same  is  true  of  the  jail  at 
Utica.  Dr.  Gregory  said  he  visited  the  jail  daily  and  came  on  call,  night 
or  day.  He  is  appointed  by  the  board  of  supervisors  and  is  not  directly 
responsible  to  the  sheriff.  The  physician  is  handicapped  by  lack  of  facil- 
ities. Only  a  few  days  previous  to  my  visit  one  of  the  prisoners  fell  while 
attempting  to  open  a  window  and  received  injuries  which  necessitated  his 
removal  to  a  local  hospital  for  treatment. 

One  of  the  prisoners,  who  did  not  sign  the  letter  and  who  is  serving 
a  sentence  of  a  year  for  grand  larceny,  stated  that  he  was  addicted  to  the 
drug  habit  when  received  in  April  and  had  had  better  medical  treatment 
in  the  jail  than  he  had  received  in  hospitals  when  at  liberty. 

Several  of  the  prisoners  complained  of  lack  of  outdoor  exercise.  One 
seiving  a  sentence  of  a  year  stated  that  he  had  "lung  trouble"  and  had 
been  in  a  hospital  in  New  York.  This  man  was  one  of  nine  prisoners 
occupying  five  cells  in  a  tier  on  the  upper  west  side  of  the  jail.  There  were 
two  cots  in  the  corridor  which  prisoners  occupied  at  night,  but  this  man 
stated  he  slept  in  a  cell  with  another  inmate.  In  reply  to  an  inquiry  as 
to  whether  he  believed  the  man  had  tuberculosis  Dr.  Gregory  said  the 
prisoner  had  had  bronchitis  but  that  he  had  never  given  him  a  thorough 
examination  to  ascertain  whether  or  not  he  had  tuberculosis. 

This  case  illustrates  the  deplorable  conditions  existing  in  this  jail 
by  reason  of  its  lack  of  hospital  facilities.  If  the  man  has  tuberculosis 
it  is  not  right  to  compel  other  men  to  occupy  the  same  section  with  him. 
much  less  sleep  in  the  same  cell.  I  suggested  to  the  physician  that  this 
prisoner  be  given  a  thorough  examination  to  determine  his  true  condition 
and  that  pending  such  examination  he  be  permitted  to  sleep  on  a  cot  in  the 
corridor  instead  of  in  a  cell.  If  he  is  found  to  have  tuberculosis  steps 
should  be  taken  at  once  to  keep  him  apart  from  other  prisoners. 

There  is  a  small  yard  in  connection  with  this  jail,  two  sides  of  which 
are  formed  by  walls  of  another  building  the  windows  in  which  are  not 
barred.  It  appears  from  a  report  of  inspection  of  May  13.  1910.  that  "the 
jailer  takes  the  long  term  prisoners  and  more  or  less  of  the  court  prisoners 
into  the  yard  in  groups  and  gives  them  outdoor  exercise  practically  every 
day."  As  stated,  several  of  the  i)risoners  expressed  a  desire  to  exercise 
in  the  open,  but  the  present  deputy  sheriff  said  that  as  he  is  compelled  at 
times  to  be  absent  from  the  jail  there  was  little  opportunity  to  permit  the 
prisoners  to  be  out  in  the  yard,  as  it  would  necessitate  the  presence  of  an 
officer.  However,  the  prisoners  appear  to  have  been  given  exercise  last 
year. 

One  of  the  prisoners  complained  that  the  deputy  had  threatened  at 
one  time  to  "knock  his  block  off."  This  prisoner  also  complained  that  he 
had  been  compelled  to  visit  with  his  mother  through  a  screen  instead  of 
through  bars  in  the  door  as  formerly.  The  deputy  stated  it  was  customary 
for  visitors  to  talk  through  the  screen  to  prevent  the  introduction  of 
contraband. 

The  deputy  stated  that  inmates  were  permited  to  purchase  postage 
stami>s.  In  connection  with  complnints  of  the  presence  of  vermin,  it  was 
st5<tc<l  there  was  an  insufficient  sui)ply  of  hot  water  with  which  to  clean 
the  jjiil  and  for  bathing  purposes.  The  depv'y  sheriff  stated  that  the  flues 
of  tiie  boiler  leak  and  that  it  would  lie  necess.iry  to  make  repairs  as  s(X)n 
as  the  weather  would  permit.     There  is  no  laundry  in  connection  with  the 
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institution  and  prisoners  have  to  wash  their  clothing  and  bedding  in  the 
corridors.  The  cells  are  without  sanitary  facilities,  but  there  is  a  toilet 
and  tub  at  the  end  of  each     corridor. 

Complaint  also  was  made  that  but  two  meals  a  day  are  served.  The 
trusties  who  do  the  jail  work  receive  three  meals.  The  jail  lacks  adequate 
facilities  for  storing  vegetables  and  meat.  A  report  considering  the  food 
supplies  was  made  recently. 

As  has  been  pointed  out  frequently  in  previous  reports,  this  jail  lacks 
facilities  for  a  legal  classification  of  prisoners.  There  are  thirty  cells 
in  the  main  part  of  the  jail  in  four  sections,  two  on  the  first  floor  and  two 
on  the  second.  Each  section  on  the  first  floor  contains  two  cells  in  two 
tiers.  The  court  prisoners  are  confined  in  the  cells  on  the  west  side,  and 
the  short  term  prisoners  on  the  east,  or  what  is  known  among  the  prisoners 
as  the  "bum  side."  There  are  five  cells  in  each  section  of  the  upper  floor 
used  for  the  detention  of  prisoners  serving  sentences. 

Two  rooms  over  the  sheriff's  office  are  used  for  the  detention  of  wo- 
men and  trusties.  These  rooms  are  reached  by  a  narrow  wooden  stair- 
way, making  it  a  dangerous  fire  trap.  The  windows  in  the  trusties'  room 
have  been  barred,  two  prisoners  having  escaped  from  this  room  last  year 

There  were  34  inmates  in  the  jail  at  the  time  of  inspection,  all  males. 
One  minor,  a  young  man  of  twenty  held  to  await  the  action  of  the  grand 
jury,  was  confined  with  sentenced  prisoners  in  violation  of  section  92  of 
the  County  Law  which  provides  that  "minors  shall  not  be  put  or  kept  in 
the  same  room  with  adult  prisoners"  and  that  "persons  detained  for  trial  or 
examination  upon  a  criminal  charge  shall  not  be  put  or  kept  in  the  same 
room  with  convicts  under  sentence."  Two  prisoners  serving  sentences 
were  found  in  the  section  with  court  prisoners.  The  deputy  sheriff  stated 
that  one  of  them  was  wanted  on  a  charge  of  murder  in  Pennsylvania  and 
he  placed  him  with  the  court  prisoners  who  are  locked  in  their  cells 
during  the  night,  for  additional  security. 

An  adult  prisoner  awaiting  trial  was  found  among  the  sentenced  pris- 
oners in  the  upper  section  on  the  east  side.  A  witness  was  being  detained 
among  sentenced  prisoners  in  the  upper  section  of  the  west  side. 

The  two  prisoners  serving  sentence  who  were  with  the  court  prisoners 
could  have  been  assigned  to  a  section  with  sentenced  prisoners :  the  prisoner 
awaiting  trial  who  was  assigned  to  a  section  with  sentenced  prisoners 
could  have  been  assigned  to  the  section  for  court  prisoners.  There  was 
no  one  in  the  women's  room  at  the  time  of  inspection  and  the  minor  could 
have  been  assigned  to  that  room,  but  there  still  would  have  remained  no 
separate  place  for  the  detention  of  the  witness.  This  illustrates  an  in- 
stance of  the  lack  of  facilities  for  proper  classification  as  required  by  sec- 
tion 91  of  the  County  Law. 

Various  causes  contribute  to  the  congestion  in  this  jail.  Oneida  county 
has  no  contract  with  a  penitentiary  to  take  care  of  its  long  term  pris- 
oners and  all  those  who  are  not  sent  to  a  State  prison  are  sentenced  to 
the  county  jails  at  Utica  and  Rome.  Ordinarily  prisoners  are  sent  to 
county  jails  for  terms  not  exceeding  sixty  days.  In  the  Rome  jail  on 
the  day  of  inspection  there  were  six  prisoners  serving  sentences  of  one 
year,  some  of  them  for  felonies.  Another  was  serving  nine  months:  five, 
six  months :  three,  four  months ;  and  two,  three  months.  There  is  no 
session  of  the  grand  jury  bet^veen  May  and  October,  which  means  that 
prisoners  committed  to  the  jail  to  await  grand  jury  action  in  some  in- 
stances have  to  remain  four  months. 

Prisoners  in  the  upper  east  section  complained  of  dampness.  This 
side  of  the  jail  faoes  directly  on  a  street  and  solid  shutters  have  been 
placed  over  all  the  windows  about  one  foot  from  the  wall  so  that  little 
sunlight  can  enter.  The  deputy  sheriff  stated  that  complaints  by  citi- 
zens of  improper  actions  on  the  part  of  prisoners  had  made  it  necessary 
to  erect  these  shutters  last  fall. 

This  jail  is  without  proper  facilities  for  legally  classifying  prisoners 
committed  to  it  and  is  overcrowded  practically  all  the  time.  It  is  without 
hospital  facilities;   no  opiwrtunity   apparently   is   afforded   its   inmates    to 
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exercise ;  there  is  no  laundry ;  no  employment  is  provided  except  caring 
for  the  jail,  yet  men  are  committed  here  for  felonies  for  a  year. 

The  attention  of  the  board  of  sui)ervisors  of  Oneida  county  has  been 
called  repeatedly  by  the  State  Commission  of  Prisons  to  its  failure  to  pro- 
vide adequate  and  sanitary  facilities  for  the  care  of  prisoners  committed 
to  the  county  jails  but  without  result.  Last  July  the  Commission  re- 
quested the  Attorney-General  to  institute  proceedings  against  the  board 
to  compel  it  to  provide  adequate  jail  facilities,  so  that  the  matter  now 
rests  with  that  official. 

I  talked  with  Sheriff  Harvey  at  Utica  following  inspection  and  he 
expressed  a  determination  to  remedy  conditions  so  far  as  lies  within  his 
power,  but  the  responsibility  for  furnishing  proper  jail  facilities  resta 
with  the  board  of  supervisors. 

RECOMMENDATIONS 

That  adequate  and  sanitary  facilities  for  caring  for  prisoners  be  pro- 
vided by  the  board  of  supervisors. 

That  a  system  of  employment  for  prisoners  serving  sentence  be  devised 
and  put  into  operation. 

That  so  far  as  physical  conditions  permit  the  prisoners  be  classified  in 
accordance  with  the  provisions  of  the  County  Law. 

That  so  far  as  possible  diseased  prisoners  be  segregated. 

That  the  inmates  be  given  exercise  in  the  jail  yard. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN, 

Secretary. 


ONEIDA  COUNTY  JAIL 

UTICA 

Inspected  March  29,  1916.  William  K.  Harvey,  sheriff;  G.  W.  Keat- 
ing, deputy  sheriff,  in  charge.  Sofia  Schreck,  matron.  A  civilian  cook 
and  night  jailer  are  also  employed. 

The  number  of  prisoners  on  the  day  of  inspection  was  53.  Four  men 
were  awaiting  trial,  4  were  held  for  the  grand  jury,  39  men  and  3  women 
were  serving  sentences,  1  male  minor  was  awaiting  trial  and  one  was 
held  for  the  grand  jury ;  there  was  also  one  female  witness.  The  highest 
number  of  prisoners  at  any  one  time  since  January  1st,  was  104. 

This  jail,  with  its  vaults  of  brick  and  stone  construction,  called  cells, 
has  been  fully  described  in  previous  reports.  It  is  similar  in  construction 
to  the  jail  at  Rome.  There  are,  however,  four  rooms  in  the  women's 
department,  so  that  the  women  can  be  classified.  The  matron's  room, 
which  has  recently  been  completed,  adjoins  the  women's  quarters.  The 
matron  has  entire  charge  in  this  section  of  the  jail. 

The  jail  was  clean.  The  closets  were  in  fair  condition.  The  other 
toilet  conditions  were  all  in  good  shape. 

Some  of  the  cells  contain  the  old  bunks  fastened  to  the  sidewalls. 
The  Sheriff  stated  that  these  were  gradually  being  removed.  Iron 
beds  with  wire  fabrics  are  also  used.  In  some  of  the  cells  there  were 
sleeping  accommodations  for  two  prisoners,  in  others  for  three.  The 
bedding  consists  of  straw  mattresses  and  pillows,  blankets,  sheets,  and 
pillow  slips.  It  was  in  fair  condition.  The  bedding  is  cared  for  by  the 
prisoners.  They  do  the  washing  in  the  tubs  at  the  ends  of  the  corridors. 
There  is  a  laundry,  so  called,  in  the  basement. 

Tlie  kitchen  was  very  clean.  Tlie  prisoners  are  given  two  meals  a  day, 
with  tbo  exception  of  the  M'omen  and  trusties,  who  have  three;  one  at  7:30 
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A.  M.  and  the  other  at  3  :30  P.  M.    The  following  is  the  bill  of  fare : 
7  :30  A.  M.  3  :30  P.  M. 

Monday.  Rice  soup,  bread  and  coffee  Pork,  beans  and  bread 

Tuesday,  Bean  soup,  bread  and  coffee  Hash  and  bread 

Wednesday,  Vegetable  soup,  bread  and  coffee  Beef  stew  and  bread 
Thursday,  Rice  soup,  bread  and  coffee  Meat,  potatoes  and  bread 

Friday,  Vegetable  soup,  bread  and  coffee  Cabbage,  potatoes  &  bread 

Saturday,  Macaroni,  bread  and  coffee  Hash  and  bread 

Sunday,  Fried  potatoes,  bread  and  coffee.  Beef  stew  and  bread. 

There  are  no  hospital  facilities  in  this  jail.  The  cells  are  inadequately 
ventilated.  The  toilet  facilities  are  insufficient.  The  sheriff  cannot 
classify  the  prisoners  as  required  by  law.  The  jail  is  so  small  that  it  is 
practically  always  congested  and  the  authorities  in  charge  are  compelled 
to  resort  nearly  all  the  time  to  the  execrable  system  of  "doubling  up."  The 
women's  department  is  a  fire  trap.  The  prisoners  are  unemployed,  nor 
do  they  have  any  exercise. 

It  will  be  noted  that  the  male  population  of  the  jail  at  Rome  was 
55  and  that  at  Utica  49  (the  smallest  niunber  since  January  1st) — 104 
men  for  the  sixty  cells  in  the  two  jails.  Since  January  1st  last  there 
have  been  97  inmates  in  the  jail  at  Rome  at  one  time  and  104  in  the  jail  at 
Utica.     No  further  comment  would  appear  to  be  necessary. 

The  following  is  from  the  report  of  inspection  of  May  12,  1915 : 

"I  again  repeat  the  suggestion  which  I  have  heretofore  made 
in  connection  with  this  jail — that  it  would  seem  this  county 
should  own  a  considerable  farm,  to  be  cultivated  by  the  prisoners, 
on  which  they  could  raise  a  large  part  of  the  supplies  for  the 
jail,  and  perhaps  additional  supplies  for  other  county  institutions, 
thereby  reducing  the  cost  of  maintenance  and  giving  to  the  pris- 
oners healthful  exercise  and  cultivating  in  them  habits  of  industry." 

Respectfully  submitted, 

(Signed)     PHILIP  G.  ROOSA, 

Inspector. 


ONTARIO  COUNTY  JAIL 

CANANDAIGUA 

Inspected  May  19,  1916.  Elmer  Lucas,  sheriff;  George  W.  Gloatsy, 
jailer. 

The  number  of  inmates  on  the  day  of  inspection  was  15  males  and 
1  female ;  earlier  in  the  day  there  were  18 ;  three  had  been  discharged 
that  morning.  The  highest  number  at  any  one  time  since  January  1,  1916, 
was  34 ;  the  average,  about  22.  Among  the  inmates  mentioned  were  three 
male  minors —  two  held  for  transportation  to  Elmira,  and  one  serving 
sentence. 

This  jail  has  frequently  been  described  in  former  reports.  There  are 
twelve  cells  on  the  first  floor  used  for  court  prisoners  and  an  equal  num- 
ber on  the  second  floor  for  prisoners  serving  sentence.  There  are  also 
two  departments  for  juveniles  of  five  cells  each,  one  on  the  first  and  one 
on  the  second  floor,  and  a  dormitory  on  the  third  floor  for  trusties.  In 
addition  to  these  there  are  two  rooms  for  women  containing  four  beds. 

The  jail  has  recently  been  painted  throughout  by  the  inmates  and 
presented  a  very  creditable  appearance.  The  cellar  and  basement  have 
been  whitewashed.    The  walls  of  the  jail  have  also  been  repaired. 

The  jail  has  a  good  kitchen  and  dining  room  in  the  basement  where 
all  except  court  prisoners  receive  their  meals.     Prisoners  are  given  three 
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meals  a  day  except  Sunday  when  two  are  served.  All  those  serving  sen- 
tence are  kept  employed,  I  was  informed  by  the  sheriff.  Besides  the  jail 
housework  they  take  care  of  the  court  house  and  surrounding  lawns, 
and  break  stone  in  the  stone  shed  when  there  is  no  other  work. 

The  sheriff's  office  is  salaried  and  the  food  for  the  prisoners  is  pro- 
vided by  the  county. 

The  board  of  supervisors  entered  into  a  contract  last  fall  to  send  all 
prisoners  sentenced  for  terms  exceeding  59  days  to  the  Monroe  County 
Penitentiary,  and  concluded  to  defer  consideration  of  enlarging  the  jail 
until  it  should  appear  what  effect  this  arrangement  would  have  upon  the 
population.  The  sheriff  stated  that  the  jail  had  not  been  overcrowded  at 
any  time  since  January  1st.  The  sheriff's  office  has  no  safe  and  the  records, 
commitments,  and  other  papers  connected  with  his  administration  are  kept 
In  a  wooden  case  in  his  office  which  has  no  fireproof  interior.  In  most 
counties  a  safe  is  provided  in  which  to  keep  all  papers  and  important  jail 
records,  as  their  destruction  might  easily  cause  serious  embarrassment 
both  to  the  sheriff  and  county  as  well  as  the  prisoners. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


ONTARIO  COUNTY  JAIL 

CANANDAIGUA 

Inspected  October  27,  1916.  Elmer  Lucas,  sheriff;  George  W.  Gloatsy, 
jailer. 

The  number  of  inmates  on  the  day  of  inspection  was  IT.  all  adult 
males.  The  average  number  of  inmates  since  the  last  inspection  was  as 
follows :  May,  17 ;  June.  14 ;  July,  22 :  August,  21 ;  September,  43 ; 
October  to  date,  29.  The  high  number  in  September  was  caused  by  the 
fact  that  the  United  States  court  was  held  at  Canandaigua  in  this  month 
and  some  20  Federal  prisoners  were  held  in  this  jail  during  the  session 
of  the  court.  Six  of  these  were  witnesses,  so  that  at  one  time  there  were 
54  inmates.  The  sheriff  stated  that  by  using  one  of  his  own  rooms  for  a 
young  girl  witness  he  was  able  to  observe  the  classification  of  prisoners. 
It  so  happened  that  during  that  time  there  were  no  minors  in  custody. 
Of  those  in  custody  on  the  day  of  inspection  three  were  court  prisoners  and 
fourteen  serving  sentence. 

EMPLOYMENT 

During  the  summer  the  sheriff  furnished  187  days  of  inmate  labor  at 
the  county  farm  which  is  located  four  miles  from  the  jail  by  trolley.  In 
return  for  this  labor  the  sheriff  received  for  the  use  of  the  jail  a  por- 
tion of  the  crops  raised  on  the  farm.  In  addition  to  this  the  prisoners 
do  the  jail  housework  and  take  care  of  the  court  house  and  county 
grounds  surrounding  the  county  buildin.irs. 

During  the  winter  and  at  other  times  when  not  required  for  other 
work  prisoners  break  stone  in  the  stone  shed,  so  that,  the  sheriff  stated, 
the  sentenced  prisoners  were  fully  employed  at  all  times  during  the 
current  year.  He  further  stated  that  except  during  the  session  of  the 
United  States  court  above  mentioned,  he  has  had  plenty  of  room. 

RespectfuUv  submitted, 

(SUgned)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 
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ORANGE  COUNTY  JAIL 

GOSHEN 

Inspected  May  13,  1916.  Frederick  McDowell,  sheriff;  Isaac  Van 
Strander,  jailer;  James   Scott,  superintendent  of  prison  labor. 

There  were  38  inmates  on  the  day  of  inspection,  30  males,  and  8 
females :  one  of  the  males  was  a  minor.  The  classification  was  as  follows : 
Court  prisoners,  10  males  and  1  female :  serving  sentence,  20  males  and  6 
females ;  witnesses,  1  female.  The  highest  number  at  any  one  time  since 
January  1,  1916.  was  40;  the  average,  about  33.  The  sheriff's  wife  acts 
as  matron  and  has  the  keys  to  the  women's  department  with  entire 
supervision.  The  sheriff  and  his  family  live  in  a  section  of  the  house 
adjacent. 

This  jail  has  been  fully  described  in  former  reports.  It  contains  66 
modern  cells,  furnishing  12  classifications.  There  are  four  hospital  and  de- 
tention rooms.  Since  January  1st  all  plumbing  has  been  repaired  and  the 
entire  interior  of  the  jail,  including  the  cell  work  and  the  walls  and  ceil- 
ing, have  been  repainted  white,  giving  it  a  light  and  clean  appearance. — a 
very  fine  improvement.  It  was  done  by  prisoners  under  the  supervision  of 
the  superintendent  of  labor. 

When  this  jail  was  constructed  the  crossbar  near  the  floor  in  which 
the  upright  steel  bars  were  inserted  was  left  with  a  small  opening  be- 
tween it  and  the  floor,  too  small  for  a  scrubbing  brush  to  enter  it  but 
large  enough  for  an  accumulation  of  dirt.  The  superintendent  of  labor, 
who  is  himself  a  mechanic,  has  concreted  this  opening  throughout  the 
entire  jail. 

The  office  of  sheriff  in  this  county  is  salaried  and  prisoners  are 
boarded  by  the  county.  They  are  given  three  meals  a  day.  They  take  care 
of  the  county  grounds  surrounding  the  several  county  buildings,  which 
includes  shoveling  snow  from  the  walks.  They  have  been  setting  out  trees 
this  spring.  In  addition  to  the  interior  painting  they  do  the  jail  housework 
and  all  the  laundry  work  which  is  quite  large  as  it  includes  the  blankets, 
prisoners'  clothing,  towels,  and  bedding.  The  jail  needs  a  laundry.  All 
this  washing  is  done  in  tubs  in  one  of  the  small  bath  rooms.  A  laundry 
should  be  installed  in  the  basement  where  there  is  plenty  of  room.  A 
concrete  floor  could  be  laid  by  the  prisoners.  The  present  facilities  are 
very  inadequate  and  can  only  be  characterized  as  intolerable. 

This  is  a  modern  jail,  built  in  1911.  and  is  well  cared  for.  As  there 
is  at  all  times  a  large  prison  population,  proper  laundry  facilities  are 
indispensable. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


ORANGE  COUNTY  JAIL 

NEWBURGH 

Inspected  May  12.  1916.  Henry  Hallock  Jr.,  under  sheriff  in  charge: 
Tenny  H.  Hyde,  jailer.  No  women  are  detained  in  this  jail  but  are 
immediately  sent  to  the  jail  at  Goshen. 

The  number  of  inmates  on  the  day  of  inspection  was  24,  classified 
as  follows :  Held  for  the  grand  jury.  10 ;  serving  sentence,  12 ;  held  for 
further  examination,  2.  The  highest  number  at  any  one  time  during  the 
past  year  was  48;  the  lowest,  12;  and  the  average,  about  24. 

This  jail  is  of  modern  arrangement.  It  has  thirty  steel  cells  in  six 
classifications,  one  detention  room  with  four  bunks,  and  one  hospital 
room.  When  prisoners  are  received  they  are  taken  to  the  detention  room 
and  after  they  have  bathed  are  furnished  with  jail  clothing,  including 
underclothes. 
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Inmates  had  nearly  finished  painting  the  jail  with  white  lead  with 
enamel  finish  at  the  time  of  inspection.  Work  had  to  be  suspended  dur- 
ing the  week  on  account  of  a  session  of  the  court  then  in  progress. 

The  bunks  in  the  cells  have  mattresses  enclosed  in  slips,  blankets, 
and  pillows.  A  new  concrete  floor  has  been  laid  in  the  basement  by  in- 
mates. 

Prisoners  are  committed  to  this  jail  for  terms  varying  from  a  few 
days  to  a  year.  They  are  boarded  by  the  county.  The  cost  for  board 
last  year  was  $2.25  per  week. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


ORLEANS  COUNTY  JAIL 

ALBION 

Inspected  July  12,  1916.  C.  M.  Bartlett,  sheriff;  John  E.  Rice,  jailer. 
There  is  a  matron  when  there  are  women  prisoners.  Her  services  were 
required  for  sixty  days  during  last  year. 

The  number  of  inmates  on  the  day  of  inspection  was  2  men,  1  serv- 
ing time  and  the  other  held  for  the  grand  jury.  The  highest  number  at  any 
one  time  during  the  past  year  was  34 ;  the  average,  about  9.  The  lowest 
number  at  any  one  time  for  the  year  was  on  the  day  of  inspection.  There 
are  three  sessions  of  the  grand  jury  in  this  county  each  year.  There  is 
practically  no  employment  for  the  prisoners  except  the  jail  housework  and 
the  care  of  the  county  grounds. 

This  is  a  modern  jail,  consisting  of  three  floors  with  ten  cells  on 
each  of  the  first  two  floors,  five  on  each  side,  back  to  back,  and  six  on  the 
third  floor,  and  two  detention  rooms. 

The  cells  are  furnished  with  folding  bunks  equipped  with  mattresses, 
blankets,  white  sheets,  and  pillows  with  white  slips.  There  are  niche 
toilets  and  stationary  wash  basins.  There  are  two  shower  baths  on  each 
floor  and  a  tub  bath  and  other  equipment  in  connection  with  the  deten- 
tion rooms.  These  rooms  are  each  also  furnished  with  two  iron  cot  beds. 
About  a  year  ago  all  the  cells  were  furnished  with  new  toilets  with  a 
tank  flush  operated  by  push  buttons.  Each  toilet  was  provided  with  a  2 
in.  ventilating  pipe  operated  by  an  electric  fan  in  the  attic. 

The  whole  jail  was  clean,  showing  excellent  care.  The  office  of 
sheriff  in  this  county  is  salaried  and  prisoners  are  fed  at  the  expense  of 
the  county  and  are  given  three  meals  a  day. 

During  the  past  year  a  new  bake  oven  was  installed  in  the  kitchen, 
a  new  bath  room  constructed  for  the  jailer,  some  inside  painting  done  by 
the  prisoners,  and  all  the  basement  kalsomined.  A  linoleum  cover  has  been 
cemented  to  the  office  floor,  and  a  new  typewriter  and  safe  placed  in  the 
sheriff's  office.  The  sheriff  stated  that  he  was  about  to  commence  the 
painting  of  the  exterior  of  the  building,  the  prisoners  to  do  the  work. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


OSWEGO  COUNTY  JAIL 

OSWEGO 

Inspected  July  15,  191  n.  William  L.  Buck,  sheriff;  George  E.  Simons, 
Jailer.     The  jailer's  wife  acts  as  matron. 

The  number  of  inmates  on  the  day  of  insi)ection  was  35  men  and  1 
woman,  classified  as  follows :     Court  prisoners.  6  men ;  serving  time,  29 
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men  and  1  woman.  The  highest  number  at  any  time  during  the  past 
year  was  102,  in  the  winter;  the  average,  about  50;  the  lowest  was  on  the 
day  of  inspection. 

This  jail  has  been  fully  described  in  former  reports.  Briefly,  it 
is  a  three-story  modern  jail.  Each  of  the  first  two  floors  has  forty  cells 
in  four  departments,  and  the  third  floor  has  sixteen  cells  in  four  depart- 
ments and  four  detention  rooms.  The  jail  affords  ample  provision  for  con- 
plete  classification.  The  interior  has  recently  been  repainted  and  the 
steel  work  given  a  fresh  coat  of  aluminum,  all  done  by  convict  labor. 

The  jail  was  clean  throughout,  showing  excellent  care.  Each  bunk 
is  furnished  with  a  mattress,  blanket,  white  sheets,  and  pillows  with  white 
slips.  Every  new  prisoner  receives  a  clean  outfit  of  bedding  and  a  towel 
and  his  clothing  is  cleaned  up.  By  proper  care  in  this  respect  the  jail  is 
kept  free  from  vermin. 

The  kitchen  work  is  done  by  inmate  labor  under  the  supervision  of  an 
inmate  cook.  Six  men  are  assigned  to  this  work.  The  jailer  stated  that 
among  the  prisoners  there  is  usually  a  competent  cook.  The  laundry  con- 
tains a  washing  machine  and  stationary  tubs.  The  drying  is  done  outdoors 
in  good  weather.  From  six  to  ten  prisoners  are  employed  with  the  other 
jail  housework,  cleaning  and  painting,  and  from  twelve  to  fifteen  are  em- 
ployed on  the  jail  farm  of  100  acres,  four  of  which  are  occupied  by  the 
buildings.  The  other  ninety-six  on  the  opposite  side  of  the  road  are 
cultivated  by  the  inmates  in  charge  of  a  farmer  employed  by  the  county 
under  the  general  direction  of  the  sheriff.  The  crops  cultivated  this  sea- 
son were  as  follows : 

Twenty-three  acres  of  corn,  mostly  for  the  silo,  a  portion  of  it  sweet; 
four  acres  of  potatoes,  twelve  of  barley,  fifteen  of  oats,  two  of  cabbage, 
twenty  to  twenty-two  of  hay  which  the  farmer  said  would  harvest  sixty 
tons  this  year.  There  were  also  considerable  quantities  of  turnips,  beets, 
etc.  There  are  fourteen  milk  cows,  three  calves,  and  three  horses.  There 
is  a  fair  promise  of  an  apple  crop. 

The  oflSce  of  sheriff  in  this  county  is  salaried  and  he  is  paid  $2.00  a 
week  for  boarding  the  prisoners.  He  pays  the  county  for  whatever  farm 
produce  he  uses  in  the  jail. 

RECOM  MENDATION 

It  is  recommended  that  the  practice  of  paying  the  sheriff  a  fixed  sum 
for  the  board  of  prisoners  be  discontinued ;  that  instead  the  county  pay 
the  cost  of  whatever  supplies  are  necessary  in  addition  to  the  products 
of  the  farm.  This  practice  prevails  in  nearly  all  the  counties  of  the  State 
and  is  generally  more  satisfactory  than  the  old  method  of  paying  the 
sheriff  a  fixed  sum. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAFGHLIN, 

Chief  Inspector. 


OTSEGO  COUNTY  JAIL 

COOPERSTOWN 

Inspected  May  3.  1916.  O.  J.  Brown,  sheriff;  Scott  Layten,  jailer. 
The  sheriff's  wife  acts  as  matron  when  there  are  women  prisoners. 

The  number  of  inmates  on  the  day  of  inspection  was  8  males  and  1 
female,  classified  as  follows :  Court  prisoners.  1  male ;  serving  sentence, 
7  males  and  1  female.  The  highest  number  at  any  one  time  during  the  past 
year  was  39.  most  of  whom  were  men.  This  was  for  about  a  week  last 
fall  during  hop  picking.     The  average  during  the  past  year  was  about  18. 

This  jail  is  of  modern  arrangement  and  was  found  clean,  showing 
excellent  care.     It  is  a  small  jail  and  the  number  of  prisoners  is  usually 
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not  large.  It  consists  of  two  floors,  ten  cells  on  the  first  floor  and  nine 
cells  and  a  detention  room  on  the  second.  The  detention  room  may  also  be 
used  as  a  hospital.  Bunks  are  furnished  with  straw  beds,  blankets,  white 
sheets,  and  pillows  with  white  slips,  and  presented  a  clean  and  neat 
appearance. 

Each  cell  has  a  niche  toilet  and  wash  basin  and  two  steel  bunks. 
There  is  a  tramp  room  in  the  basement  with  cot  beds  which  are  sometimes 
used  as  overflow  quarters.  No  lodgers  are  cared  for.  There  is  no  em- 
ployment except  the  jail  housework  and  the  care  of  the  county  grounds 
surrounding  the  buildings. 

The  fee  system  is  still  in  vogue  in  this  county,  the  sheriff  being  paid 
a  fixed  sum  per  week  for  the  board  of  prisoners.  The  amount  allowed 
him  last  year  was  $3.01  a  week.  Otsego  and  Hamilton  are  the  only 
counties  in  the  State  at  the  present  time  in  which  the  office  of  sheriff  is 
not  salaried.  Beginning  January  1,  1917,  the  sheriff  of  Hamilton  county 
will  be  paid  a  salary  in  accordance  with  chapter  200  of  the  Laws  of  1915. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


PUTNAM  COUNTY  JAIL 

CARMEL 

Inspected  September  22,  1916.    Charles  E.  Nichols,  sheriff. 

At  the  time  of  inspection  there  were  two  inmates.  The  maximum 
during  the  year  was  34,  minimum.  1.  The  only  woman  detained  was  a 
police  prisoner,  for  two  days. 

The  jail  was  fully  described  in  the  last  report  of  inspection.  It 
remains  in  all  respects  the  same.  It  was  found  in  a  satisfactory  state 
of  cleanliness,  although  the  authorities  are  hampered  by  the  lack  of  a 
laundry  and  facilities  for  heating  water.  There  are  no  stationary  tubs, 
and  the  boiler  in  connection  with  the  kitchen  range  supplies  the  only 
hot  water  for  bathing,  washing  and  scrubbing  and  is  entirely  inadequate. 
It  would  seem  to  be  a  simple  matter  to  install  a  coil  in  the  steam  heating 
plant  which  would  supply  plenty  of  hot  water  during  the  winter  when 
it  is  most  needed. 

The  windows  on  the  first  floor  have  been  screened,  which  is  in 
compliance  with  a  suggestion  made  in  former  reports.  The  shut-off  at 
the  head  of  the  stairs  between  the  departments  for  men  and  women  or 
minors,  has  not  been  provided  as  promised  by  the  authorities  last  year. 
This  is  a  very  simi)le  matter  and  should  be  attended  to  at  once  to  prevent 
illegal  and  improper  mingling  of  different  classes  of  prisoners. 

At  the  time  of  inspection  the  janitor  was  in  charge  of  the  jail  as 
has  been  the  case  a  greater  part  of  the  time  for  a  number  of  years.  Sec- 
tion 183  of  the  County  Law  provides  that  "Each  sheriff  shall  have  the 
custody  of  the  jails  of  his  county  and  the  prisoners  therein  and  such 
jails  shall  be  kept  by  him.  or  by  keepers  appointed  by  him,  for  whose 
acts  he  shall  be  responsible."  The  janitor  should  be  deputized  or  a  keeper 
should  be  regularly  appointed  who  would  have  authority  over  the  pris- 
oners and  be  responsible  for  the  enforcement  of  the  law  regulating  their 
classification. 

The  inmates  receive  three  meals  a  dny.  The  office  of  sheriff  in  this 
county  is  salaried,  but  he  is  allowed  $3.50  a  week  for  board  of  prisoners, 
a  remnant  of  the  fee  system.  The  practice  which  prevails  in  most  of  the 
counties  of  the  State  is  for  the  county  to  furnish  the  necessary  supplies 
without  regard  to  any  fixed  sum  per  week,  which  method  has  been  gener- 
ally satisfactory. 

The  sheriff's  wife  acts  as  matron  when  there  are  female  Inmates  and 
also  supervises  the  kitchen. 
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This  jail  has  a  modern  equipment  and  at  small  expense  could  be 
rendered  first-class.  A  compliance  with  the  following  recommendations 
would  entail  a  small  expenditure  and  concerns  matters  which  are  im- 
portant in  the  proi>er  conduct  of  the  institution. 

RECOMMENDATIONS 

(1)  That  a  partition  of  heavy  wire  screening  with  door  be  installed 
across  the  hall  on  the  second  floor. 

(2)  That  proper  laundry  facilities  be  provided  including  an  addi- 
tional water  heating  device. 

(3)  That  an  under-sheriff  or  keeper  be  appointed  in  compliance  with 
the  law. 

(4)  That  additional  employment  be  provided  for  sentenced  prisoners. 

Respectfully  submitttni, 

(Signed)     CLIFFORD  M.  YOUNG, 

Inspector. 


QUEENS  COUNTY  JAIL 

LONG   ISLAND   CITY 

Inspected  December  16,  1916.  Samuel  J.  Mitchell,  acting  sheriff; 
Frank  Schults,  warden,  assisted  by  two  male  keepers  and  one  matron. 

This  jail  is  only  a  place  for  the  detention  of  civil  prisoners.  It  con- 
sists of  three  rooms  and  a  bath  room  on  the  second  floor  of  an  annex  to  the 
court  house  and  the  city  prison.  It  has  a  wooden  interior  and  is  reached 
by  a  narrow  stairway  from  the  floor  below. 

There  is  one  room  with  three  large  windows  and  two  iron  cot  beds. 
The  officer  stated  there  were  other  cots  which  could  be  used  if  needed. 
Next  to  this  was  a  general  sitting  room  and  bath  room.  There  is  also  an 
entrance  hallway,  and  adjacent  to  this  is  the  warden's  room  which  Is 
occupied  by  the  keeper  when  on  duty.  The  warden  and  the  two  male 
keepers  serve  on  eight  hour  shifts  when  there  are  any  prisoners. 

There  is  no  place  for  the  detention  of  women.  Tlie  matron  acts  as 
housekeeper  for  the  institution. 

When  there  are  any  inmates  both  the  officers  in  charge  and  the  in- 
mates are  served  with  food  from  the  city  prison  adjacent  under  an  arrange- 
ment by  which  the  county  pays  the  city.  Usually,  prisoners  only  remain 
here  for  a  day  or  two.  although  recently  one  was  detained  for  six  weeks. 
There  were  about  ten  prisoners  during  the  past  year,  all  men  and  all  civil 
prisoners.  The  witnesses  of  this  borough  are  detained  in  the  district 
prisons  of  Manhattan.  This  is  unusual,  as  both  Bronx  and  Kings  counties 
keep  their  witnesses  in  the  civil  prisons  of  these  counties. 

This  county  needs  a  new  civil  prison.  There  is  room  in  the  court 
house  yard  adjacent  to  the  grounds  of  the  city  prison  for  such  a  jail  and 
it  could  be  built  by  the  prisoners  in  the  city  prison  if  the  material  were 
furnished.  The  present  arrangement  is  very  antiquated  and  the  quarters 
where  these  prisoners  are  now  detained  is  a  fire  trap.  The  county  of 
Queens  is  growing  very  rapidly  in  population  and  the  need  of  a  county  jail 
is  becoming  more  and  more  urgent. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 
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RENSSELAER  COUNTY  JAIL 
TBOT 

Inspected  April  7,  1916.  William  P.  Powers,  sheriff;  Delmer  Lynch, 
under-sheriff.  There  is  also  a  jailer,  an  assistant  jailer,  three  process 
servers ;  two  janitors,  three  firemen,  one  nightwatchman  and  one  matron. 
The  matron  is  on  duty  during  the  day  and  is  subject  to  call  during  the 
night  in  case  of  sickness. 

The  number  of  inmates  on  the  day  of  inspection  was  67  men  and  4 
women,  classified  as  follows :  Court  prisoners,  7  men ;  serving  sentence, 
60  men  and  4  women.  One  of  the  women  was  awaiting  transfer  to  Bed- 
ford. The  highest  number  of  inmates  at  any  one  time  during  the  past 
year  was  97,  in  February.  The  average  number  during  the  past  four 
months  was  77.  The  prisoners  are  given  three  meals  a  day.  The  men  are 
brought  to  the  mess  hall  in  the  basement  and  the  women  receive  their 
meals  in  the  corridor  of  the  women's  department. 

The  office  of  sheriff  in  this  county  is  salaried  and  prisoners  are 
boarded  by  the  county.  This  is  a  new  jail  and  was  found  in  excellent 
condition.  It  contains  forty  modern  steel  cells  on  the  first  floor,  forty 
on  the  second,  divided  off  in  sections  of  ten  cells  each,  making  eight  classi- 
fications. On  the  third  floor  there  are  separate  quarters  for  civil  pris- 
oners, four  hospital  rooms,  ten  cells  for  male  minors  and  ten  for  women, 
two  classifications  in  each. 

The  recent  improvements  to  this  jail  have  been  the  fitting  up  of  the 
dining  room  for  men  in  the  basement,  and  the  repainting  of  the  entire 
interior,  including  the  basement,  the  whitewash  having  been  first  re- 
moved. The  jail  has  a  well  equipped  laundry.  Each  cell  has  a  bunk  which 
is  furnished  with  a  mattress,  enclosed  in  a  removable  case,  which  is 
washed  weekly.  The  women's  bunks  have  mattresses,  white  sheets  and 
pillows  with  cases.  All  the  bunks  have  blankets.  Each  new  inmate  gets 
a  clean  blanket. 

The  jail  was  clean  throughout,  showing  excellent  care. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN. 

Chief  Inspector. 


RICHMOND  COUNTY  JAIL 

BTCHMOND 

Inspected  April  21,  1916.  Spire  Pitou  Jr.,  sheriff;  J.  J.  Bennett,  jailer. 
The  other  officers  consist  of  three  matrons,  four  guards,  one  finger  print 
clerk,  one  cook,  and  one  farmhand. 

There  were  27  male  and  2  female  inmates  on  the  day  of  inspection, 
classified  as  follows:  Awaiting  trial,  males.  14;  females  2;  serving  sen- 
tence, males,  13.  The  highest  number  at  any  one  time  during  the  past 
year  was  89.     The  highest  number  of  women  at  any  one  time  was  8. 

This  is  a  three-story  and  basement  jail.  There  are  twenty  cells  on 
each   floor   with   twelve  classifications   and    three  detention   rooms. 

In  the  basement  is  a  receiving  room  where  prisoners  are  held  until 
they  become  sober  and  are  cleaned  up  before  assignment  to  cells,  and  five 
cells  used  for  detention  of  vagrants  sentenced  from  one  to  ten  days.  The 
basement  is  al>ovo  grade  on  the  side  containing  the  cells. 

Each  Inink  throughout  the  jail  has  a  straw  bed,  blankets,  white 
sheets,  and  pillows  with  slips,  and  presented  a  clean  and  neat  appearance. 
The  cells  have  niche  toilets  and  since  the  last  inspection  the  section  sur- 
rounding the  rim  at  the  bottom  of  the  niclie  has  been  filled  with  concrete, 
making  a  decided  improvement.  The  steel  work  of  the  interior  of  the  base- 
ment and  of  the  first  and  second  floors  has  recently  been  painted  and  walls 
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kalsomined  a  light  color.  The  exterior  bars  of  the  windows  and  the  cornice 
of  the  jail  have  also  been  painted,  the  work  being  done  by  prisoners.  The 
third  floor  will  be  painted  as  soon  as  the  authorities  furnish  the  material. 

The  work  of  installing  two  new  beds  for  the  overflow  of  the  jail  cess- 
pools was  in  progress.  Each  of  these  beds  will  be  30  ft.  x  90  ft.,  and  it  is 
expected  they  will  be  completed  in  May. 

The  employment  consists  of  jail  housework  and  the  cultivation  of 
a  garden  of  two  or  three  acres. 

The  jail  was  clean  and  the  floors  are  well  preserved.  The  prisoners 
were  quiet  and  orderly,  showing  excellent  discipline.  Three  meals  a  day 
are  served  and  there  was  no  complaint  about  the  food. 

RECOMMENDATIONS 

(1)  Screens  should  be  placed  on  the  windows  of  the  basement  and 
the  first  floor  of  the  jail,  as  the  jail  has  no  wall  or  fence  around  it  and 
outsiders  have  access  to  the  windows. 

(2)  A  wall  or  iron  picket  fence  should  be  constructed  around  the 
entire  jail  premises. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


ROCKLAND  COUNTY  JAIL 


NEW    CITY 

Inspected  June  22,  1916.  Hudson  Hurd,  sheriff;  E.  W.  Miller,  jailer; 
Mrs.  Miller,  matron.  The  matron  is  now  salaried  and  a  night  watchman 
has  been  added  to  the  sheriff's  staff  as  recommended  in  my  last  report. 

The  number  of  inmates  ou  the  day  of  inspection  was  22  men  and  3 
women,  classified  as  follows :  Court  prisoners,  8 ;  serving  sentence,  17. 
The  highest  number  at  any  one  time  since  January  1st  last  (when  the  pre- 
sent sheriff  took  office)  was  31;  the  average  since  that  time,  25.  The 
matron  has  entire  charge  of  the  department  for  women. 

The  jail  remains  in  practically  the  same  condition  as  described  in 
my  former  report.  It  was  very  clean  throughout,  showing  excellent  care, 
and  I  was  informed  by  both  the  officers  and  the  inmates  that  it  was  free 
from  bugs  of  every  kind. 

As  there  are  only  three  departments  for  men,  it  is  frequently  im- 
possible for  the  sheriff  to  fully  comply  with  the  law  classifying  the  pris- 
oners, with  the  result  that  sentenced  and  court  prisoners  are  more  or  less 
commingled  and  adults  and  minors  are  frequently  kept  in  the  same  depart- 
ment. The  attention  of  the  sheriff,  however,  should  be  called  to  the  law 
that  forbids  commingling  court  prisoners  with  sentenced  prisoners  and 
adults  with  minors,  and  that  ''minors"  means  persons  under  twenty-one 
years  of  age,  to  the  end  that  diligent  effort  may  be  made  by  him  and  the 
jailer  to  comply  with  this  law  so  far  as  possible. 

The  beds  had  white  sheets,  blankets,  and  pillows  with  white  slips. 
The  bed  linen  is  washed  weekly.  The  straw  ticks  are  frequently  changed 
and  the  ticks  washed. 

The  two  rooms  for  women  on  the  upper  floor  have  cot  beds  and  pre- 
sented a  neat  and  clean  appearance.  The  matron  stated  that  the  highest 
number  of  women  at  any  one  time  since  January  1st  last  was  five. 

The  only  employment  for  prisoners  is  the  jail  housework  and  the 
cure  of  the  court  house  and  grounds  surrounding  the  county  buildings  which 
includes  a  large  lawn  in  front.  The  jailer  stated  that  this  keeps  six  or 
seven  prisoners  fairly  busy  most  of  the  time.  In  my  report  for  1915  and 
that  of  Commissioner  Huntington  for  the  year  1914  it  was  stated  that  it 
would  be  feasible,  considering  the  large  number  of  prisoners  in  this  jail, 
to  employ  some  of  them  on  repairing  and  constructing  new  roads  in  the 
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vicinity  of  New  City  and  that  a  farm  in  this  vicinity  could  also  be  culti- 
vated by  the  prisoners :  that  this  method  of  employing  prisoners  had  worked 
successfully  in  several  counties  of  the  State.  The  advantage  of  such  em- 
ployment was  fully  set  forth  by  Commissioner  Huntington  in  his. report. 

It  is  recommended  that  the  board  of  supervisors  of  this  county  give 
this  matter  serious  consideration. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector, 


ST.  LAWRENCE  COUNTY  JAIL 

CANTON 

Inspected  August  14,  1916.  Herbert  M.  Farmer,  sheriff. 
There  were  61  prisoners  in  this  jail  on  the  day  of  inspection  to 
accommodate  which  there  are  but  28  cells  and  four  rooms.  Fifty-one 
males  and  2  females  were  serving  sentence,  7  males  were  being  held  to 
await  the  action  of  the  grand  jury,  and  1  woman  was  being  held  as  a 
witness  in  a  Federal  case.  Five  of  the  male  prisoners  were  minors,  4 
serving  sentence  and  1  held  for  the  grand  jury.  The  jail  had  an  average 
daily  population  of  40  during  the  past  year.  The  highest  number  at  any 
one  time  was  61 ;  the  lowest,  28. 

A  majority  of  the  prisoners  are  said  to  be  sentenced  from  Massena. 
The  authorities  of  St.  Lawrence  county  must  provide  additional  jail 
facilities  or  the  sheriff  must  continue  to  violate  the  law  with  i-e.«pect  to 
the  classification  of  prisoners.  It  is  contrary  to  the  county  law  to  confine 
an  adult  with  a  minor,  yet  this  is  what  the  sheriff  is  compelled  to  do  at 
times  because  of  lack  of  facilities.  It  is  also  necessary  to  place  two  pris- 
oners in  a  cell  which  has  a  demoralizing  effect.  A  minor  awaiting  the  action 
of  the  grand  jury  was  found  with  adults  in  the  department  for  court  pris- 
oners. Other  minors  were  found  with  adults  in  the  departments  for 
sentenced  prisoners.  The  sheriff  said  he  had  no  other  place  for  them. 
The  board  of  supervisors  should  give  this  matter  serious  consideration. 
Tlie  prisoners  are  seldom  locked  in  their  cells  day  or  night  as  the 
colls  are  not  equipped  with  toilets.  There  is  a  toilet  in  each  corridor 
to  which  they  have  access.  If  it  is  necessary  to  lock  a  prisoner  in  his  cell, 
a  bucket  is  provided. 

A  matron  is  employed  who  has  the  custody  of  the  keys  to  the  women's 
department.     The  jail  was  found  in  a  satisfactory  state  of  cleanliness. 

St.  Lawrence  county  continues  to  lead  the  way  in  the  employment  of 
its  prisoners.  Many  of  those  serving  sentence  are  employed  on  a  county 
farm  about  a  mile  from  the  jail.  They  walk  or  ride  to  and  from  the 
farm  and  have  their  midday  meal  at  the  jail.  The  sheriff  stated  that 
8.3  loads  of  hay  have  been  cut  this  year  and  there  are  under  cultivation 
three  acres  of  potatoes,  four  of  beans,  one  of  corn,  one  of  carrots  and 
mangels,  four  of  grain  and  a  quarter  of  an  acre  of  garden  stuff.  The  live 
stock  consists  of  three  cows,  a  team  of  horses  and  four  pigs.  A  stone 
shed  affords  employment  for  forty-five  prisoners.  They  break  stone  dur- 
ing the  winter  months  and  when  their  services  are  not  needed  on  the  farm. 
The  stone  is  sold  to  the  town  and  village  and  a  considerable  revenue  has 
been  received  from  this  source.  The  roofs  of  the  jail  and  bam  have  been 
painted  by  inmates  and  a  new  cement  floor  laid  in  the  horsebarn.  Others 
are  employed  caring  for  the  jail  and  grounds. 

Besides  furnishing  healthful  outdoor  employment  for  the  prisoners  the 
operation  of  the  farm  has  reduced  the  cost  of  boarding  the  prisoners  to 
eighty-three  cents  per  week  as  compared  with  $1.0.3  for  the  fiscal  year 
ending  September  30,  1915.    This  furnishes  a  concrete  example  which  other 
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counties  would  do  well  to  emulate. 

The  prisoners  are  well  fed  and  are  given  three  meals  a  day. 

RECOMMENDATION 

That  the  board  of  supervisors  take  immediate  steps  to  provide  ade- 
quate jail  facilities  for  the  prisoners  committed  to  the  county  jail. 

Respectfully  submitted, 

(Signed)  JAMES  T.  MURPHY, 

Commissioner. 
JOHN  F.  TREMAIN, 

Secretary. 

SARATOGA  COUNTY  JAIL  - 

BALLSTON    SPA, 

Inspected  May  26,  1916.  W.  J.  Dodge,  sheriff;  James  T.  Betts,  jailer. 
There  are  also  an  assistant  jailer  and  a  janitor.  Mrs.  Betts  acts  as 
matron  when  there  are  female  prisoners. 

The  number  of  inmates  on  the  day  of  inspection  was  28,  all  males, 
classified  as  follows :  Court  prisoners,  4 ;  serving  sentence,  21 ;  awaiting 
transportation  to  the  N.  Y.  State  Reformatory  at  Elmira,  3.  Four  of  the 
inmates  were  minors,  between  the  ages  of  sixteen  and  twenty,  and  one 
under  sixteen  had  been  committed  to  the  State  Industrial  and  Agricultural 
School  at  Industry  and  was  awaiting  transportation  to  that  institution. 
The  highest  number  of  inmates  at  any  one  time  during  the  past  year  was 
89;  the  lowest,  21;  the  average,  about  45.  There  have  been  three  female 
prisoners  since  last  November.  The  sheriff  estimated  that  they  have 
female  prisoners  about  a  quarter  of  the  time. 

This  jail  has  been  frequently  described  in  former  reports.  The 
principal  jail  for  men  consists  of  28  steel  cells  and  four  bath  rooms  on 
two  floors,  furnishing  four  classifications.  Each  cell  has  two  bunks,  a 
toilet,  and  stationary  wash  basin.  There  are  four  separate  rooms  for 
boys  and  six  rooms  on  two  floors  for  women.  Each  of  these  rooms  has  a 
toilet  and  wash  basin. 

The  women's  department  has  a  tub  bath.  The  bunks  are  furnished  with 
mattresses,  blankets,  white  sheets  and  pillows  with  slips. 

There  is  a  tramp  room  in  the  basement  but  it  is  not  used. 

The  jail  has  electric  lights  and  steam  heat  throughout  and  is  supposed 
to  be  fireproof.  Since  the  last  inspection  a  new  sterilizer  has  been  in- 
stalled in  the  basement  and  new  vegetable  and  potato  cellars  have  been 
provided,  and  the  outside  wall  of  the  adjoining  building  has  been  painted 
a  light  color,  helping  the  light  in  that  side  of  the  jail. 

The  office  of  sheriff  in  this  county  is  salaried  and  prisoners  are 
boarded  at  the  expense  of  the  county ;  they  are  given  three  meals  a  day. 
They  are  without  employment  except  the  jail  housework.  The  jail  was 
clean  throughout,  showing  good  care. 

RECOMMENDATION 

(1)  The  matron  should  have  the  entire  custody  of  the  department 
for  females. 

(2)  The  rooms  on  both  floors  of  this  department  should  be  used. 

(3)  Further  improve  the  light  on  the  court  house  side  of  the  jail, 
especially  on  the  first  floor. 

(4)  Employment  should  be  provided  for  sentenced  prisoners. 

(5)  Adequate  laundry  facilities  should  be  installed. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 
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SARATOGA  COUNTY  JAIL 

BALLSTON   SPA. 

Inspected  August  10,  1916.  William  J.  Dodge,  sheriff,  James  T.  Betts, 
undersheriff  in  charge. 

The  total  population  at  the  time  of  visit  was  36 — 33  males  and  3 
females.  Of  the  males  29  were  serving  time  and  4  were  awaiting  the 
action  of  the  grand  jury.  Of  the  women,  2  were  serving  time  and  1  await- 
ing the  action  of  the  grand  jury. 

This  jail  is  used  also  as  a  police  station  by  the  town  of  Milton.  This 
is  something  which  should  not  be  allowed.  While  the  place  was  fairly 
clean,  it  needs  painting,  and  I  recommend  that  it  be  done  as  soon  as 
possible. 

Respectfully  submitted, 

(Signed)     HENRY  SOLOMON, 

Commissioner. 


SCHENECTADY  COUNTY  JAIL 

SCHENECTADY 

Iiisped:ed  July  5,  1916.  Louis  A.  Welch,  sheriff;  Russell  R.  Hunt, 
undersheriff;  Mrs.  Welch,  matron.  There  are  also  three  regular  guards 
who  work  on  eight-hour  shifts.  The  undersheriff  sleeps  In  a  room 
adjacent  to  the  jail  and  the  sheriff  and  matron  live  in  the  same  building. 
All  are  subject  to  call  at  any  time. 

The  number  of  inmates  on  the  day  of  inspection  was  45  males  and 
5  females.  Three  of  the  males  were  minors.  The  classification  was  as 
follows :  Court  prisoners,  2 ;  serving  sentence,  27 ;  held  for  examination, 
21.  The  highest  number  at  any  time  during  the  past  year  was  72 — on 
March  Sth.,  last.  The  population  has  been  much  less  during  the  past  year 
than  any  recent  preceding  year,  the  average  being  only  about  36. 

This  is  a  new  jail,  built  on  modern  lines.  The  men's  department  con- 
tains eighty  cells  on  four  floors,  twenty  on  each  floor,  two  on  each  side, 
back  to  back,  making  eight  classifications.  Each  cell  is  equipped  with  a 
stationary  wash  basin,  niche  toilet,  steel  bunk,  small  folding  steel  stand, 
and  a  small  folding  steel  seat. 

In  the  basement  there  is  a  well  equipped  laundry,  kitchen,  and  fumi- 
gator.  The  clothing  of  all  prisoners,  except  those  held  for  examination, 
is  fumigated,  laundered,  and  returned  to  the  prisoner  on  his  discharge.  In 
the  meantime  he  is  furnished  with  jail  clothing. 

The  minors  were  in  a  separate  department  from  the  adults.  The  clas- 
sification of  prisoners  now  seems  to  be  well  observed. 

The  department  for  women  has  eight  cells  and  two  detention  rooms, 
four  cells  and  a  detention  room  on  each  side,  and  is  in  the  care  of  the 
matron  who  keeps  the  keys. 

The  jail  was  clean  throughout  except  that  the  bowls  of  the  toilets 
had  been  allowed  to  become  stained.  As  this  is  a  new  jail  and  has  been 
under  the  care  of  the  present  officials  since  it  was  built  this  neglect  of  the 
toilets  is  inexcusable. 

Prisoners  are  not  employed  except  with  the  jail  housework.  Four 
X)risoners  assist  the  chef  in  the  kitchen,  and  three  or  four  others  take  care 
of  the  rest  of  the  jail.  These  trusties  are  given  three  meals  a  day:  the 
others  are  given  breakfast  at  eight  o'clock  and  dinner  at  two.  The  dinner 
supplied  is  sufficient  for  a  light  supper  also.  I  was  informed. 

Respectfully  submittod, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector 
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SCHOHARIE  COUNTY  JAIL 

SCHOHARIE 

Inspected  February  4,  1916.  David  Boynton,  sheriff;  L.  D.  Smith, 
undersheriff. 

The  number  of  inmates  on  the  day  of  inspection  was  7,  all  adult  males, 
classified  as  follows :  Court  prisoners,  4 ;  serving  sentence,  3.  The  highest 
number  at  any  one  time  during  the  past  year  was  32 ;  the  lowest,  1 ;  the 
average,  about  7  or  8.  The  highest  number  was  only  for  a  few  days  when 
a  large  batch  of  train  riders  was  brought  in  at  one  time ;  they  were  given 
sentences  ranging  from  two  to  sixteen  days  each. 

This  is  a  small  fireproof  jail.  It  has  been  fully  described  in  former 
reports.  The  bunks  are  furnished  with  mattresses,  blankets,  white  sheets, 
and  pillows  with  slips.  The  floors  are  concrete ;  the  side  walls  and  ceiling 
are  metal  lined.  There  are  eight  windows  on  the  upper  floor  and  six  on  the 
lower,  three  on  each  side. 

The  jail  was  clean  and  in  good  condition  except  that  the  concrete  floor 
is  broken  in  one  or  two  places  and  needs  repairing,  and  the  steel  work 
needs  repainting. 

Prisoners,  in  addition  to  the  care  of  the  jail  and  the  county  grounds 
and  buildings,  help  take  care  of  the  furnace  which  heats  all  the  county 
buildings.  In  addition  to  the  jail  and  sheriff's  office  these  buildings  consist 
of  a  supervisors'  room,  court  house,  and  county  clerk's  office. 

The  sheriff's  office  of  this  county  is  salaried  and  he  is  paid  in  ad- 
dition $4.00  a  week  for  board  and  washing  of  each  prisoner.  Prisoners 
are  furnished  three  meals  a  day. 

There  are  three  terms  of  the  grand  jury  in  Schoharie  county,  but  only 
two  terms  of  the  county  court  with  a  jury.  This  causes  long  intervals 
between  time  of  indictment  by  the  grand  jury  and  trial  in  the  county 
court.  Prisoners  indicted  in  June  and  October  have  to  be  held  until  Decem- 
ber for  trial :  those  indicted  in  January  have  to  be  held  until  April.  The 
jail  is  very  small  and  is  sometimes  quite  congested.  This  congestion  could 
be  relieved  somewhat  by  having  the  trial  terms  of  the  county  court  ar- 
ranged to  follow  almost  immediately  after  the  sessions  of  the  grand  jury, 
so  that  prisoners  indicted  may  be  tried  and  their  cases  disposed  of  with- 
out delay.  Consideration  of  this  matter  is  recommended  to  the  county 
Judge  and  board  of  supervisors. 

Respectfully  submitted, 

( Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


SCHUYLER  COUNTY  JAIL 

W  ATKINS 

Inspected  July  22,  1916.  Darwin  F.  Thompson,  .sheriff:  L.  A.  Barnum, 
undersheriff. 

This  jail  is  one  of  the  oldest  institutions  of  its  kind  in  the  State, 
having  been  erected  more  than  half  a  century  ago.  It  is  a  two-story  brick 
structure  attached  to  the  rear  of  the  sheriff's  residence,  the  entrance  being 
through  the  sheriff's  office. 

There  are  eight  stone  vault-like  cells  on  the  first  floor,  four  on  a 
side,  back  to  back,  facing  windows  in  the  outer  wall.  These  cells  are  little 
better  than  those  at  Sing  Sing  Prison  being  but  4  ft.  4  in.  wide  and  alx)ut 
8  ft.  deep  and  8  ft.  high.  Tliere  is  no  means  of  ventilation  except  through 
the  barred  doors.  The  sheriff  stated  that  at  times  the  cells  become  so  damp 
that  the  bedding  on  the  cots  is  mildewed.  Four  of  the  cells  are  ordinarily 
used  for  prisoners  and  the  others  are  given  over  to  the  use  of  lodgers 
There  are  no  toilet  facilities  in  the  cells,  but  there  is  a  toilet  and  lavatory 
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In  the  end  of  each  corridor.  There  is  a  bath  tub  in  one  corridor  but  it  is 
not  screened  and  affords  no  privacy.    The  floor  is  concrete. 

The  second  floor,  reached  by  a  wooden  stairway  from  the  sheriff's 
office,  lias  three  rooms  which  are  used  for  the  detention  of  women,  minors 
and  civil  prisoners.  A  hath  and  toilet  room  are  provided  and  the  sheriff's 
wife  acts  as  matron.  The  interior  of  this  portion  of  the  jail  is  constructed 
largely  of  wood  and  a  fire,  either  in  the  jail  or  the  sheriff's  residence, 
might  prove  fatal  to  any  one  confined  on  the  second  floor. 

The  jail  is  heated  by  steam  and  lighted  by  electricity.  A  satisfac- 
tory state  of  cleanliness  prevailed.  The  cots  are  equipped  with  mat- 
tresses, blankets,  sheets,  pillows,  and  pillow  slips,  the  slips  having  been 
provided  since  the  present  sheriff  assumed  office  on  January  1st.  The 
prisoners  are  given  three  meals  a  day.  A  jail  physician  is  employed. 
Two  sessions  of  the  grand  jury  are  held  annually. 

There  are  no  laundry  facilities  and  the  sheriff  has  the  laundry  work 
done  outside,  an  expense  that  might  be  saved  were  proper  facilities  pro- 
vided. There  is  a  jail  yard  surrounded  by  a  wooden  fence,  but  it  is  so 
Insecure  that  the  yard  is  not  used  and  is  filled  with  weeds. 

There  was  but  one  prisoner  on  the  day  of  inspection — a  male  serving 
sentence.  The  highest  number  during  the  present  year  was  four,  and 
some  of  the  time  the  jail  has  been  without  an  occupant. 

Plans  and  specifications  for  proposed  alterations  to  the  first  floor 
of  the  jail  were  submitted  to  the  State  Commission  of  Prisons  by  C.  E. 
Titus,  a  member  of  the  board  of  supervisors,  in  May.  These  plans  con- 
templated tearinc  out  the  stone  cells  and  installing  ten  steel  cells.  The 
arrangement  of  the  cells  was  such  that  no  sunlight  could  have  entered  them 
as  they  faced  either  on  a  corridor  or  a  blank  wall,  nor  did  they  provide  for 
the  reconstruction  of  the  second  floor  which  would  have  remainded  a  fire 
trap.  For  these  reasons  the  plans  were  disapproved.  A  suggested  plan 
for  remodeling  the  jail  was  forwarded  to  Mr.  Titus  but  so  far  as  the 
Commission  has  been  informed  no  action  by  the  board  of  supervisors  has 
been  taken.  The  board  should  be  urged  to  give  the  matter  careful  con- 
sideration to  the  end  that  an  adequate  and  sanitary  place  of  detention  may 
bo  provided. 

Respectfullv  submitted, 

(Signed)     JOHN  F.  TREMAIN. 

Secret  an/. 


SENECA  COUNTY  JAIL 

WATERLOO 

Inspected  January  20.  1916.  James  O'Connor,  sheriff,  in  charge  of 
the  jail  at  Waterloo :  Charles  B.  Seeley,  undersheriff.  in  charge  of  the 
jail  at  Ovid. 

Tlie  number  of  inmates  on  the  day  of  inspection  was  30.  all  adult 
males,  classified  as  follows:  Court  prisoners.  4:  serving  sentence,  26. 
The  highest  number  at  any  one  time  during  the  present  winter  was  on  the 
day  of  inspection.  The  sheriff  stated  that  the  average  during  the  past  year 
was  about  11. 

This  county  has  had  a  new  sheriff  since  January  1st.  who  lives  at 
Waterloo,  and  the  under  sheriff  lives  at  Ovid,  reversing  the  situation  from 
what  it  has  been.  The  Waterloo  Jail  is  the  principal  jail  of  the  county. 
It  is  new,  first  occupied  on  July  19.  1915.  and  was  fully  described  in  my 
inspection  report  dated  October  14,  1915.  It  was  found  in  excellent  con- 
dition as  to  cleanliness. 

The  practice  of  furnishing  prisoners  jail  clothing  is  still  continued; 
underclothing  is  also  furnished. 

There  is  a  lodgers'  room  in  the  basement  which  is  also  used  by  the 
local  police  as  a  lockup.    My  last  report  called  attention  to  the  fact  that 
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the  jailer  at  Waterloo  had  no  assistant  except  the  matron,  not  even  a  cook, 
and  that  the  jailer,  who  was  then  also  the  deputy  sheriff  (and  is  now  the 
sheriff  and  as  such  is  the  chief  police  officer  of  the  county),  is  compelled 
at  times  to  be  absent  from  the  jail  and  to  leave  it  entirely  in  the  care  of 
the  matron  or  a  trusty.  As  there  are  sometimes  as  many  as  40  prisoners  in 
this  jail  at  one  time,  and  frequently  20  or  30,  there  should  be  a  turnkey 
so  that  the  jail  need  never  be  left  without  a  keeper.  That  report  stated 
that  a  jail  with  a  large  number  of  prisoners  requires  attention  both  night 
and  day,  and  to  expect  that  one  man  can  properly  attend  to  the  various 
duties  involved  is  unreasonable.  The  board  of  supervisors  was  in  session 
on  the  day  of  my  inspection,  and  in  view  of  this  recommendation  I  was 
asked  to  appear  before  the  board  and  explain  it  more  fully,  which  I  did. 
No  action  was  taken  that  day,  but  the  need  for  such  an  assistant  continues 
and  the  recommendation  is  repeated.  Employment  still  continues  as  stated 
in  my  last  report. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


STEUBEN  COUNTY  JAIL 

BATH 

Inspected  April  19.  1916.     Frank  O.  Gay,  sheriff. 

Besides  the  sheriff  there  is  an  undersheriff,  jailer,  two  guards, 
matron,  and  cook. 

The  population  on  this  date  was  32,  classified  as  follows:  Serving 
sentence,  24  males  and  2  females ;  awaiting  trial.  6  males.  The  maximum 
since  January  1st  was  54.  During  1915  the  number  of  admissions  was  457 
males  and  22  females,  of  whom  29  males  and  5  females  were  under 
twenty-one  years  of  age. 

The  records  show  that  a  considerable  number  of  men  are  committed  to 
this  jail  for  a  term  of  six  months  for  public  intoxication.  This  practice 
is  not  commendable  as  it  tends  to  congest  this  small  jail  and  consequently 
interferes  with  the  proper  legal  classification  of  the  inmates. 

This  jail  is  built  on  the  old  style  pit  construction  plan  and  is  far 
from  modern.  The  interior  and  equipment  for  the  most  part  were  found  in 
an  excellent  state  of  cleanliness  and  well  painted.  The  toilets  and  wash 
bowls  were  being  reenameled,  and  the  bake  oven  overhauled.  The  bedding 
consists  of  straw  ticks,  blankets  and  pillows.  No  sheets  or  pillow  slips 
have  ever  been  used.  A  new  dryer  has  been  installed  and  the  laundry 
equipment  and  hot  water  supply  seemed  satisfactory. 

The  jail  has  thirty-six  cells,  six  rooms  and  an  insolated  cell  used 
for  disciplinary  purposes.  The  quarters  for  court  prisoners  and  minors 
are  on  the  second  floor  facing  the  pit  and  are  separated  from  the  main 
cell  room  for  sentenced  prisoners  by  wire  screens.  This  does  not  prevent 
communication  and  is  not  the  separation  contemplated  in  Section  98  of 
the  County  law. 

A  concrete  wall  has  been  constructed  at  one  side  of  the  jail.  This 
contains  a  stone  shed  and  the  sentenced  prisoners  are  given  some  employ- 
ment of  stone  breaking.  There  is  no  farm  or  garden  in  connection  with 
the  institution.  Ten  or  more  acres  would  afford  considerable  employment 
for  the  inmates  during  the  summer  and  would  furnish  the  jail  with  the 
greater  part  of  its  food  supply. 

The  prisoners  receive  three  meals  a  day.  The  bread  and  other  food 
supplies  seemed  satisfactory.  There  is  no  cooler  and  consequently  such 
ai'ticles  as  meat  are  purchased  from  hand  to  mouth.  The  kitchen  floor 
is  of  wood  and  practically  worn  out,  and  should  be  replaced  with  one  of 
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concrete  or  like  material  at  an  early  date. 

The  jail  maintained  a  library  of  fifty  books  for  the  use  of  the  inmates 
Since  January  first  the  books  have  been  missing.  These  should  be  re- 
turned at  once. 

RECOMMENDATIONS 

(1)  That  farm  land  be  purchased  or  leased,  upon  which  inmates  may 
be  employed. 

(2)  That  a  new  floor  be  laid  in  the  kitchen. 
(3>     That  a  large  refrigerator  be  installed. 

(4)  That,  for  sanitary  purposes,  the  beds  be  supplied  with  .sheets 
and  pillow  slips. 

(5)  That  the  village  of  Bath  provide  a  lockup  and  cease  to  use  the 
county  jail  for  detention  of  intoxicated  persons. 

Respectfully  submitted, 

(Signed)     CLIFFORD  M.  YOUNG, 

Inspector. 


SUFFOLK  COUNTY  JAIL 

RIVERHEAD 

Inspected  October  12,  1916.  Charles  J.  Odell,  sheriff;  Ernest  Hopkins, 
wnrden;  Mrs.  Odell,  matron. 

The  number  of  inmates  on  the  day  of  inspection  was  51  men  and  4 
women,  classified  as  follows :  Serving  time.  31  men  and  4  women :  court 
prisoners.  17  men ;  awaiting  transportation  to  Elmira,  3  men. 

Among  the  foregoing  prisoners  were  three  boys  held  for  the  grand  jury 
and  two  boys  and  one  girl  serving  sentence.  The  highest  number  of  in- 
mates at  any  one  time  during  the  past  year  was  92;  the  lowest,  34:  the 
average,  about  63. 

This  is  a  new  jail  and  was  in  excellent  condition.  It  contains  eight 
separate  departments  for  male  prisoners.  T\vo  departments  of  fifteen  cells 
each  on  the  first  floor  are  used  for  the  detention  of  grand  jury  prisoners. 
The  other  six  departments  are  rows  of  fourteen  cells  each,  containing  in  all 
eighty-four  cells.     Each  row  has  a  shower  both. 

The  women's  jail  has  fifteen  cells  in  three  departments.  On  the 
fourth  floor  over  this  jail  is  a  large  detention  room  containing  five  beds 
and  a  chapel  where  services  are  held  twice  a  week. 

The  condition  of  the  floors  and  plumbing  generally  is  especially 
commendable.  Prisoners  are  served  three  meals  a  day  in  the  cells,  with 
a  varied  menu.  In  the  basement  is  a  good  laundry,  a  well  equipped  kitchen, 
and  a  carpenter  shop.  The  food  supply  in  the  store  rooms  was  of  good 
quality. 

The  outside  yard  is  no  longer  used  for  storage  of  coal,  but  on  account 
of  the  erection  of  the  new  county  clerk's  office  adjacent  to  the  jail  the 
ordinary  driveway  from  the  street  is  closed  temporarily  and  the  yard  is 
used  as  an  entrance  to  the  jail  when  bringing  in  supplies. 

EMPLOYMENT 

Since  jibout  May  1st  several  of  the  prisoners  have  been  enij^loyed 
repairing  highways  one  or  two  miles  from  the  jail.  During  the  summer 
they  also  helped  to  build  1.20()  feet  of  concrete  sidewalk  in  front  of 
tht,  county  buildings,  the  jail  furnishing  one  half  of  the  unskilled  labor. 
On  the  day  of  inspection  a  number  of  i)risoners  was  cleaning  the  streets 
of  the  village  of  Riverhead.  Prisoners  were  also  repainting  the  inside  of 
the  i)rison.  It  had  been  completed  on  the  second  floor  and  some  work 
had  been  done  on  the  other  floors.  Prisoners  do  the  jail  housework  and  the 
janitor   work   for   all    the   county   buildings    and    surrounding   yards   and 
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grounds.  The  warden  stated  that  during  the  summer  about  all  the  prisoners 
have  employment  but  that  in  the  winter  when  the  jail  population  here 
is  large  the  outdoor  work  is  nearly  suspended  and  there  are  a  good  many 
idle. 

On  the  day  of  inspection  there  was  some  unnecessary  and  illegal  com- 
mingling of  male  minors  with  adult  prisoners.  The  warden  promised  to 
remedy  this  condition  at  once. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


SULLIVAN  COUNTY  JAIL 

MONTICELLO 

Inspected  September  18.  1916.  Elmer  Winner,  sheriff:  Hobert  Hill, 
undersheriff;  John  C.  Lennon,  deputy  sheriff.  Mrs.  Winner  acts  as 
matron  when  there  are  women  prisoners,  which  is  less  than  half  the  time 
I  was  informed. 

The  number  of  inmates  on  the  day  of  inspection  was  9,  all  adult 
males,  classified  as  follows :  Court  prisoners.  1 ;  held  for  examination.  5 ; 
serving  sentence,  3.  The  highest  number  at  any  one  time  during  the  past 
year  was  17 ;  the  lowest,  4 ;  the  average,  8. 

This  is  a  modern  jail  and  was  found  in  excellent  condition  as  to  care 
and  cleanliness.  The  bunks  have  mattresses,  blankets,  white  sheets,  and 
pillows  with  white  slips,  and  presented  a  very  neat  appearance. 

The  new  steel  doors  for  the  jail  office  and  basement,  recommended  in 
my  last  report,  have  been  received  and  are  awaiting  installation. 

The  prisoners  are  given  three  meals  a  day  and  are  fed  at  the  ex- 
pense of  the  county.  The  only  employment  is  the  care  of  the  jail  and  the 
county  grounds.  The  jail  yard  is  not  used  except  for  airing  blankets  and 
drying  the  laundry  in  good  weather. 

The  thirty  cells  and  two  large  detention  rooms  are  arranged  so  as 
to  afford  ample  facilities  for  classification  of  prisoners  and  the  separate 
care  of  witnesses,  debtors,  and  other  civil  prisoners. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspect  or. - 


TIOGA   COUNTY   JAIL 

OWEGO 

Inspected  July  24,  1916.  W.  E.  Allen,  sheriff;  G.  S.  Bixby,  deputy 
sheriff. 

There  were  8  inmates  on  the  day  of  inspection,  all  males,  5  of  whom 
were  serving  sentence,  1  was  awaiting  trial,  1  was  held  for  the  grand 
Jury,  and  1,  a  boy  of  nine  years,  was  being  held  for  examination.  The 
highest  number  of  prisoners  during  the  present  year  was  23  and  the  low- 
est. 6. 

This  is  a  modern  jail,  with  sixteen  cells  on  the  first  floor,  fourteen  on 
the  second,  and  six  cells  and  four  large  rooms  on  the  third.  Since  the 
last  inspection  the  toilet  niches  and  a  portion  of  the  interior  of  the  jail 
have  been  painted  by  the  inmates. 

The  institution  is  without  adequate  laundry  facilities  and  it  is  nec- 
essary to  do  the  washing  in  the  corridors.  There  is  room  in  the  base- 
ment for  a  laundry  and  the  board  of  supervisors  should  provide  the  nec- 
'eesary  equipment.    The  cells  are  equipped  vdth  mattresses,  blankets,  sheets. 
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pillows  and  slips.  The  bedding  has  to  be  frequently  washed.  Prisoners 
are  suplied  with  clothing  when  necessary. 

There  is  a  jail  physician.  No  matron  is  employed,  but  the  sheriff's 
wife  acts  in  that  capacity  when  necessary.  Four  sessions  of  the  grand 
jury  are  held  annually. 

The  sherifif  calls  attention  to  the  necessity  for  a  padded  cell  or  some 
means  of  restraining  violent  prisoners.  In  a  recent  case  it  was  neces- 
sary to  hire  additional  help  to  care  for  a  man  with  delirium  tremens,  A 
restraint  sheet  probably  would  suffice  in  the  majority  of  cases. 

The  office  of  sheriff  in  this  county  is  salaried  and  he  is  paid  a  fixed 
sum  per  week  for  boarding  prisoners.  In  nearly  all  of  the  counties  of  the 
State  the  county  pays  the  cost  of  whatever  supplies  are  necessary,  a 
system  which  is  usually  more  satisfactory  than  the  old  method  of  paying 
the  sheriff  a  fixed  sum. 

The  prisoners  are  employed  at  the  county  farm  in  addition  to  caring 
for  the  jail  and  county  grounds.  The  sheriff  endeavors  to  keep  all  sen- 
tenced prisoners  employed. 

RECOMMENDATIONS 

(1)  That  adequate  laundry  facilities  be  provided. 

(2)  That  a  matron  be  employed  to  act  when  there  are  female  pris- 
oners. 

(3)  That  the  practice  of  paying  the  sheriff  a  fixed  sum  per  meal  for 
board  of  prisoners  be  discontinued  and  that  the  county  pay  for  whatever 
supplies  are  necessary. 

(4)  That  a  restraint  sheet  or  padded  cell  be  provided. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN, 

Secretary. 


TOMPKINS  COUNTY  JAIL 

ITHACA 

Inspected  November  2.  1916.  Charles  A.  Mackey,  sheriff;  A.  P.  Oltz. 
jailer.  There  is  also  a  woman  employed  as  matron  both  of  the  police 
department  of  the  city  and  of  the  county  jail,  who  also  acts  as  chaplain. 
She  does  not  sleep  at  the  jail,  but  when  there  are  female  prisoners  she 
visits  the  jail  three  times  a  day. 

This  jail  has  been  quite  fully  described  in  former  reports.  Briefly, 
the  principal  jail  for  men  consists  of  two  floors,  the  first,  known  as  the 
pit,  has  eight  cells,  five  of  which  are  double  cells  with  two  lower  bunks 
in  each,  and  three  are  single  cells  with  one  bunk  in  each.  Each  cell  has  a 
toilet.  There  is  a  wash  basin  in  the  pit.  The  bunks  are  folding  with  iron 
rims  and  woven  wire  springs  and  were  furnished  with  blankets,  white 
sheets,  and  pillows  with  slips.  There  are  a  toilet  and  shower  bath  off  of 
the  corridor. 

On  the  upper  floor  there  is  one  room  with  two  cells.  The  light  is  both 
from  outside  windows  and  a  skylight.  There  are  a  toilet  and  stationary 
wash  basin  in  the  room  outside  the  cells.  On  the  other  side  of  the  upper 
floor  there  are  two  cells,  bath  room  and  toilet. 

Court  prisoners  are  kept  in  the  cells  on  the  upper  floor  and  sentenced 
prisoners  In  the  pit. 

There  is  a  separate  department  for  women  and  juveniles,  consisting 
of  four  rooms  in  a  separate  building.  One  of  these  rooms  is  used  as  a 
storage  room  and  the  others  are  furnished  with  cot  beds,  toilets,  and 
stationary  wash  basins.     There  is  also  a  shower  bath  between  the  rooms. 

Recently  an  addition  has  been  constructed  between  the  jail  and  the 
court  house,  making  provision  for  an  enlarged  kitchen,  a  larger  sheriflTs 
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office,  and  a  sleeping  room  for  the  jailer.  This  addition  also  closes  the 
opening  so  as  to  provide  a  jail  yard. 

During  the  present  year  the  entire  interior  of  the  jail  has  been  painted 
a  light  color.  The  jail  was  clean  and  light  and  the  sheriff  stated  it  was 
entirely  free  from  vermin  of  every  kind. 

The  number  of  inmates  on  the  day  of  inspection  was  7,  all  adult  males, 
classified  as  follows :  Court  prisoners,  3 ;  serving  sentence,  2 ;  held  for 
examination,  1 ;  debtors,  1.  The  highest  number  at  any  one  time  during 
the  past  year  was  18 ;  the  lowest,  5 ;  the  average,  about  12.  The  debtor  was 
in  one  of  the  vacant  rooms  in  the  women  and  juvenile  departments.  There 
are  very  few  women  prisoners.  There  was  one  in  February,  five  in  March, 
two  in  May,  three  in  August,  and  one  in  September.  The  sheriff  stated 
that  the  majority  of  these  were  police  prisoners  and  held  only  for  a  single 
night. 

During  the  past  year  in  addition  to  the  painting  above  mentioned, 
which  was  done  by  prison  labor.  An  entirely  new  heating  plant  has  been 
installed  which  is  a  very  valuable  improvement. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


ULSTER  COUNTY  JAIL 

KINGSTON 

Inspected  March  25,  1916.     Edgar  T.  Shultis.  sheriff. 

There  were  28  inmates  in  the  jail  on  the  day  of  inspection,  classified 

as  follows : 

Adult   males   serving  sentence 19 

Adult  males  awaiting  trial 2 

Minor  males   awaiting  trial 3 

Minor  males  awaiting  transfer  to  the  New  York  State  Re- 
formatory at  Elmira 1 

Adult  females  awaiting  trial 2 

Adult  females  awaiting  transfer  to  the  New  York  State  Re- 
formatory for  Women  at  Bedford 1 

The  highest  number  of  inmates  at  any  one  time  during  the  past  year 

was  50 :  the  lowest,  17. 

In  a  section  of  the  jail  on  the  first  floor  set  apart  for  the  detention  of 
males  held  for  trial  or  to  wait  the  action  of  the  grand  jury  were  three 
male  prisoners,  one  of  whom  was  a  minor.  The  minor  should  not  have  been 
placed  in  the  same  section  with  adults.  There  were  other  unoccupied 
sections  of  the  jail  so  that  a  proper  classification  was  possible. 

In  another  section  of  the  jail  three  male  minors  were  confined.  It 
was  stated  that  one  of  these  boys  had  been  convicted  and  was  awaiting 
transfer  to  the  New  York  State  Reformatory  at  Elmira. 

A  mother  and  daughter  and  a  third  woman,  all  adults,  were  detained 
in  the  section  for  women.  The  cases  of  the  mother  and  daughter  had  not 
been  disposed  of,  but  the  other  woman  had  been  convicted  and  sentenced 
to  the  New  York  State  Reformatory  for  Women  at  Bedford  and  was 
awaiting  transfer. 

This  jail  is  a  modern  institution  erected  in  1900.  The  main  section 
contains  a  basement  in  which  there  is  a  large  room,  or  cage,  used  for 
lodgers  and  four  cells  ordinarily  used  for  the  temporary  detention  of  in- 
toxicated persons.  Above  the  basement  are  three  floors,  each  containing 
two  rows  of  cells  placed  back  to  back  with  a  utility  corridor  between 
them.  The  closets  are  in  niches  extending  into  the  utility  corridor  with  a 
sliding  steel  door  to  close  them  off  from  the  cells.    There  is  a  lavatory  and 
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bunk  in  each  cell.  The  closets  in  the  niches,  particularly  those  on  the  first 
and  second  floors,  are  in  very  bad  condition  because  of  rust.  Cement, 
which  had  been  used  in  the  bottoms  of  the  niches  to  prevent  further  rusting, 
has  cracked  and  chipped  off,  making  the  majority  of  the  closets  insanitary 
and  unsightly.  In  one  of  the  cells  the  knob  used  for.  flushing  the  closet 
was  missing.  Many  of  the  niche  doors  have  rusted  so  they  cannot  be 
closed.  The  sheriff  stated  he  had  appealed  to  the  board  of  supervisors 
to  remedy  these  conditions.  The  necessity  is  pressing  and  proper  action 
is  urged. 

The  jail  also  lacks  proper  laundry  equipment  and  apparatus  for  pro- 
viding an  adequate  supply  of  hot  water.  Additional  shower  baths  are 
needed  on  the  upper  floors,  as  the  two  baths  now  in  use  are  on  the  first 
floor  necessitating  the  mingling  of  different  classes  of  prisoners  while 
bathing.  The  inmates  bathe  weekly.  A  receiving  room  and  sterilizer  for 
cleansing  the  clothes  of  prisoners  are  also  needed. 

Three  meals  a  day  are  served,  the  sheriff  receiving  25  cents  a  day 
for  the  board  of  each  prisoner.  This  is  in  part  a  survival  of  the  objection- 
able fee  system.  In  most  of  the  counties  of  the  state  the  sheriff  purchases 
the  necessary  supplies  and  the  bills  are  audited  by  the  board  of  supervisors. 

There  is  no  system  of  employment  for  prisoners  serving  sentence.  The 
work  of  the  institution  is  done  by  a  few  trusties. 

The  section  of  the  jail  set  apart  for  the  detention  of  women  was  in 
satisfactory  condition.  The  county  employs  no  matron  and  the  female 
prisoners  are  cared  for  by  the  male  officials.  During  the  fiscal  year  ending 
September  30,  1915,  there  were  twenty  females  detained  In  this  jail.  The 
board  of  supervisors  should  authorize  the  employment  of  a  matron  who 
should  be  the  actual  custodian  of  the  women's  department. 

RECOMMENDATIONS 

(1)  That  the  law  relative  to  the  classification  of  prisoners  be  ob- 
served. 

(2)  That  the  closets  be  repaired  and  put  In  sanitary  condition  or 
new  ones  Installed. 

(3)  That  shower  baths  be  Installed  on  the  upper  floors  of  the  de- 
partment for  males  and  an  ample  supply  of  hot  water  be  provided. 

(4)  That  modern  laundry  facilities  be  provided. 

(5)  That  a  receiving  room  be  fitted  up  and  a  sterilizer  provided. 

(6)  That  a  system  of  employment  for  prisoners  be  established. 

(7)  That  a  matron  be  employed  and  made  the  custodian  of  the 
women's  department. 

(8)  That  the  practice  now  in  vogue  of  paying  the  sheriff  25  cents  per 
day  for  board  of  each  prisoner  be  discontinued  and  that  the  county  purchase 
the  food  supplies. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN, 

Secretary. 


WARREN   COUNTY  JAIL 

LAKE   GEORGE 

Insi)ected  May  6,  1916.  Charles  H.  Baker,  sheriff ;  M.  R.  Smith,  under- 
sheriff. 

There  were  9  inmates  of  the  jail  at  the  time  of  inspection,  all  adult 
males.  2  of  whom  were  awaiting  trial  and  7  serving  sentence.  The  max- 
imum population  during  the  past  year  was  28.  the  minimum  9.  and  the  av- 
erage about  11. 


ri 
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The  entire  interior  of  the  jail  had  just  been  painted  by  the  prisoners. 
The  paint  on  the  first  floor  was  not  yet  dry  and  all  the  prisoners  were 
occupying  the  second  floor.  It  is  the  intention  of  the  sheriff  to  replace 
the  present  bunks  in  the  cells  with  new  iron  cot  beds  and  mattresses  which 
have  been  ordered  from  the  Superintendent  of  State  Prisons. 

This  is  a  two-story  jail  in  the  rear  of  the  court  house.  There  are 
twelve  cells  on  the  first  floor,  each  equipped  with  toilet  and  lavatory.  There 
are  ten  cells  on  the  second  floor  with  bath  and  toilet  room  at  the  end  of 
each  corridor.  The  cells  on  this  floor  are  not  equipped  with  toilets  and 
lavatories.  There  are  also  two  rooms  on  the  second  floor  for  female  pris- 
oners.    The  sheriff's  wife  acts  as  matron. 

The  jail  was  clean  throughout  and  appears  to  be  satisfactorily 
managed. 

The  prisoners  are  employed  in  caring  for  the  jail  and  county  grounds 
and  buildings  and  on  the  streets  of  the  village  of  Lake  George. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN, 

Secretary. 


WASHINGTON  COUNTY  COURT  HOUSE  JAIL 

HUDSON  FALLS 

Inspected  August  12,  1916.     This  is  a  new  modern  jail  located  in  the 
basement  of  the  Court  House,  and  was  found  clean. 

Respectfully  submitted, 

(Signed)     HENRY  SOLOMON, 

Commissioner. 


WASHINGTON  COUNTY  JAIL 


Inspected  July  22,  1916.  Robert  J.  McClarty,  sheriff:  J.  W.  Arnold, 
undersheriff. 

At  the  time  of  inspection  there  were  14  prisoners ;  10  serving  sentence 
and  4  awaiting  the  action  of  the  courts.  The  number  of  admissions  to 
this  jail  during  the  year  ending  September  30,  1915  was  340  males  and  5 
females ;  sixteen  were  under  twenty-one  years  of  age. 

This  jail  has  been  fully  described  in  previous  reports.  It  is  modern, 
light  and  well  ventilated.  The  interior  has  been  recently  painted  and 
was  thoroughly  clean  throughout.  The  laundry  facilities  are  adequate, 
and  there  is  a  separate  water  heater  which  affords  an  abundant  supply 
of  hot  water  to  the  baths  and  for  washing  and  scrubbing.  Sheets  and 
pillow  slips  have  never  been  used.  In  most  county  jails  of  the  State, 
sheets  or  mattress  covers  and  pillow  cases  have  been  found  a  necssity. 
Their  use  preserves  the  bedding,  facilitates  cleanliness  and  presents  a  more 
tidy  appearance. 

The  inmates  receive  two  meals  a  day,  except  those  employed  in  the 
institution  and  about  the  premises,  who  are  given  three  meals.  A  light 
supper  has  been  recommended  in  previous  reports,  but  the  officials  state 
that  it  is  unnecessary  as  all  prisoners  are  given  enough  to  eat. 

Most  of  the  inmates  are  idle,  no  system  of  employment  ever  having 
been  provided.  The  cultivation  of  land  would  afford  work  during  the 
summer  and  reduce  the  cost  of  maintenance.  This  is  urgently  recom- 
mended. In  the  neighboring  county  of  Warren  a  number  of  inmates  are 
employed  improving  village  streets  and  highways,  with  satisfactory  results. 

The  undersheriff's  wife  is  employed  as  matron  when  there  are  femal© 
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inmates.  At  the  time  of  inspection  there  were  no  women  and  only  one 
minor  was  present.  The  different  classes  were  properly  separated  in  ac- 
cordance with  the  law. 

RECOMMENDATIONS 

(1)  That  the  board  of  supervisors  provide  means  of  employment  for 
sentenced  prisoners. 

(2)  That  sheets  or  mattress  covers  and  pillow  cases  be  provided. 

(3)  That  intoxicated  persons  be  kept  out  of  the  jail  cells  and  quarters 
fitted  up  for  police  prisoners  in  the  basement,  or  a  separate  lockup  be 
provided  by  the  village  of  Salem. 

Respectfully  submitted, 

(Signed)     CLIFFORD  M.  YOUNG, 

Inspector, 


WAYNE  COUNTY  JAIL 


Inspected  June  8,  1916.  Bert  E.  Valentine,  sheriff;  Jeremiah  Collins, 
deputy  sheriff  and  jailer. 

The  number  of  inmates  on  the  day  of  inspection  was  3,  all  adult 
males,  2  of  whom  were  court  prisoners  and  1  was  serving  sentence.  The 
highest  number  at  any  one  time  during  the  past  year  was  17 ;  the  lowest, 
2 ;  the  average,  about  8.  There  were  only  three  female  prisoners  during 
the  past  year.  Mrs.  Valentine  acts  as  matron  when  there  are  women 
prisoners.  The  women  are  kept  ki  a  room  upstairs  in  the  sheriff's  depart- 
ment. The  total  number  of  admissions  during  the  year  ending  September 
30,  1915,  was  122,  of  whom  61  were  committed  for  public  intoxication  and 
6  for  being  drunk  and  disorderly.  Practically  all  of  the  others  were  court 
prisoners.  Of  those  admitted  during  the  year  ending  September  30th  there 
were  eleven  boys  between  the  ages  of  seventeen  and  twenty  inclusive  and 
one  girl  nineteen  years  of  age. 

The  principal  jail  is  a  one-story  cut  stone  building,  containing  twenty- 
four  stone  cells,  twelve  on  each  side  in  two  tiers  facing  large  outside  win- 
dows. Each  cell  has  one  bunk  which  is  provided  with  a  straw  bed  and 
pillow,  a  light  blanket  for  a  sheet,  and  heavier  blankets  for  a  covering. 
The  beds  and  pillows  are  frequently  emptied  and  the  ticks  and  cases  washed, 
Every  new  prisoner  gets  a  clean  outfit  of  bedding. 

The  entire  jail  was  clean,  showing  excellent  care.  Prisoners  eat  at 
tables  in  the  corridors.  The  police  prisoners  of  the  village  of  Lyons  are 
now  brought  to  this  jail,  as  the  lockup  in  that  village  has  been  closed.  A 
sewer  system  for  the  village  of  Lyons  is  nearly  completed,  hence  it  will 
soon  be  possible  to  install  in  this  jail  sanitary  toilets,  lavatories  and  baths, 
and  this  should  be  done. 

The  jail  lacks  facilities  for  the  separate  care  of  minors.  These  should 
be  provided.  The  sheriff  stated  that  owing  to  the  very  small  number  of 
prisoners  during  the  past  year  or  two  he  usually  could  keep  the  minors 
Sf^parated  from  the  adults,  but  not  always,  as  there  are  only  two  classifica- 
tions for  men. 

This  county  bought  a  lot  a  few  years  ago  for  the  purpose  of  erecting 
a  new  jail  and  had  plans  prepared,  but  nothing  further  has  been  done. 
The  suggestion  has  been  made  that  the  county  was  waiting  for  the  village 
of  Lyons  to  install  a  sewer  system.  As  such  system  is  now  practically 
completed,  the  board  of  supervisors  should  again  take  up  the  matter  of 
providing  this  county  with  modern  jail  facilities. 

Respectfully  submitted. 

(Signed)     GEORGE  McLAUGHLIN. 

Chief  Inspector. 
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WAYNE  COUNTY  JAIL 

LYONS 

Inspected  October  26,  1916.  B.  E.  Valentine,  sheriff ;  Jeremiah  Collins, 
jailer. 

The  number  of  inmates  on  the  day  of  inspection  was  5,  all  adult  males. 
One  was  a  court  prisoner  and  4  were  serving  sentence.  The  highest  number 
in  custody  at  any  one  time  since  January  1,  1916,  was  10 ;  the  average,  about 
3.  At  one  time  for  several  days  the  jail  was  empty.  At  another  time  for 
two  weeks  there  was  only  one  prisoner.  Four  women  have  been  detained 
since  January  1st,  but  three  of  them  were  police  prisoners  from  the  village 
of  Lyons.  Three  or  four  boys  under  nineteen  were  held  for  a  few  hours, 
one  for  two  days  awaiting  transfer  to  Rochester,  and  there  has  been  one 
boy  twenty  years  of  age  held  for  the  grand  jury. 

Now  that  the  village  of  Lyons  has  a  sewer  system  the  board  of  super- 
visors has  decided  to  put  water  in  the  jail  by  building  on  a  small  addition 
at  the  rear  end  and  installing  two  toilets,  a  stationary  wash  basin,  a  shower 
bath,  and  a  stationary  wash  tub.  for  each  of  the  two  corridors,  so  arranged 
that  prisoners  will  have  access  to  them  when  not  locked  in  the  cells.  It 
Is  the  practice  here  not  to  lock  in  the  cells  prisoners  serving  sentence  and 
the  court  prisoners  only  at  night.  As  the  number  of  prisoners  is  so  small, 
the  county  does  not  wish  to  incur  the  expense  of  installing  water  in  each 
of  the  twenty-four  cells  at  this  time.  Ultimately  these  old  style  stone  cells 
will  doubtless  be  discarded  and  steel  cells  with  modern  equipment  sub- 
stituted. The  chairman  of  the  building  committee  promised  to  send  plans 
for  this  improvement  to  the  Commission  for  approval. 

The  board  of  supervisors  is  also  considering  a  department  for  women 
and  children.    This  should  be  provided. 

Respectfully  submitted. 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


WESTCHESTER  COUNTY  JAIL 

WHITE    PLAINS 

Inspected  March  15,  1916.  Ulrich  Weisendanger,  sheriff:  John  M. 
Hill,  jailer. 

Ninety-seven  inmates  were  confined  in  this  jail  on  day  of  inspection, 
classified  as  follows :  Thirty-seven  awaiting  trial  and  held  for  the  grand 
jury,  45  convicted  of  crime.  1  detained  under  civil  process,  and  13  wit- 
nesses. Eighty-four  of  the  inmates  were  men  and  13  women.  One  death 
occurred  during  the  past  year. 

The  Westchester  Coimty  Jail  is  an  ancient  structure  of  the  old  pit  or 
central  court  construction,  built  orginally  about  sixty  years  ago  and  re- 
constructed about  twenty  years  ago.  Four  tiers  of  cells  open  into  corri- 
dors around  the  central  court.  There  are  seventy-six  cells,  each  equipped 
with  a  lavatory.  A  bucket  is  furnished  for  each  cell.  A  shower  bath  is 
on  each  corridor. 

The  jail  is  maintained  in  a  cleanly  condition. 

Tliis  jail  has  been  severely  criticized  in  previous  inspection  reports 
on  account  of  overcrowding  and  the  illegal  commingling  of  prisoners  and 
the  use  of  the  jail  by  the  village  of  White  Plains  for  its  police  prisoners. 
The  jail  was  badly  congested  on  day  of  inspection  by  reason  of  the  large 
number  of  witnesses  who  have  been  held  pending  criminal  trials  in  West- 
chester county.  The  quarters  proWded  for  women  are  entirely  inadequate. 
Women  awaiting  trial  and  women  time  prisoners  and  minors  and  adults 
were  commingled  in  two  small  cell  rooms. 

Westchester  county  is  building  a  new  modern  penitentiary  and  when  it 
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is  completed  the  jail  will  be  greatly  relieved.  As  soon  as  the  time  pris- 
soners  are  removed  its  accommodations  should  be  adequate  for  prisoners 
held  for  detention,  civil  prisoners  and  witnesss.  The  jail  should  not,  how- 
ever, be  used  as  a  police  station  for  the  city  of  White  Plains. 

The  kitchen  and  laundry  of  the  jail  are  on  the  fourth  floor.  The 
equipment  is  good.  Three  meals  are  furnished  daily  to  the  prisoners  in 
their  cells. 

RECOM  MENDATION  S 

(1)  That  the  law  of  classification  be  observed. 

(2)  That  police  prisoners  be  excluded. 

Respectfullv  submitted, 

(Signed)     FRANK  E.  WADE. 

Inspector. 


WYOMING  COUNTY  JAIL 


Inspected  August  17,  1916.  W.  A.  Mac  Rae,  sheriff ;  John  Simons, 
undersheriff ;  Elmer  Fuller,  jailer.  Mrs.  MacRae  acts  as  matron  when 
there  are  any  women  prisoners.  During  the  past  year  there  were  four 
such  prisoners ;  one  for  3  days,  two  for  7  days  and  one  for  10  days,  twenty- 
seven  days  in  all.    There  was  only  one  in  custody  of  the  same  time. 

The  number  of  inmates  on  the  day  of  inspection  was  11 ;  all  adult 
males.  Eight  were  court  prisoners  and  3  serving  sentence.  The  highest 
number  in  custody  at  any  one  time  for  the  nine  months  ending  June  30 
last  was  18 ;  the  lowest,  2 ;  the  average  about  9.  The  total  number  com- 
mitted was  187. 

This  county  has  three  sessions  of  the  grand  jury  each  year,  in  Feb- 
ruary, May  and  September.  One  of  the  prisoners  awaiting  action  by  the 
grand  jury  has  been  in  custody  since  May  8th ;  the  next  grand  jury  will  sit 
September  18th. 

This  jail  has  two  floors.  On  the  first  there  are  twelve  cells,  six  on 
each  side,  back  to  back,  facing  outside  windows.  One  of  the  cells  on  each 
side  has  bunks  and  fixtures  for  a  shower  bath,  and  is  only  used  for  bathing. 
One  side  is  used  for  adult  court  prisoners  and  the  other  for  adults  serving 
sentence.  Each  cell  has  two  folding  bunks,  a  toilet  and  a  stationary  wash- 
basin. The  bunks  have  mattresses,  blankets,  white  sheets  and  pillows 
with  white  slips,  and  looked  neat  and  clean.  Every  new  man  gets  a 
clean  bed,  a  towel  and  piece  of  soap.  The  bedding  is  changed  every  week. 
On  the  upper  floor  are  five  rooms,  one  for  women  and  the  other  for  minors, 
witnesses,  debtors,  short  term  prisoners  and  trusties.  The  lower  floor  is 
hosed  every  second  day  and  was  very  clean.  The  upper  floor  is  not  water 
tight  and  can  only  be  scrubbed.  This  was  being  done  at  the  time  of  in- 
spection (10  a.  m.)  by  trusties  under  the  supervision  of  the  jailer.  Most  of 
the  interior  of  the  entire  jail  has  been  recently  repainted  with  white  enamel. 
This  work  was  still  in  progress  on  the  day  of  inspection.  It  was  being 
done  by  the  prisoners  with  the  help  of  the  jailer. 

The  laundry  facilities  are  inadequate.  At  least  a  new  washing  machine 
should  be  added. 

The  office  of  sheriff  is  salaried  and  prisoners  are  fed  at  the  expense 
of  the  county.  They  are  given  throe  meals  a  day.  The  only  employment 
Is  the  Jail  housework,  care  of  the  lawns,  painting,  shoveling  snow,  etc. 

Respectfully  submitted. 

{Signed)     GEORGE  McLAUGHLIN. 

OKiet  Inspector. 
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i 
YATES  COUNTY  JAIL 

PENN   TAN 

Inspected  July  21,  1916.  M.  H.  Ayers,  sheriff.  A  turnkey  and  matron 
are  employed. 

There  was  but  one  prisoner  on  the  day  of  inspection — a  male  adult 
Bervlng  a  sentence  of  sixty  days.  Since  January  1st  not  more  than  two 
prisoners  has  been  confined  at  one  time  and  some  of  the  time  there  has 
been  none. 

The  jail  is  of  modern  construction  and  well  equipped.  There  are  ten 
cells  on  the  first  floor,  one  of  which  is  padded,  and  four  cells  and  two  large 
detention  rooms  on  the  second  floor.  Two  of  the  cells  and  one  of  the  rooms 
are  intended  for  the  detention  of  women  and  the  other  two  cells  and  room 
for  male  minors,  witnesses  and  civil  prisoners. 

In  view  of  the  small  population  of  this  jail  it  would  seem  to  be  a 
matter  of  economy  on  the  part  of  the  county  authorities  to  care  for  its 
sentenced  prisoners  in  the  jail  instead  of  committing  them  to  the  Monroe 
County  Penitentiary.  The  county  would  save  the  cost  of  transportation 
to  Rochester  and  the  inmates'  services  would  be  available  for  the  county. 
The  prisoners  could  probably  be  maintained  at  the  jail  as  cheaply  as  at 
the  penitentiary.  During  the  period  between  October  1,  1915,  and  June  30, 
1916,  Yates  county  committed  thirteen  prisoners  to  the  penitentiary — twelve 
males  and  one  female. 

During  the  summer  months  the  prisoners  are  employed  in  cultivating 
a  large  garden  from  which  a  considerable  quantity  of  vegetables  is  raised. 
They  are  also  employed  in  caring  for  the  lawns  surrounding  the  county 
buildings  and  doing  the  work  at  the  jail. 

The  institution  was  clean  throughout  and  evidently  is  well  cared  for. 

A  sewer  line  in  the  basement  under  the  stairway  leading  to  the  first 
floor  gives  forth  sewer  gas  at  times  through  the  floor  drain.  This  condi- 
tion should  be  remedied. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN, 

Secretary. 
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City    Jails,   Station  Houses  and    Lockups 
Outside  of  Greater  New   York 


ALBANY  COUNTY 

FIRST  PRECINCT  POLICE  STATION— ALBANY 

Inspected  Septembsr  8,  1916.  James  L.  Hyatt,  chief  of  police;  George 
F.  Phillips,  captain,  assisted  by  one  lieutenant,  four  sergeants,  twenty-two 
patrolmen,  and  one  plain  clothes  man,  not  including  the  station  house 
keeper. 

The  jail  section  was  fully  described  in  my  report  of  December  3,  1915, 
and  remains  in  practically  the  same  condition.  No  women  are  detained 
here  but  are  sent  to  the  third  precinct  station  house. 

The  jail  for  men  is  on  the  first  floor  and  the  room  for  lodgers  on  the 
second.  The  cell  room  is  small  and  the  cells  face  blank  walls  and  obtain 
their  sunliirht  from  a  window  at  the  end  of  each  corridor.  The  city  has 
purchased  a  lot  on  the  west  side  of  this  building  for  a  proposed  addition. 
When  this  is  constructed  a  larger  cell  room  should  be  provided  and 
so  arranged  that  the  cells  will  face  outside  windows  and  have  complete 
modern  equipment.  The  interior  of  the  jail  has  been  painted  a  light 
color  and  was  clean,  showing  good  care. 

The  number  of  arrests  in  this  precinct  averages  about  one  hundred 
a  month.  About  seventy-five  per  cent,  of  these  are  held  over  night.  There 
are  a  very  few  lodgers  at  this  season  of  the  year,  but  last  winter  the  average 
was  about  fifteen  a  night,  and  occasionally  on  a  very  cold  night  there 
were  as  many  as  twenty-five.  The  room  for  lodgers  has  three  outside  win- 
dows, a  toilet  and  stationary  wash  basin,  electric  light,  steam  heat,  con- 
crete floor,  and  elevated  sleeping  platforms.  Lodgers  are  not  given  food 
and  are  not  arrested. 

The  medical  room  mentioned  in  my  report  last  year  has  been  con- 
tinued and  has  been  found  to  be  a  very  useful  and  valuable  adjunct  to 
the  station  house. 

Respectfully  submitted, 

(Signed)     CrEORGE  McLAUGHLIN, 

Chief  Inspector. 


POLICE  HEADQUARTERS.  SECOND  PRECINCT  —ALBANY 

ALBANY  COUNTY 

Inspected  September  8.  1910.  James  L.  Hyatt,  chief  of  police:  John 
Pntton,  captain,  assisted  by  one  lieutenant,  four  sergeants,  twenty-three 
patrolmen,  and  one  plain  clothes  man.  No  women  are  detained  at  this 
station  but  are  sent  to  the  third  precinct  station  house. 

The  men's  jail  consists  of  twelve  steel  cells  with  fronts  of  round  bars, 
set  in  the  center  of  a  large  room  containing  six  large  windows.  The  room 
has  electric  light  and  concrete  floor.  Each  cell  is  furnished  with  a  toilet 
and  bunk.     Some  of  the  bunks  have  waterproof  mattresses. 

T1h»  entire  interior  has  been  painted  a  light  color  and  was  clean,  show- 
ing good  care. 
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The  medical  room  established  in  this  station  house  about  two  years 
ago  is  stiU  continued  and  has  been  found  to  be  a  very  desirable  annex 
to  the  police  station. 

The  number  of  arrests  in  this  precinct  averages  about  150  a  month, 
about  fifty  per  cent,  of  whom  are  held  over  night.  No  lodgers  are  cared 
for. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


THIRD  PRECINCT  POLICE  STATION— ALBANY 

ALBANY    COUNTY 

Inspected  September  8,  1916.  James  L.  Hyatt,  chief  of  police;  John 
Dugan,  captain,  assisted  by  one  lieutenant,  four  sergeants,  and  twenty-one 
patrolmen. 

This  is  a  comparatively  new  station  house  and  was  found  in  its  usual 
excellent  condition.  There  are  three  departments  with  eight  steel  cells  of 
modern  equipment  in  the  men's  jail  on  the  first  floor,  with  twenty-four 
bunks  for  lodgers  in  a  room  over  the  men's  jail  on  the  second  floor,  and  a 
department  with  two  cells  for  women  and  a  matron's  room  nearby,  all 
well  furnished  and  fully  described  in  my  report  of  October  2,  1915. 

The  entire  building  has  electric  light,  steam  heat,  and  the  jail  section 
has  special  ventilating  shafts.  The  keeper  stated  there  were  seldom  more 
than  two  women  at  a  time.  The  matron  comes  on  call  whenever  there  is 
a  woman  prisoner  and  remains  as  long  as  the  woman  is  in  custody. 

On  the  upper  floor  there  are  four  dormitories  for  patrolmen  with 
twenty-four  beds.  Each  man  has  his  own  bed  and  locker.  In  connection 
with  the  dormitories  there  is  a  bath  and  toilet  room. 

The  number  of  arrests  in  this  precinct  for  the  past  six  months  was  as 
follows:  March.  54;  April,  42;  May,  86;  June,  40;  July,  50:  August,  69. 
There  were  thirty  women  last  month  and  the  captain  stated  that  the 
average  was  about  twenty  a  month,  only  about  one-fifth  of  whom  were 
held  over  night :  they  were  either  taken  to  court  on  the  day  of  arrest  or 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN. 

Chief  Inspector. 


FOURTH  PRECINCT  POLICE  STATION— ALBANY 

ALBANY    COUNTY 

Inspected  September  7.  1916.  James  L.  Hyatt,  chief  of  police;  James 
T.  Keith,  captain,  assisted  by  one  lieutenant,  four  sergeants,  and  twenty- 
eight    patrolmen. 

The  jail  as  well  as  the  entire  station  house  is  under  the  care  of  a 
keeper  subject  to  the  direction  of  the  captain.  The  jail  section  was  fully 
described  in  the  report  of  inspection  of  March  11,  1915.  It  remains  in 
substantially  the  same  condition  except  that  some  of  the  bunks  in  the 
cells  have  been  provided  with  mattresses  with  waterproof  covers  and  the 
detention  room  for  women  and  juveniles  mentioned  in  that  report  is  now 
used  for  male  witnesses.  Women  are  sent  to  the  third  precinct  station 
house  and  juveniles  are  committed  to  the  Humane  Society.  The  witness 
room  is  located  on  the  first  floor,  has  one  large  window,  concrete  floor,  elec- 
tric lights,  toilet,  stationary  wash  basin,  and  three  iron  cot  beds  with  bed- 
ding. Formerly,  witnesses  were  sent  to  the  fifth  precinct  station  house, 
br.t  it  was  found  to  V)e  more  convenient  to  detain  them  in  the  fourth  pre- 
cinct, as  it  is  nearer  to  the  police  court  and  headquarters,  so  that  now  the 
witnesses'  room  in  the  fifth  precinct  station  house  is  not  much  used. 
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One  half  of  the  eight  cells  in  the  jail  face  outside  windows  and  are 
very  light.  The  sunlight  for  the  other  cells  is  from  a  window  at  the  end 
of  the  corridor  and  are  not  so  light.  The  captain  stated  that  the  four  light 
cells  are  used  almost  exclusively  and  they  seldom  have  need  for  more  than 
two  or  three  cells  at  a  time. 

The  jail  v^as  in  good  condition  and  was  clean,  showing  good  care. 

The  number  of  arrests  in  this  precinct,  the  captain  stated,  averages 
about  twenty  a  month,  most  of  whom  are  either  taken  to  court  on  the  day 
of  arrest  or  give  bail;  that  not  over  ten  per  cent,  are  held  over  night. 
No  lodgers  are  kept  here. 

Respectfully  submitted. 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector, 


FIFTH  PRECINCT  POLICE  STATION— ALBANY 

ALBANY  COUNTY 

Inspected  September  7,  1916.  James  L.  Hyatt,  chief  of  police;  S.  M. 
Keith,  captain.  The  other  oflBcers  in  this  precinct  consist  of  one  lieuten- 
ant, four  sergeants,  and  twenty-four  patrolmen.  This  does  not  include 
the  station  house  keeper. 

This  jail  consists  of  a  small  two-story  detached  brick  annex  in  the 
rear  of  the  station  house.  It  contains  eight  brick  cells  for  men  on  the 
first  floor  and  rooms  for  lodgers  on  the  second  floor.  It  was  fully  described 
in  my  report  of  December  3,  1915.  That  report  contained  a  number  of 
recommendations  for  improvements,  practically  all  of  which.  I  am  pleased 
to  state,  have  been  carried  into  effect  and  consist  of  the  following: 

(1)  A  sink  with  running  water  has  been  installed  in  the  cell  room. 

(2)  Two  new  windows  have  been  Insitalled  in  the  rear  wall  facing  the 
cells,  according  to  the  orginal  plan  of  the  building. 

(3)  A  low  one-story  brick  building  in  the  center  of  the  areaway  be- 
tween the  station  house  and  the  jail  has  been  removed  and  a  portion  of  the 
areaway  converted  into  an  open  yard  and  another  portion  into  a  covered 
passageway  betw^een  the  station  house  and  the  jail.  This  entirely  removed 
the  obstruction  to  two  of  the  Wlindow^s  and  partially  to  one  of  the  others 
so  that  the  front  part  of  the  jail  is  very  much  lighter  than  it  was.  An 
independent  iron  stairway  has  been  constructed  from  the  passageway  to  the 
lodgers'  room,  as  suggested  in  my  report.  These  changes  have  greatly  im- 
proved this  station  house. 

The  floor  of  the  jail  is  flagging,  not  entirely  water-tight,  so  that  when 
it  is  flushed  there  is  more  or  less  seepage.  It  would  be  well  to  remedy 
this  condition  by  putting  a  concrete  covering  over  the  flagging  as  has  been 
done  in  a  good  many  jails  in  the  State. 

The  jail  has  electric  light,  steam  heat,  and  special  ventilators  carry- 
ing the  foul  air  up  through  the  roof. 

The  number  of  arrests  in  this  precinct  ranges  from  thirty  to  fifty 
a  month ;  not  over  ten  per  cent,  of  them  are  held  over  night ;  the  others 
aie  taken  to  court  on  the  day  of  arrest  or  give  bail. 

The  detention  room  on  the  third  floor  is  still  ready  for  use.  but  since 
the  witness  room  has  been  provided  in  the  fourth  precinct  it  is  not  often 
used  and  has  not  been  used  at  all  since  last  summer.  No  women  are  de- 
tained here  but  are  sent  to  the  third  precinct. 

At  this  time  of  year  there  are  few  lodgers.  During  last  winter  the 
number  averaged  from  twenty-five  to  thirty  a  night.  They  are  not  arrested 
and  are  not  given  food. 

The  jail  evidently  has  good  care  and  was  in  sativsfactory  condition 
as  to  cleanliness. 

Respectfully  submitted. 

{Signed)     GEORGE  McLAUGHLIN. 

Chief  Inspector. 
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CITY  JAII>-€OHOES 

ALBANY   COUNTY 

Inspected  August  9,  1916. 

There  was  only  one  prisoner  at  tlie  time  of  my  visit.  The  jail  was 
found  clean.  At  all  times  the  cells  for  males  are  dark,  even  in  the  day 
time  artificial  light  has  to  be  used.  There  are,  however,  on  one  side  of 
the  cell  room  some  windows,  and  by  turning  the  cells  partially  around, 
one-half  of  them  could  be  made  to  face  the  light  and  instead  of  having 
aU  the  cells  dark,  one-half  would  be  fairly  light. 

The  flat  ;ron  slats  over  the  windows  of  the  women's  department  should 
be  taken  off  and  %  in.  round  iron  bars,  set  on  4%  in.  centers  substituted. 
These  suggested  changes  would  be  a  great  improvement  and  I  recommend 
that  it  be  done. 

Respectfully  submitted, 

(Signed)     HENRY  SOLOMON, 

Commissioner. 

VILLAGE  AND  TOWN  LOCKUP— OREEN  ISLAND 

ALBANY   COUNTY 

Inspected  April  7,  1916.  W.  H.  Ford,  president  of  village;  Alexander 
S.  McAfften,  supervisor;  O.  F.  Elliot,  captain  of  police.  There  are  tliree 
police  officers  and  one  is  always  on  duty  at  headquarters. 

The  population  of  the  village  according  to  the  last  census  was  4,533^ 

The  lockup  is  in  the  same  condition  as  at  the  time  of  the  last  inspec- 
tion. Plans  have  been  presented  and  approved,  for  remodeling  the  interior, 
but  on  account  of  the  change  in  the  board  of  trustees  the  work  has  not  been 
started.  I  was  informed  that  the  matter  would  come  up  before  the  new 
board  at  its  next  meeting.  These  proposed  changes  would  furnish  suitable 
quarters  for  male  prisoners,  female  prisoners  and  lodgers.  It  would  be 
a  very  desirable  improvement  and  should  be  made  at  once. 

The  total  number  of  arrests  for  the  year  1915  in  this  village  was  as 
follows :  Males,  128 ;  females,  9.  All  the  persons  arrested  during  the  year 
were  16  years  of  age  or  over  except  one  girl.  The  women  were  all  arrested 
on  warrant  and  the  cases  disposed  of  on  the  same  day,  so  that  they  were  not 
detained  in  the  lockup.  There  is  an  occasional  case  of  a  woman  charged 
with  public  intoxication,  but  as  no  place  is  provided  at  headquarters  for 
her  detention,  the  practice  has  prevailed  of  escorting  her  to  her  home  with- 
out technically  placing  her  under  arrest.  While  the  arrests  in  this  village 
are  not  very  numerous,  there  are  a  large  number  of  lodgers  who  have  to  be 
confined  in  the  same  room  with  prisoners,  under  the  present  arrangement 
of  the  lockup. 

During  the  year  1915  lodgers  were  housed  as  follows:  January,  208; 
February,  180 ;  March,  139 ;  April,  100 ;  May,  29 ;  June,  9 ;  July,  5 ;  August', 
8 ;  September,  3 ;  October,  32 ;  November,  86 ;  December,  35.  During  the  past 
winter  the  number  of  lodgers  have  been  very  much  less ;  only  26  in  January ; 
57  in  February,  and  51  in  March,  In  my  former  reports  I  commented  on  the 
unwisdom  of  housing  a  large  number  of  lodgers  in  a  room  where  prisoners 
are  locked  in  the  cells.  When  the  projwsed  improvements  are  made  to  this 
lockup,  this  criticism  will  be  obviated,  and  it  is  important  that  it  should  be. 

This  lockup  contains  four  steel  cells  with  open  froats  and  backs :  solid 
tops,  sides  and  partitions.  The  fronts  and  rears  consist  of  one-half  inch 
bars  set  on  four  inch  centers.  The  cells  are  4  ft.  6  in  x  7  ft.  6  in.  x  7  ft. 
high.  The  Chief  stated  that  not  more  than  one-third  of  the  number  of 
arrests  are  held  in  the  lockup  over  night.  The  police  court  usually  sits  in 
the  evening  and  many  cases  are  disposed  of  on  the  day  of  arrest. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 
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CITY  JAII^WATERVLIET 

'  ALBANY    COUNTY 

Inspected  November  21,  1916.  Edward  J.  Foley,  mayor;  J.  J.  O'Brien, 
chief  of  police. 

Since  the  last  inspection  the  new  city  hall  has  been  completed  and  has 
been  occupied  since  June,  1916.  The  jail  portion  consists  of  the  main  cell 
room  with  ten  cells  for  men,  a  room  with  one  cell  for  women,  a  small  room 
for  juveniles,  and  a  room  for  lodgers.  The  plans  and  specifications  for  the 
police  station  and  jail  were  approved  by  the  State  Commission  of  Prisons 
and  all  of  the  details  seem  to  have  been  worked  out  in  the  construction. 

The  men's  jail  is  a  one-story  fire-proof  structure  adjoining  the  rear  of 
the  main  building.  It  has  ten  windows  and  a  large  skylight  which  afford 
an  abundance  of  ventilation  and  sunlight.  The  room  is  lighted  by  electricity 
and  heated  by  steam.  The  cells  are  placed  back  to  back,  facing  the  windows, 
with  utility  corridor  in  the  rear.  The  cells  have  open  fronts  and  tops  of 
round  bars,  and  are  each  provided  with  a  one-piece  toilet  and  wash  basin, 
both  of  which  are  operated  by  means  of  push  buttons.  Each  cell  has  a  steel 
bunk,  but  no  bedding  of  any  kind  is  furnished.  The  floor  is  cement  properly 
drained,    The  windows  are  glazed  with  wire  glass. 

Although  a  janitor  is  employed  to  care  for  the  jail,  it  was  found  in  an 
imciean  and  apparently  neglected  condition  at  the  time  of  the  inspection. 
There  is  a  closet  with  a  slop  sink  and  faucets  supplied  with  hot  and  cold 
water.  This  should  be  equipped  with  hose  attachment  and  the  entire  room 
and  cells  flushed  out  frequently.  The  new  white  enamel  toilets  and  wash 
basins  also  require  daily  attention. 

The  department  for  women  consists  of  a  good  sized  room  with  one  cell 
equipped  with  toilet  and  wash  basin.  There  is  also  a  toilet  and  wash-basin 
in  the  room.  The  cell  has  a  steel  bunk  without  bedding.  The  room  has 
electric  light,  steam  heat  and  is  well  lighted  and  ventilated. 

The  room  for  juveniles  has  a  toilet  and  washbasin  but  no  other  equip- 
ment has  as  yet  been  provided  and  it  has  not  been  used.  These  young  of- 
fenders are  usually  taken  at  once  to  the  Humane  Society  in  Troy,  if  de- 
tention is  required. 

The  tramp  room  has  cement  floor,  three  windows,  a  washbasin  and  toi- 
let. It  is  heated  by  steam  and  lighted  by  electricity,  but  no  bunks  or 
benches  have  been  furnished. 

The  police  report  that  128  persons  have  been  arrested  since  June  1st. 
Of  this  number  a  few  were  women,  three  of  whom  were  detained  in  the 
women's  room. 

The  new  city  hall  is  an  excellent  building  and  reflects  much  credit 
upon  the  public  officials  and  taxpayers  of  Watervliet. 

BECOMMENDATIONS 

(1)  That  all  parts  of  the  jail  be  kept  clean. 

(2)  That  the  women's  cell  be  provided  with  a  mattress.  ; 
iS)     That  the  tramp  room  be  furnished  with  sleeping  benches. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN. 

Secretary. 
CLIFFORD  M.  YOUNG. 

Inspector, 
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ALLEGANY    COUNTY 

TOWN  LOCKUP— BELFAST 

Inspected  July  27,  1916.    John  Jennings,  supervisor. 

The  village  of  Belfast  has  a  population  of  about  900  and  the  town 
of  Belfast  about  1,500. 

This  lockup  was  fully  described  in  my  report  of  insnection  of  June 
11,  1914,  and  continues  in  the  same  condition  except  that  both  the  doors 
have  been  encased  in  metal.  The  windows  have  not  been  enlarged  and 
weeds  and  shrubs  have  been  allowed  to  grow  up  in  front  of  them,  reduc- 
ing their  usefulness. 

There  are  two  cages  of  round  bars  with  a  good  outfit  of  bedding  on 
the  bunks. 

The  lease  of  the  lockup  has  expired  and  has  not  been  renewed.  The 
lockup  has  not  been  much  used  for  the  last  year  or  two.  Belfast  is  now 
a  dry  town.  Some  public  works  in  process  of  construction  in  the  town 
having  been  completed  over  a  year  ago,  the  foreign  population  employed 
thereon  have  left  the  town,  so  there  were  only  two  arrests  during  the  past 
year,  and  lodgers  have  been  excluded  from  the  lockup. 

The  matter  of  an  improved  lockup  is  under  consideration  by  the  Town 
Board.  There  is  a  large  well  lighted  room  on  the  main  floor  of  the  same 
building,  directly  over  the  present  lockup.  It  has  an  outside  entrance, 
three  large  windows,  and  hot  water  heat.  Two  of  the  side  walls  are  brick, 
one  hollow  tile,  and  the  other  lath  and  plaster.  The  cages  could  be  in- 
stalled with  a  toilet  and  wash  basin  in  each.  It  would  make  a  dry,  well 
ventilated  and  sanitary  lockup.  The  windows  should  be  barred  and  a  com- 
position floor  put  over  the  present  hardwood  floor.  It  would  still  need 
supervision  when  occupied,  as  the  interior  of  the  building  is  not  fireproof. 

Probably  a  more  satisfactory  and  economical  plan  would  be  to  con- 
struct and  own  a  small  detached  concrete  building  and  install  the  present 
cages  with  modern  equipment  therein.  In  either  case  the  present  lockup 
with  some  sleeping  platforms  might  be  used  for  lodgers.  I  advised  the 
oflicials  that  plans  must  be  submitted  to  the  State  Commission  of  Prisons 
for  approval. 

Respectfully  submitted, 

(Signed)     GEORGE  MCLAUGHLIN, 

C?Uef  Inspector, 


VILLAGE  LOCKUP— BELMONT 

ALLEGANY  COUNTY 

Inspected  July  27,  1916.  Dr.  W.  R.  Paul,  village  president;  W.  H. 
Morehouse,  chief  of  police. 

The  lockup  was  in  the  same  condition  as  at  the  time  of  my  last  in- 
spection in  1915.  It  was  clean  and  dry  and  has  fairly  good  light  and  ven- 
tilation. The  present  police  officer  was  employed  January  20th  last  and 
has  made  six  arrests,  all  for  intoxication,  all  of  whom  were  held  for  morn- 
ing court. 

There  were  a  good  many  lodgers  during  the  winter — 246  since  January 
20th.  They  are  not  arrested  or  taken  to  court.  An  officer  remains  in  the 
building  at  night  when  the  lockup  is  occupied. 

Respectfully  submitted, 

iSiffned)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 
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VILLAGE  LOCKUP— CUBA 

ALLEGANY   COUNTY 

Inspected  July  27,  1916.  Frank  Hoag,  president;  C.  A.  Trenkle,  chief 
of  police ;  E.  H.  Bartle,  street  commissioner,  in  charge  of  the  lockup. 

The  village  of  Cuba  had  a  population  in  1915  of  1,615. 

This  lockup  has  two  departments  on  the  first  floor  of  the  village  fire 
house.  It  vras  in  practically  the  same  condition  as  at  the  time  of  my  in- 
spection in  1915.    It  was  clean,  showing  good  care. 

The  arrests  average  from  seventy-five  to  eighty  a  year,  about  twenty- 
five  per  cent,  of  whom  are  held  in  (the  lockup  all  ni^ht.  Only  one  woman 
has  been  arrested  this  year.  A  good  many  lodgers  are  cared  for  during 
cold  weather.  They  average  about  250  a  year,  I  was  informed.  They 
Bleep  on  benches  in  the  room  outside  o<f  the  cells. 

BECOMMENDATIONS 

(1)  The  toilet  in  the  men's  jail  is  in  the  corridor  and  has  only  a 
faucet  flush.  As  it  is  the  only  toilet  accessible  to  the  lodgers  the  flush  is 
utterly  insuflacient.    A  tank  flush  should  be  provided. 

(2)  The  gas  stove  which  heats  the  women's  room  is  accessible  to  the 
prisoner.  An  intoxicated  woman  might  turn  on  the  gas  when  there  is  no 
fire  in  the  stove,  causing  her  to  be  asphyxiated.  This  condition  should  be 
remedied. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector, 


TOWN  LOCKUP— HUME 

ALLEGANY    COUNTY 

Inspected  July  28,  1916.  Charles  Haines,  supervisor,  post  office,  Fill- 
more. 

This  lockup  was  fully  described  in  my  report  of  inspection  of  June  12, 
1914,  and  remains  in  the  same  condition.  It  consists  of  two  rooms  in  a  one- 
story  wooden  building  situated  in  a  field  some  distance  from  any  other  build- 
ing. The  entrance  room  has  a  wood  stove  and  one  large  barred  window,  and 
contains  a  bunk  for  the  watchman  who  stays  in  the  lockup  when  occupied 
by  a  prisoner.  It  is  separated  from  the  cell  room  by  wooden  bars  4  in. 
square  set  4  in.  apart.  The  cell  room  contains  two  bunks  with  some  bed- 
ding in  fair  condition,  and  is  heated  from  the  stove  in  the  front  room.  The 
only  sunlight  and  ventilation  are  from  the  windows  in  that  room.  The  ar- 
tificial light  is  from  a  kerosene  lamp.  The  lockup  is  without  water.  The 
village  of  Hume  has  electric  light  and  public  water.  The  interior  pre- 
sented a  neglected  appearance.    It  needed  sweeping  and  cleaning. 

Both  the  resident  constable  and  the  deputy  sheriff  stated  that  the 
lockup  is  not  used  at  all ;  that  it  was  unfit  and  so  remote  it  was  usually 
impossible  to  get  a  watchman  to  stay  with  the  prisoners.  Two  other  gentle- 
men living  near  the  lockup  thought  it  was  used  occasionally,  perhaps  five 
or  six  times  a  year  for  prisoners  or  lodgers. 

In  my  last  report  I  recommended  that  a  window  be  placed  in  the  cell 
room,  and  water  installed.    Neither  of  these  improvements  has  been  made. 

I  now  recommend  that  this  lockup  be  abandoned,  as  it  is  practically 
useless  located  where  it  is,  and  if  this  town  desires  to  maintain  a  lockup 
that  a  small  fireproof  building  be  erected  at  Fillmore  Station  where  most 
of  the  arrests  are  made.  The  present  lockup  is  a  mile  or  more  from  the 
station. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 
i  Chief  Inspector. 
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VILLAGE  LOCKUP—  WELLSVILLE      ^n, 

ALLEGANY   COUNTY 

Inspected  July  26,  1916.  Dr.  E.  V.  Sheerar,  village  president;  F.  M. 
liConard,  police  justice. 

The  population  of  Wellsville  was  4,595  in  1915. 

Since  the  last  inspection  (July  27,  1915)  the  following  improvements 
have  been  made  in  this  lockup: 

The  walls  and  ceiling  have  been  repaired  and  kalsomined  a  light  color. 
The  old  iron  toilet  in  the  corridor  of  the  men's  department  has  been  re- 
placed with  a  new  toilet  having  a  push  button  flush  from  the  tank.  A  toilet 
and  stationary  wash  basin  have  been  installed  in  one  of  the  cells  and  a 
self-closing  faucet  in  each  of  the  other  three  cells.  Electric  lights  have 
been  placed  in  the  entrance  hall,  in  each  cell  room,  and  outside  the  en- 
trance door.  The  bunks  have  been  furnished  with  new  bedding,  consisting 
of  a  mattress  enclosed  in  a  white  muslin  case,  a  pillow  with  a  white  slip, 
and  a  blanket  for  each. 

The  entire  lockup  has  a  concrete  floor,  a  metal  ceiling,  and  several 
large  windows.     The  heat  is  from  natural  gas  stoves. 

The  room  for  women  has  two  windows,  a  cot  bed,  a  toilet,  and  wash 
basin.     No  woman  has  been  arrested  during  the  past  two  years. 

The  jail  was  clean  and  in  good  repair. 

The  arrests  of  men  have  increased  somewhat  the  past  year,  averaging 
from  six  to  eight  a  month.  During  cold  weather  there  were  usually  three 
or  four  lodgers  each  night.  They  sleep  on  benches  in  the  room  outside  of 
the  cells.    They  are  not  arrested  or  taken  to  court. 

RECOMMENDATION 

As  the  number  of  prisoners  has  increased  so  that  at  times  all  the  cells 
are  in  use,  it  would  be  well  to  put  a  toilet  in  each  cell  having  no  toilet. 

Respectfully  submitted 

(Signed)     GEORGE   McLAUGHLIN, 

Chief  Inspector. 


BROOME  COUNTY 

POLICE  HEADQUARTERS  AND  JAIL— BINGHAMTON 

Inspected  June  23,  1916.    Cornelius  Cronin,  chief  of  police. 

Substantial  improvements  were  made  in  this  jail  in  1914  as  the  re- 
sult of  proceedings  instituted  by  the  State  Commission  of  Prisons.  The 
plans  of  the  jail  as  improved  were  approved  temporarily  upon  the  under- 
standing that  an  adequate  police  headquarters  and  jail  would  be  provided 
as  soon  as  the  city  authorities  were  able  to  clear  up  certain  charter  limi- 
tations and  work  out  plans  then  under  consideration. 

Police  Headquarters,  the  men's  cell  room,  lodgers'  room,  and  the  women 
and  children's  rooms  are  scattered  in  various  parts  of  the  city  hall  build- 
ing. The  men's  cell  room,  which  is  the  most  used  and  the  most  important 
detention  portion  of  the  jail,  is  the  most  objectionable.  It  consists  of  a 
"bull  pen"  and  four  ceUs.  The  "bull  pen"  is  not  a  fit  place  of  detention, 
and  the  cells  are  often  greatly  overcrowded.  Binghamton  is  a  large  and 
properous  city  and  should  furnish  sufficient  and  sanitary  quarters  for  its 
prisoners. 

The  room  for  lodgers  is  equipped  with  sleeping  benches,  sanitary  closet, 
a  lavatory,  and  a  shower  bath,  and  meets  all  requirements. 

The  rooms  for  women  and  children  on  the  second  floor  were  found  in 
good  condition  and  provide  a  fair  classification.  A  matron  is  now  in 
permanent  residence.  She  has  rather  limited  quarters  in  connection  with 
the  women's  and  children's  rooms. 
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The  accommodations  for  the  police  officers  are  poor.  As  stated  in  my 
report  of  October,  1914,  "The  inadequate  quarters  for  the  police  and  the 
separation  of  the  detention  rooms  in  different  parts  of  the  city  hall  inter- 
fere with  police  efficiency,  and  the  best  interests  of  the  City  of  Binghamton 
demand  a  new  police  headquarters  and  jail  as  soon  as  possible." 

RECOMMENDATIONS 

(1)  That  a  new  modern  police  headquarters  and  jail  be  provided. 

(2)  That  in  the  meantime  an  additional  cell  room  be  installed  for 
men  under  arrest. 

Respectfully  submitted, 

(Signed)     FRANK  E.  WADE, 

Commissioner. 


VILLAGE  LOCKUP— DEPOSIT 

BROOME  COUNTY 

Inspected  September  20,  1916.  Albert  Pearsalle,  village  president; 
It.  E.  Riggs,  chief  of  police.    The  population  of  Deposit  is  about  1,800. 

The  number  of  arrests  in  this  village,  I  was  informed  by  the  presi- 
dent, averages  about  two  a  week,  about  sixty  per  cent,  of  whom  are  lock- 
ed up  and  a  majority  of  these  are  held  all  night.  The  arrest  of  a  woman  is 
very  infrequent. 

The  old  lockup  has  been  fitted  up  for  lodgers  as  suggested  in  my  re- 
port of  last  year.  There  are  a  good  many  lodgers,  but  they  are  no  longer 
housed  with  the  prisoners.  Otherwise,  the  lockup  situation  is  about  the 
same  as  stated  in  my  report  of  September  22,  1915.  The  two  cages  are 
still  in  the  room  on  the  first  floor  of  the  village  hall ;  they  are  5  ft.  x  6  ft. 
6  in.  X  6  ft.  6  in.,  open  on  the  top  and  all  sides  except  the  partition.  The 
bars  are  1%  inch  wide  and  set  on  5%  inch  centers  both  ways.  Each  cage 
Las  two  folding  bunks.  Each  bunk  has  a  mattress  and  a  waterproof 
covering  and  some  blankets  in  good  condition.  The  village  board  is  still 
considering  moving  the  cages  into  the  large  room  adjoining  and  fitting  up 
the  two  rooms  for  a  permanent  lockup — the  smaller  for  women  and  children 
and  the  other  one  for  men. 

The  large  room  is  now  occupied  by  the  town  clerk  and  supervisor  and 
the  matter  of  finding  them  other  quarters  has  not  yet  been  satisfactorily 
adjusted.  These  two  rooms  fitted  up  as  suggested  in  my  last  report  would 
make  a  very  satisfactory  lockup. 

As  the  village  has  public  water  and  there  is  a  large  cesspool  for  this 
building,  there  is  no  good  reason  why  this  lockup  should  not  have  a  toilet 
and  wash  basin  in  each  cell. 

The  present  practice  of  having  an  officer  remain  in  the  building  when 
there  is  a  prisoner  in  the  lockup  should  be  continued,  as  the  building  is 
not  fireproof.  Plans  for  improvements  should  be  submitted  to  the  State 
Commission  of  Prisons  for  approval  as  required  by  law. 

Resi)ectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 
\ 


VILLAGE  LOCKUP— ENDICOTT 

BROOME  COUNTY 

Inspected   July  25,   1916.     George  Nichols,   village  president;   Daniel 
Frutiger,  chief  of  police. 

The   village   of   Endicott,   which   has   a   population   estimated   by   the 
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village  president  at  about  6,500,  has  a  new  lockup,  completed  in  April  on 
plans  approved  by  the  State  Commission  of  Prisons.  It  is  a  one-story  and 
basement  addition  to  the  municipal  building  with  a  department  for  males  on 
the  first  floor  and  a  room  for  the  detention  of  women  and  juveniles  in  the 
basement.  The  basement  is  of  concrete  construction  and  the  remainder  is 
of  brick.  There  is  an  outside  entrance  to  the  lockup  and  one  from  the 
municipal  building. 

The  department  for  males  on  the  first  floor  is  15  ft.  wide,  19  ft.  long, 
with  an  8  ft.  ceiling.  The  floor  is  cement.  There  are  three  cells,  5  ft.  x 
8  ft.  X  7  ft.,  facing  four  barred  windows,  each  3  ft.  x  2  ft.  6  in.,  with  a 
window  opening  into  the  utility  corridor  in  the  rear.  The  cells  have  solid 
sides  and  rears,  ventilated  tops  and  barred  fronts,  and  each  is  equipped  with 
a  bunk  with  mattress  and  bedding,  a  toilet  of  an  approved  type,  and  a 
lavatory  with  bubble  foraitaln. 

The  room  for  women  and  juveniles  is  half  above  grade  and  has  flve 
barred  windows,  cement  floor,  toilet  room  with  outside  barred  window,  and 
lavatory.  The  room  is  equipped  with  three  cot  beds  with  mattresses  and 
blankets,  four  chairs,  and  a  table. 

The  lockup  is  heated  by  steam  and  lighted  by  electricity. 
Lodgers   are   cared    for   in    a    room   in    the   basement   of   the   municipal 
building  formerly  used  as  a  lockup. 

The  new  lockup  is  one  of  the  best  in  the  State  and  a  credit  to  the 
village. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN, 

Secretary. 


VILLAGE  LOCKUP— JOHNSON  CITY 

BROOME  COUNTY 

Inspected  July  25,  1916.  The  population  of  the  village  was  5,400  in 
1915. 

The  lockup  is  located  in  a  large  room  in  the  basement  of  the  municipal 
building.  The  room  has  outside  walls  of  stone  and  brick  with  wooden 
partitions  between  the  rest  of  the  basement.  It  has  a  cement  floor,  Is 
lighted  by  electricity,  heated  by  steam,  and  ventilated  by  windows. 

There  are  two  steel  cells  with  two  bunks  in  each.  Since  the  last  in- 
spection a  toilet  and  lavatory  have  been  installed  in  each  cell  and  the  gas 
meter  removed  as  recommended.  Plumbing  connections  have  been  made 
with  a  view  to  installing  a  third  cell  when  required. 

Lodgers  are  permitted  to  sleep  in  the  room  on  wooden  benches  out- 
side the  cells.  There  is  no  separate  place  of  detention  for  women,  but  it 
is  stated  that  arrests  of  this  class  seldom  occur.  In  the  event  of  such  an 
arrest  the  prisoner  would  be  taken  to  the  Broome  County  Jail  at  Bingham- 
ton. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN, 

Secretary. 


VILLAGE  LOCKUP— UNION 

BROOME  COUNTY 

Inspected  July  25.  1916.    C.  F.  Brainerd,  village  president. 
The  village  of  Union  had  a  population  in  1915  of  1,922. 
The  lockup  is  located  in  a  room  about  12  ft.  x  16  ft.  with  a  12  ft. 
wooden  ceiling  in  the  rear  of  the  fire  station,  a  brick  building.    It  has  a 
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concrete  floor  and  is  heated  by  steam.    The  three  windows  are  not  barred. 
There  are  two  steel  cells  with  two  bunks  in  each.    Buckets  are  used. 

There  is  a  sink  with  running  water  in  the  room.    Arrests  are  few,  usually 

not  more  than  one  a  month. 

Conditions  have  not  changed  since  the  last  inspection  from  which  the 

following  is  quoted: 

"This  lockup  is  light,  dry  and  has  good  ventilation.  It  would 
lessen  the  fire  risk  if  a  brick  partition  were  substituted  for  the 
present  one,  and  security  would  be  increased  by  placing  bars  on 
the  windows.  There  should  be  supervision  at  night  when  prisoners 
are  detained." 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN, 

Secretary. 


A^LLAGE  LOCKUP— WHITNEY  POINT 

BROOME  COUNTY 

I  visited  this  village  on  November  3,  1916,  and  was  informed  by  the 
village  officer  that  the  village  of  Whitney  Point  no  longer  maintains  a 
lockup;  that  the  authorities,  after  considering  the  recommendations  for 
improvements  in  the  last  report  of  inspection  decided  that  they  had  so  little 
use  for  a  lockup  it  would  be  better  to  discontinue  it  entirely  than  make  the 
improvements  recommended.  My  last  report  of  September  5,  1914,  showed 
that  the  lockup  was  not  used  oftener  than  three  times  a  year  and  then  only 
for  a  few  hours  in  the  day  time  and  that  no  prisoners  were  kept  there  over 
night.  That  report  stated  that  the  village  apparently  has  very  little  use 
for  a  lockup,  but  so  long  as  one  is  maintained  it  should  be  put  in  better  con- 
dition. All  rubbish  should  be  removed  and  the  room  cleaned  and  put  in 
the  care  of  a  janitor  who  should  keep  it  clean.  The  cells  should  be 
cleaned  and  painted,  the  stove  put  in  order,  and  a  closet  and  wash  basin 
installed  in  one  of  the  cells ;  and  that  the  village  should  seriously  consider 
the  construction  of  a  new  lockup  in  a  small  fireproof  building  in  the  rear 
of  the  town  hall. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


CATTARAUGUS  COUNTY 


VILLAGE  LOCKUP— CATTARAUGUS 

Inspected  August  15,  1916.  H.  F.  Rood,  village  president ;  H.  S.  Horth, 
chief  of  police.     The  population  of  Cattaraugus  was  1,276  in  1915. 

The  lockup  is  in  the  same  room  and  in  practically  the  same  condition 
as  at  the  time  of  my  last  inspection,  July  30,  1915,  except  as  follows: 
The  approach  to  the  rear  outside  entrance  has  been  cleared  up  so  it  is  now 
u«ed  by  the  officer ;  the  lockup  has  been  cleared  of  rubbish,  and  is  no  longer 
used  as  a  general  storage  room ;  and  the  partition  between  the  lockup  and 
the  cellar  has  been  improved  and  is  now  kept  closed.  The  closing  of  the 
partition  and  the  late  dry  weather  caused  the  musty  smell  complained  of 
in  my  last  report  to  be  less  pronounced.  This  could  be  further  improved  by 
putting  a  couple  of  small  windows  in  the  cellar  to  give  it  ventilation,  and 
this  is  recommended. 
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Tlie  recommendation  for  installing  a  toilet  and  lavatory  in  the  lockup 
Is  repeated.  Tlie  village  has  publiic  water  but  no  sewers.  Cesspools  are 
used.  I  was  informed  this  building  has  a  cesspool.  If  not,  one  could 
easily  be  constructed  in  the  rear  yard. 

The  removal  of  the  cells  to  an  upper  room  and  the  use  of  this  room  for 
lodgers  only,  is  again  recommended. 

The  number  of  arrests  the  present  year  to  this  date  was  five.  Three 
of  them  were  held  all  night.  The  average  number  held  over  night  is  about 
sLx  a  year  I  was  informed.  When  the  lockup  is  occupied  at  night  by  a 
prisoner  an  officer  stays  in  the  building.  Prisoners  are  fed  if  in  custody 
at  meal  time.  During  the  winter  the  number  of  lodgers  usually  ranged  from 
one  to  Ave  a  week.    They  were  not  arrested,  locked  up  or  taken  to  court. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TOWN  LOCKUP— DELEV AN 

CATTABAUGUS   COUNTY 

Inspected  August  18,  1916.    V.  R.  Lynde,  supervisor. 

The  population  of  the  \'illage  of  Delevan  is  about  600.  It  has  re- 
cently been  incorporated.    It  has  a  water  system  but  no  public  sewers. 

The  lockup  consists  of  a  steel  cage  on  the  first  floor  of  the  town  hall, 
a  building  of  concrete  blocks,  supposed  to  be  fireproof.  The  supervisor 
stated  it  had  not  been  used  at  all  in  the  last  two  years  and  only  once  in  the 
last  several  years. 

An  officer  looks  after  the  fire  at  night  when  in  use.  No  lodgers  are 
cared  for.  Considering  the  foregoing  conditions,  this  lockup  seems  to  meet 
the  needs  of  this  town. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— LITTLE  VALLEY 

CATTARAUGUS  COUNTY 

Inspected  August  15,  1916.  C.  G.  Locke,  village  president;  E.  E. 
Thombs,  chief  of  police. 

This  lockup  was  in  practically  the  same  condition  as  at  the  time  oif 
my  last  inspection.  The  walls  of  the  room  are  brick  or  stone,  the  floor 
concrete,  the  ceiling  metal.  There  are  four  wooden  bunks  with  some 
bedding  in  fair  condition.  The  lockup  has  gas  heat,  electric  light,  and  was 
clean. 

It  was  not  used  at  all  the  past  year,  except  to  house  an  occasional 
lodgers,  I  was  informed.  The  president  of  the  village  stated  it  was  rarely 
used  except  for  a  lodger. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

CITY  JAIL— OLEAN 

CATTARAUGUS    COUNTY 

Inspected  July  28,  1916.     George  C.  Russell,  chief  of  police.    The  police 
force  of  the  city  consists  of  three  officers  and  nine  patrolmen. 
The  population  of  Clean  is  about  20,000. 
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This  city  lias  a  new  jail  and  police  headquarters,  built  two  years  ago 
on  plans  approved  by  the  State  Commission  of  Prisons.  It  is  a  two-story 
and  basement  brick  fireproof  building  and  was  fully  described  in  my  re- 
port of  July  29,  1915. 

There  are  a  jail  for  men  with  eight  steel  cells  of  modern  equipment, 
a  jail  for  women  with  four  cells  in  two  departments,  two  detention  rooms, 
and  quarters  in  the  basement  for  lodgers.  There  are  also  a  court  room, 
a  police  headquarters,  a  chief's  oflBoe,  and  a  locker  room  for  the  police. 
The  building  has  steam  heat  and  electric  lights  throughout.  There  is  a 
ser>arate  gas  heater  for  the  water  used  in  the  showers.  The  entire  build- 
ing was  clean  and  in  excellent  condition. 

The  arrests  for  the  current  year  were  as  follows :  January,  62 ;  Feb- 
ruary, 50;  March,  73;  April,  94;  May,  106;  June,  137.  Total  for  six 
months,  522.  Approximately  eighty  per  cent,  of  those  arrested  were  locked 
up,  but  very  few  except  drunks  were  held  over  night.  Prisoners  are  fed 
If  in  custody  at  meal  time.  During  the  winter  the  number  of  lodgers 
ranged  from  two  to  fifteen  every  night,  only  about  half  as  many  as  during 
the  previous  winter.    They  are  not  arrested  or  fed. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


CITY  JAir^-SALAMANCA 

CATTARAUGUS  COUNTY 

Inspected  July  29,  1916.  John  Hoag,  mayor;  W.  J.  Fellows,  chief  of 
police.    The  total  police  force  of  the  city  is  seven. 

The  population  of  Salamanca  is  about  9,500. 

The  jail  for  men  and  the  room  for  women  and  children  were  in  practi- 
cally the  same  condition  as  at  the  time  of  my  last  inspection  July  29,  1915. 
In  that  report  I  stated  that  Salamanca  needs  a  new  police  headquarters 
and  jail  and  that  until  such  is  provided  the  present  jail  for  men  should  be 
reserved  for  persons  under  arrest  and  other  quarters  provided  for  lodgers. 

I  am  pleased  to  report  that  this  has  been  done.  A  large  room  in  the 
basement  has  been  fitted  up  for  such  purpose  and  was  in  use  all  last  win- 
ter. This  room  has  three  outside  windows,  one  on  the  river  side  of  the 
building  and  two  in  the  west  wall,  aflPording  good  ventilation  and  light. 
The  floor  is  on  grade  with  the  ground  outside.  There  are  two  exits,  one 
through  the  basement  and  one  to  the  hall  on  the  first  floor.  Sleeping  plat- 
forms have  been  erected  to  accommodate  thirty-six.  A  toilet  and  station- 
ary wash  basin  have  been  installed.  The  room  is  hosed  out  every  time 
It  is  used.  There  were  1,468  lodgers  between  January  1  and  July  1,  1916. 
They  are  not  arrested  or  fed,  but  a  record  is  kept  of  their  names,  residence, 
age,  nativity,  occupation,  etc. 

The  number  of  persons  arrested  from  July  1,  1915,  to  July  1,  1916, 
was  as  follows :  July,  109 ;  August,  129 ;  September,  94 ;  October,  78 ;  Nov- 
ember, 100;  December,  45;  January,  47;  February,  62;  March,  80;  April, 
89;  May,  88;  June,  130.  Most  of  them  are  held  over  night.  Three  women 
were  detained  over  night 

RECOMMENDATION 

Install  a  toilet  and  wash  basin  in  each  cell  in  the  men's  jail. 

Respectfully  submitted, 

iSiffncd)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 
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CAYUGA  COUNTY 

CITY  JAIL— AUBURN 

Inspected  March  29,  1916.    W.  C.  Bell,  chief  of  police. 
The  following  table  shows  the  number  of  arrests  during  the  first  three 
months  of  1916. 

Adults     -      Minors         Juveniles      Lodgers 
Months  MFM  FMFMF 

January    49  1  4         ..  3         ..       187 

February 38  1        10         ..  2  1      129 

March   42  1         ..         ..  1         ..       120 

The  highest  number  of  inmates  at  any  one  time  during  the  past  year 
was  eight. 

An  officer  is  on  duty  at  all  times  in  police  headquarters.  The  matron 
resides  across  the  street  from  the  station. 

This  jail  is  described  in  detail  in  the  report  of  inspection  dated  June 
14,  1915.  Practically  no  changes  have  been  made  since  that  time.  That 
report  stated  the  "police  station  is  inadequate  and  discredible  for  a  city 
of  the  size  and  prosperity  of  Auburn."  It  is  apparent  that  a  satisfactory 
jail  cannot  be  arranged  in  the  present  quarters. 

The  following  recommendations,  which  have  previously  been  made  by 
the  State  Commission  of  Prisons  are  hereby  renewed : 

First.  That  either  a  new  city  hall  be  erected  which  will  provide  ade- 
quate and  sanitary  accommodations  for  a  modern  police  station,  or  that  a 
separate  police  station  be  provided : 

It  is  recommended,  in  the  meantime: 

(1)  That  a  separate  detention  room  for  children  be  furnished  without 
delay. 

(2)  That  all  the  cells  but  one  be  taken  out  of  the  women's  room  and 
that  it  be  made  into  a  dormitory  room. 

(3)  That  the  lodgers'  room  be  repaired  and  better  ventilated. 

Respectfully  submitted, 

(Signed)     PHIIilP  G,  ROOSA, 

Iiiapector. 


VILLAGE  LOCKUP— AURORA 

CAYUGA   COUNTY 

Inspected  May  17,  1916.    Martin  W.  Snyder,  village  president. 
The  population  of  Aurora  is  about  400 ;  in  addition  a  school  population 
of  WeUs  College  and  another  institution  adds  about  350  during  the  school 


The  lockup  in  this  village  remains  in  the  basement  of  the  library  hall, 
a  two-story  brick  building.  It  consists  of  a  single  room  about  14'  x  16'.  It 
has  three  good  sized  windows  and  a  concrete  floor.  The  foundation  walls 
form  two  sides  and  brick  partitions  the  other  two  sides.  The  ceiling  of  the 
room  is  the  floor  above.  The  entrance  is  by  a  rear  stairway  leading  from 
the  police  court  on  the  first  floor ;  there  is  also  an  entrance  by  a  stairway 
from  the  front  hall. 

The  lockup  was  furnished  with  two  wooden  cots  which  were  in  a  broken 
condition  and  the  mattresses  were  dilapidated  and  unfit  for  further  use. 
While  the  village  has  no  water  or  sewer  systems,  this  hall  has  a  private 
water  supply  and  a  private  sewer. 

The  lockup  was  used  but  little  during  the  past  year.  I  was  informed 
that  no  person  under  arrest  had  been  locked  therein  but  that  there  had 
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been  two  lodgers  over  night.    One  arrest  in  the  village  was  made,  but  the' 
person  was  not  put  in  the  lockup. 

It  is  recommended  that  if  this  lockup  is  to  be  continued  the  follow- 
ing improvements  be  made : 

(1)  Two  iron  cot  beds  with  wire  wrings  should  be  furnished,  and  if 
any  bedding  is  furnished  it  should  be  blankets  which  could  be  aired  and 
laundered  or  mattresses  with  waterproof  covering. 

(2)  A  toilet  and  stationary  wash  basin  should  be  inistalled  in  the 
lockup.  There  is  water  on  this  floor  and  the  installation  of  this  plumbing 
would  not  be  a  difficult  matter. 

(3)  A  metal  ceiling  should  be  provided.  The  interior  of  the  lockup 
is  practically  fireproof  except  the  ceiling  which  is  the  floor  above  and  as 
at  present  arranged  a  fire  in  the  lockup  might  destroy  the  entire  building. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— PORT  BYRON 

CAYUGA    COUNTY 

Inspected  June  9,  1916.  William  Miller,  village  president;  O.  W. 
Seymour,  chief  of  police. 

The  population  of  Port  Byron  was  1,115  in  1915. 

This  lockup  was  in  practically  the  same  condition  as  at  the  time  of  my 
last  inspection,  September  18,  1914.  It  consists  of  two  steel  cages  on  the 
first  floor  of  the  firemen's  hall.  They  are  placed  in  a  large  room  lighted 
by  three  large  windows.  The  room  is  otherwise  used  as  a  store  house  for 
the  village  fire  apparatus.  It  is  heated  by  steam  and  lighted  by  electric- 
ity. The  cages  are  open  on  all  sides  except  the  partition.  Each  cage  has  a 
bunk  with  some  bedding  which  was  in  good  condition. 

The  village  has  a  water  system  but  no  regular  sewers.  However, 
there  are  facilities  for  sewering  into  an  adjacent  creek. 

This  lockup  is  a  great  improvement  over  the  one  formerly  used,  but 
could  be  greatly  improved  and  modernized  by  the  installation  of  toilets  and 
lavatories  in  the  cells,  which  is  recommended. 

The  number  of  arrests  averages  two  or  three  a  month,  I  was  advised 
by  the  village  officer.  The  officer  remains  in  the  building  at  night  when  the 
lockup  is  occupied.  Prisoners  are  fed  at  meal  time.  No  lodgers  are  housed 
but  are  cared  for  by  the  overseer  of  the  poor. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— UNION  SPRINGS 

CAYUGA    COUNTY 

Inspected  May  17,  1916.  Frank  Delano,  village  president;  Nelson 
Clark,  chief  of  police. 

The  population  of  Union  Springs  was  767  at  the  last  census. 

This  lockup  is  located  in  the  village  fire  house,  a  two-story  brick  build- 
ing. It  consists  of  two  wooden  cells  partitioned  off  from  the  hose  room. 
The  cells  are  4'  6"  x  6'  6"  x  7'.  with  grated  doors  about  2  ft.  x  6  ft.  made  of 
flat  iron  bars  one  inch  wide.  The  hose  room  is  a  large  room  with  windows 
at  both  ends  and  is  used  only  for  storing  the  fire  apparatus  of  the  village. 
No  one  has  access  to  it  except  the  janitor  and  the  fire  depai-tment  when  nee- 
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essary  to  remove  the  apparatus.  As  the  cells  face  the  sides  of  the  room 
they  are  very  dark  and  are  insufficiently  ventilated,  as  there  is  no  opening  ex- 
cept the  barred  door.  The  cells  are  furnished  with  straw  mattresses,  pillows, 
some  bedding,  and  night  buckets.  The  village  has  no  water  system.  The 
cells  had  been  cleaned  since  the  last  inspection  and  electric  lights  installed 
in  the  hose  room  and  the  cells,  but  it  is  practically  impossible  to  keep  a  cell 
free  from  vermin  and  otherwise  sanitary  where  the  entire  interior  is  wood. 

I  was  informed  by  the  resident  justice  that  the  average  number  of  pris- 
oners detained  in  this  lockup  would  not  exceed  one  a  month,  most  of  whom 
are  held  over  night.  There  should  be  supervision  at  night  when  the  lock- 
up is  occupied. 

The  village  is  about  to  put  a  new  floor  in  the  hose  room  and  it  is 
recommended  that  one  or  more  modem  steel  cells  be  provided  and  placed 
where  they  would  have  sunlight  and  ventilation.  Plans  for  this  improve- 
ment should  be  submitted  to  the  State  Commission  of  Prisons  for  approval. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— WEEDSPORT 

CAYUGA   COUNTY 

Inspected  June  9,  1916.  E.  G.  Treat,  village  president ;  Robert  Powers, 
chief  of  police. 

The  population  of  Weedsport  is  about  1,500. 

This  lockup  is  a  one-»tory  brick  building  In  the  rear  of  the  village  fire 
house,  facing  on  the  public  street.  It  consists  of  a  single  room,  about  13  ft.  x  15 
ft.  It  has  a  concrete  floor,  metal  ceiling,  two  good  sized  barred  windows 
in  the  outside  wall,  and  one  large  window  between  the  engine  house  and 
the  lockup.  It  is  lighted  by  electricity  and  heated  by  a  coal  stove.  The 
lockup  is  supposed  to  be  fireproof.  It  contains  two  modern  cages,  each 
equipped  with  one  bunk  and  some  bedding  which  was  in  fair  condition. 

It  is  recommended  that  the  window  between  the  lockup  and  the  hose 
room  be  closed,  as  the  interior  of  the  hose  room  is  not  fireproof  and  if  there 
should  be  a  fire  in  that  room  the  smoke  and  heat  would  penetrate  through 
this  window  and  endanger  the  lives  of  any  prisoners  confined  in  the  lockup. 
This  window  is  practically  useless. 

There  is  no  water  in  the  lockup.  As  this  village  now  has  public  water 
and  sewers  there  is  no  reason  why  water  should  not  be  installed  as  is  re- 
quired in  all  modern  lockups.  There  is  water  on  the  first  floor  of  the 
engine  house  adjacent.  The  lockup  is  cared  for  by  the  janitor  of  the  build- 
ing and  was  found  clean. 

The  village  officer  stated  that  the  number  of  arrests  would  average 
about  fifty  a  year,  including  the  number  arrested  both  in  the  village  and 
the  town,  as  the  town  uses  the  lockup  to  some  extent.  Most  of  those  arrest- 
ed are  held  over  night.  The  village  officials  do  not  make  a  practice  of  caring 
for  lodgers  in  this  lockup.  The  constable  stated  that  only  on  rare  occasions 
one  was  allowed  to  remain. 

RECOMMENDATIONS 

(1)  That  the  window  between  the  hose  room  and  the  lockup  be  brick- 
ed up. 

(2)  That  each  cell  be  provided  with  a  toilet  and  washing  facilities. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector, 


270  TWENTY-SECOND  ANNUAL  REPORT  OF  THE 

CHAUTAUQUA   COUNTY 

CITY  JAIL— DUNKIRK 

Inspected  August  14,  1916.  J.  A.  Taylor,  mayor;  F.  W.  Guandt,  chief 
of  police.    The  total  police  force  of  the  city  is  sixteen. 

The  population  was  17,870  in  1915. 

This  jail  was  found  in  its  usual  excellent  condition.  The  department 
for  men  consists  of  two  large  rooms,  each  with  three  steel  cages  modemly 
equipped  with  bunks,  toilets  and  wash  basins.  These  rooms  have  con- 
crete floor,  electric  light,  and  one  has  a  shower  bath.  One  room  is  used 
for  prisoners  and  one  for  lodgers.    Both  are  well  lighted  and  ventilated. 

The  women's  jail  also  has  three  rooms,  but  there  are  so  few  women 
prisoners  that  two  of  the  rooms  are  now  used  for  other  purposes,  but  are 
available  any  time  if  needed  for  women  or  children.  The  city  nurse  acts 
as  matron  when  there  are  women  or  girls  in  custody. 

The  janitor  takes  care  of  the  jail.  It  is  hosed  out  and  disinfected 
every  second  day,  and  was  clean. 

The  number  of  arrests  in  1915  was  833  males  and  32  females.  About 
eighty  per  cent,  of  the  males  and  two  per  cent,  of  the  females  were  held 
over  night,  the  Chief  stated.  Among  those  arrested  were  about  150  juven- 
iles. When  in  custody  these  were  kept  in  the  department  for  women. 
Very  few  of  them  were  locked  up  at  all.  They  are  usually  brought  in  dur- 
ing the  day  time  when  the  court  is  in  session  and  their  cases  disposed  of 
at  once.    Court  is  held  every  morning  and  again  in  the  afternoon. 

There  were  4,715  lodgers  cared  for  in  1915.  These  were  not  arrested 
or  taken  to  court. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


CITY  JAIL— JAMESTOWN 

CHAUTAUQUA   COUNTY 

Inspected  July  29,  1916.  Samuel  A.  Carlson,  mayor;  Captain  Thomas 
E.  Reede,  acting  chief  of  police.    The  total  force  of  the  city  is  32. 

The  population  of  Jamestown  is  about  40,000. 

The  number  of  arrests  during  the  year  ending  February  29,  1916  was 
1,654 ;  of  these,  52  were  women  and  about  25  children. 

The  jail  for  men  has  twelve  cells  and  the  Chief  stated  that  it  was 
very  unusual  to  have  more  than  twelve  prisoners  in  custody  at  the  same 
time.  The  arrests  ranged  from  one  to  twelve  dally.  While  the  jail  for  men 
is  fairly  adequate  and  has  good  care,  it  lacks  sunlight. 

The  number  of  lodgers  cared  for  during  the  year  above  mentioned  was 
2,479,  an  average  of  ten  a  night  during  cold  weather.  They  are  no  longer 
housed  in  the  men's  jail.  Since  the  last  inspection  a  section  of  the  boiler 
room  has  been  partitioned  off  for  lodgers  and  equipped  with  fourteen  wooden 
bunks,  a  toilet  and  stationary  wash  basin.  All  lodgers  were  kept  in  these 
quarters  last  winter,  and  that  cause  of  criticism  remedied. 

The  women's  department  remains  the  same  as  at  the  time  of  my  last 
inspection.  As  there  are  seldom  more  than  one  or  two  women  in  custody 
at  a  time,  thoy  are  not  kept  in  the  cells,  but  allowed  to  occupy  and 
sleep  in  the  larire  room  in  front  of  the  cells.  This  department  still*  lacks 
a  separate  place  for  children  and  a  matron's  room.  On  the  day  of  Inspec- 
tion there  was  in  custody  a  boy  thirteen  years  of  age  awaiting  transjxjrta- 
tion  to  Industry.  This  was  on  Saturday.  He  had  been  committed  on  the 
day  before  and  was  likely  to  remain  until  Monday.  As  there  was  no 
woman  in  custwly,  he  was  kept  in  the  large  room  for  women  above  men- 
tioned. 
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No  definite  action  has  been  taken  to  provide  a  new  city  jail  for  James- 
town. No  appropriation  lias  been  voted  for  such  purpose.  As  a  partial 
relief  for  the  existing  undesirable  conditions  of  the  department  for  women 
and  children  until  the  construction  of  a  new  jail,  I  make  the  follofwlng  re- 
commendations : 

There  are  two  small  rooms  adjacent  to  the  women's  department,  each 
about  eight  feet  square  and  a  hall  way  about  four  feet  wide  between  them. 
This  hall  way  has  a  door  into  the  women's  room,  and  an  outside  door  with 
a  large  panel,  and  a  door  into  each  of  the  small  rooms.  These  rooms  and 
hall  way  are  not  now  in  use  but  could  easily  be  fitted  up  and  added  to  the 
department  for  women  and  children.  One  of  these  rooms  has  a  large  outside 
window.  The  opening  into  the  men's  jail  from  this  room  should  be  bricked 
up  and  a  new  large  barred  window  installed  in  the  other  one.  Each  room 
should  be  furnished  with  a  cot  and  necessary  toilet  facilities.  One  of  these 
rooms  could  be  used  for  women  or  children  as  occasion  might  require,  and 
the  other  by  the  matron.  Many  of  the  women  arrested  are  brought  in  at 
night,  and  a  matron  who  is  not  at  the  police  station  at  night  to  take 
charge  of  women,  girls  and  children  on  their  arrival  is  not  of  much  use. 
While  the  use  of  these  rooms  as  indicated  would  not  make  the  women's 
department  ideal,  it  would  greatly  improve  the  present  condition.  These 
vacant  rooms  are  right  at  hand  and  could  be  fitted  up  at  once  and  used 
until  the  new  jail  materializes.  Their  use  would  enable  the  matron  to  be 
at  the  jail  at  night  and  perform  the  duties  which  the  law  contemplates  and 
decency  requires.  I  therefore  recommend  the  immediate  use  of  these  rooms 
or  that  some  other  suitable  provision  be  made  for  the  matron,  and  additional 
quarters  be  provided  for  women  and  children. 


Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TOWN  LOCKUP— PORTLAND 

CHAUTAUQUA  COUNTY 

Inspected  August  14,  1916.  Geo.  R.  Pettit,  supervisor,  Brocton;  N.  M. 
Smith,  resident  justice. 

The  population  of  the  village  of  Portland  is  about  350.  The  population 
of  Brocton  in  the  same  town  is  about  1,300.  The  lockup  at  Brocton  was 
closed  by  order  of  the  State  Commission  of  Prisons  and  I  was  informed 
that  its  police  prisoners  are  taken  to  the  county  jail  at  Mayville.  The 
negotiations  to  have  Brocton  join  in  building  a  new  joint  lockup  failed,  and 
the  conditions  described  in  the  rei)orts  of  inspection  June  5.  1914  and  May 
21,  1915  still  obtain. 

The  justice's  docket  showed  24  arrests  from  July  1,  1915  to  date  of  in- 
spection, five  of  whom  were  held  in  the  lockup  all  night.  The  officer  stays 
in  the  lockup  when  it  is  occupied  at  night.  There  is  a  cot  for  him  in  the 
front  part  of  the  room. 

BECOM  MENDATION  S 

This  town  should  have  a  new  modem  lockup,  preferably  at  Brocton 
where  there  are  both  public  water  and  sewers.  As  the  town  now  owns  the 
cages  the  only  expense  would  be  the  erection  of  a  small  fireproof  building 
and  the  necessary  plumbing.  This  would  be  not  only  a  public  convenience 
but  a  public  economy,  as  it  would  stop  the  expense  of  conveying  police  pris- 
oners to  Mayville,  and  of  paying  officers  for  staying  in  the  lockup  at  night. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 
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CHEMUNG   COUNTY 

CITY  JAIL— ELMIRA 

Inspected  November  1,  1916.  Henry  M.  Hoflfman,  mayor;  Elvin  Weav- 
er, chief  of  police.    The  total  police  force  of  the  city  is  51. 

The  population  of  Mmira  is  about  43,000. 

The  men's  jail  is  located  in  the  basement  of  the  municipal  building. 
It  consists  of  two  departments,  one  of  twelve  cells  and  one  of  three. 
These  were  fully  described  in  my  report  of  November  8,  1915,  and  continue 
in  practically  the  same  condition. 

The  women's  jail  is  oai  the  second  floor  and  is  in  charge  of  the  matron 
who  lives  in  some  rooms  adjacent.  She  furnishes  meals  to  the  women 
prisoners  and  also  to  the  men  prisoners  when  necessary.  The  jail  of  this 
department  consists  of  five  steed  cells,  each  4  ft.  6  in.  x  8  ft.  x  7  ft.  high, 
with  open  tops  and  fronts  and  a  bunk  and  toilet  in  each.  They  are  placed 
in  a  small  room  with  a  narrow  corridor  in  front  and  a  window  at  the  end 
of  the  corridor.  There  is  also  a  stationary  wash  basin  In  the  corridor. 
All  women  and  juveniles  detained  by  the  police  are  kept  in  these  cells. 
During  the  present  year  to  date  of  inspection  there  had  been  120  arrests  of 
females  and  90  juveniles.  These  figures  do  not  include  lost  children  which 
average  about  three  a  month  who  are  cared  for  by  the  matron  nor  witnesses 
held  by  the  police.  At  one  time  during  the  past  year,  there  were  five  girls 
held  as  witnesses  for  several  weeks.  There  is  also  in  this  department  a 
nursery  where  lost  children  are  kept  and  it  is  used  in  part  for  witnesses. 
This  department  is  entirely  inadequate  for  a  city  the  size  of  Elmira. 

IMPROVEMENTS 

Since  the  last  inspection  an  electric  fan  has  been  installed  in  one  of  the 
windows  in  the  principal  jail  for  men,  affording  for  this  department  a  forced 
ventilation  which  is  very  commendable.  The  chief  stated  that  usually  the 
prisoners  arrested  during  the  day  are  placed  in  the  cells  facing  the  win- 
dows, and  those  arrested  at  night  are  placed  in  the  cells  on  the  other  side 
which  face  a  blank  wall. 

A  good  many  lodgers  are  housed  in  this  city.  They  occupy  a  room  at 
the  county  jail  under  the  jurisdiction  of  the  podice  of  the  city. 

The  following  table  is  of  interest,  showing  the  monthly  work  of  the 
IwJice  department  for  the  year  1916  to  date : 

Arrests 
Male  Female     Juv'les.      Ldgrra. 

January    208  16  6  206 

February    203  9  4  191 

March   187  14  2  198 

April    259  9  12  174 

May   326  12  9  69 

June 252  11  13  39 

July  365  14  8  19 

August 302  10  5  22 

September    319  12  15  42 

October 453  13  16  83 

Total 2,874  120  90       1.043 

Lodgers  who  are  in  custody  before  eight  o'clock  in  the  evening  get 
supper  and  all  lodgers  are  given  breakfast, 

RECOM  MEND  ATIONS 

(1)  A  separate  room  should  bo  provided  for  the  housing  of  male  juv- 
eniles. Most  of  the  juveniles  arrested  are  males,  many  Just  under  sixteen, 
too  old  to  be  confined  in  the  same  room  with  i^irls  and  women, 

(2)  The  window  in  the  corridor  of  the  women's  department  should 
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be  barred  so  that  women  and  girls  in  custody,  especially  over  Sunday, 
could  be  permitted  to  exercise  in  tbe  corridor.  This  recommendation  should 
receive  the  immediate  attention  of  the  city  authorities. 

(3)     More  ample  provision  should  be  made  for  the  housing  of  female 
witnesses. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— ELMIRA  HEIGHTS 

CHEMUNG  COUNTY 

Inspected  July  22,  1916.  The  village  of  ELmira  Heights  had  a  popula- 
tion of  3,154  in  1915. 

The  lockup  remains  in  practically  the  same  condition  as  at  the  time 
of  the  last  inspection,  May  20,  1915,  except  that  the  walls  have  been  paint- 
ed. It  was  clean  and  evidently  has  good  care.  The  lockup  is  located  in 
a  good-sized  room  in  the  basement  of  the  fire  department  building  and  has 
one  steel  cage  with  two  bunks.  There  is  a  faucet  with  running  water  over 
a  drain  in  the  room  but  no  toilet  facilities.  Prisoners  are  given  access 
to  a  toilet  in  an  adjoining  room.  It  is  stated  that  the  drainage  of  the 
building  is  such  that  it  would  not  be  feasible  to  put  a  toilet  in  the  cell. 
During  the  winter  lodgers  are  permitted  to  sleep  in  the  room.  Women  are 
seldom  arrested  and  if  taken  in  custody  are  sent  to  the  county  jail  at 
Elmira,  a  few  miles  distant. 

Respectfully  submitted, 

(Sicnied)     JOHN  F.  TREMAIN, 

Secreto/ry, 


VILLAGE  LOCKUP— HORSEHEADS 

CHEMUNG  COUNTY 

Inspected  July  22,  1916.  O.  D.  Eisenhart,  village  president;  H.  B. 
Jones,  chief  of  police. 

The  population  of  the  village  of  Horseheads  was  1,949  in  1915. 

The  village  recently  completed  a  new  lockup  in  a  room  in  the  rear 
of  the  first  floor  of  the  village  hall,  a  brick  building,  on  plans  approved 
by  the  State  Commission  of  Prisons.  The  room  is  10  ft.  wide,  16  ft.  5  in. 
long,  and  11  ft.  8  in.  high,  and  contains  one  large  window  3  ft.  x  5  ft.  6  in., 
and  an  outside  door  adjacent  to  the  window  with  a  sash  2  ft.  2  in.  x  2  ft. 
S  in.  Both  are  barred.  There  is  also  a  transom  over  the  door.  The  walls 
and  ceiling  are  metal  covered  and  the  floor  is  concrete.  Two  cells,  5  ft. 
X  7  ft.  X  7  ft.,  face  the  window.  The  sides  and  back  are  solid  plate,  the 
tops  perforated  plate,  and  the  fronts  of  open  bars  %  in.  in  diametei*  placed 
on  4^  in.  centers.  Each  cell  is  equipped  with  a  toilet,  lavatory,  bunk,  and 
bedding.  The  cells  are  set  forward  from  the  rear  wall,  leaving  a  utility 
corridor  with  an  entrance  from  a  hallway  leading  to  the  engine  room  which 
occupies  the  front  portion  of  the  building.  The  lockup  is  heated  by  steam 
and  lighted  by  electricity,  and  has  ample  means  of  ventilation. 

The  number  of  arrests  averages  about  eight  a  month.  Women  are 
seldom  arrested  and  in  that  event,  it  is  stated,  the  offender  would  be  taken 
to  the  county  jail  at  Elmira  with  which  the  village  has  frequent  electric 
car  service.  The  new  lockup  is  a  credit  to  the  village.  The  old  town  lock- 
up will  be  hereafter  used  as  a  lodging  house  and  the  village  will  permit  the 
town  to  use  the  new  lockup. 

Respectfully  submitted. 

(Signed)     JOHN   F.   TREMAIX. 

Secretaru. 
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CHENANGO  COUNTY 

VILLAGE  LOCKUP— BAINBRIDGE 

Inspected  July  25,  1916. 

This  lockup  is  located  in  the  basement  of  the  municipal  building  and 
is  used  both  by  the  town  and  village.  A  room  of  fireproof  material  in  one 
corner  of  the  basement  is  equipped  with  two  steel  cells,  one  of  which  has 
a  toilet.  There  is  a  sink  with  running  water  in  the  room.  Few  arrests  are 
made  and  it  is  seldom  necessary  to  use  more  than  one  cell.  There  is  one 
window  in  the  lockup  which  is  heated  by  steam  and  lighted  by  electricity. 

It  is  stated  that  occasionally  a  woman  is  arrested,  but  there  is  no  sep- 
arate place  of  detention  provided.  A  woman  should  not  be  placed  in  this 
lockup  when  it  is  occupied  by  a  man.     She  should  be  detained  elsewhere. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN, 

Secretary. 

CITY  JAIL— NORWICH 

CHENANGO   COUNTY 

Inspected  September  21,  1916.  George  W^  Brooks,  mayor  and  chief  of 
police,  assisted  by  five  police  officers,  two  of  whom  are  on  duty  during  the 
day  and  three  at  night. 

Norwich  has  a  population  of  about  8,500. 

The  police  headquarters  and  city  jail  are  on  the  first  floor  of  the  Mu- 
nicipal building,  located  near  the  D.  L.  &  W.  railroad  station.  The  jail  con- 
sists of  a  single  room,  about  25  x  30  feet  in  size,  with  five  large  windows, 
concrete  floor,  metal  ceiling,  electric  light,  and  steam  heat. 

There  is  one  long  steel  cage,  with  open  front  and  top  of  square  bars 
sot  on  4  inch  centers,  containing  four  steel  bunks  covered  with  canvas. 
There  is  a  smaller  cell  with  a  barred  top  and  door,  with  two  bunks  and  a 
hammock.     Each  cell  has  a  toilet  and  lavatory  and  blankets  for  the  bunks. 

The  jail  was  clean,  showing  good  care. 

The  number  of  arrests  averages  about  400  a  year,  about  85  per  cent 
of  whom  are  held  in  the  jail  at  night.  A  few  women  are  arrested,  not 
over  15  a  year  I  was  informed.  If  detained  at  all  they  are  taken  to  the 
county  jail.  No  children  under  16  years  of  age  are  detained  in  the  jail,  but 
are  turned  over  to  the  care  of  the  Humane  Society.  About  100  lodgers 
were  cared  for  during  the  past  winter,  I  was  informed.  They  were  not  ar- 
rested or  taken  to  court.    In  stormy  weather  they  were  given  breakfast. 

RECOMMENDATIONS 

Norwich  should  provide  a  detention  room  for  children,  separate  from 
the  city  jail,  and  the  present  jail  room  should  be  remodeled  to  provide  a 
separate  place  for  women.  Norwich  is  now  a  city  and  should  have  proper 
quarters  for  the  care  of  all  its  police  prisoners.  The  practice  of  housing 
lodgers  in  the  same  room  with  prisoners  is  objectionable.  There  should  be 
a  separate  room  for  them. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


CLINTON    COUNTY 

TOWN  LOCKUP— AUSABLE  FORKS 

Inspected  June  7.  1916. 

This  lockup,  located  in  the  village  on  the  bank  of  the  Ausable  river,  la 
owned  by  la  private  corporation  and  leased  to  tthe  township.      It  is  of  concrete    I 
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construction  and  contains  two  steel  cells,  each  equipped  with  bunk,  mattress, 
blankets,  toilet,  and  stationary  wash  basin.  It  is  heated  and  lighted  by 
electricity.  The  cells  face  two  large  windows  which  afford  light  and  venti- 
lation.   The  lockup  was  in  a  satisfactory  condition. 

Respectfully  submitted, 

(Signed)     FRANK  E.  WADE, 

Commissioner. 
JOHN  F.  TRIMAIN, 

Secretary. 


COLUMBIA    COUNTY 

VILLAGE  LOCKUP— CHATHAM 

Inspected  May  24,  1916.  Charles  M.  Harmon,  village  president ;  George 
E.  Barrows,  village  clerk ;  Eber  H.  Peake,  chief  of  police. 

The  population  of  Chatham  was  2,389  at  the  last  census. 

The  lockup  is  situated  in  the  basement  of  Memorial  Hall  and  consists 
of  a  single  room,  which  was  in  the  same  condition  as  at  the  time  of  the  last 
Inspection  except  that  the  two  outside  windows  in  front  of  the  cells  have 
been  enlarged. 

It  contains  two  steel  cells,  each  5'  x  7'  x  7',  with  open  fronts  and  tops 
of  W'  square  bars  set  on  4"  centers,  with  cross  bars  set  on  12"  centers. 
The  sides  and  rears  are  solid.  There  are  two  bunks  in  each  cell.  There 
is  no  water  in  the  lockup ;  night  buckets  are  used.  The  village  has  public 
water  but  no  sewers.  The  room  has  a  concrete  floor  and  electric  light. 
The  two  windows  in  front  of  the  cells  are  now  3'  x  4',  and  the  window  at 
the  side  is  16"  x  36". 

The  lockup  was  clean. 

The  number  of  arrests  usually  does  not  exceed  twenty-five  a  year,  most 
of  whom  are  held  over  night.    No  lodgers  are  housed. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— KINDERHOOK 

COLUMBIA  COUNTY 

Inspected  May  29,  1916.  James  A.  Reynolds,  village  president ;  Pethule 
Coons,  chief  of  police. 

The  population  of  Kinderhook  was  827  in  1915. 

This  lockup  consists  of  a  small  room  on  the  first  floor  of  the  village 
hall  and  is  in  practically  the  same  condition  as  at  the  time  of  the  last  in- 
spection. The  room  is  8'  x  10'  and  contains  two  steel  cell^,  4'  x 
T  X  T,  with  open  fronts  and  tops,  the  rest  solid.  The  openings  consist  of 
H"  square  bars  set  on  4"  centers  with  cross  bars  set  on  12"  centers.  There 
Is  one  steel  bunk  in  each  cell. 

The  room  is  entirely  too  small  for  a  lockup.  It  has  an  outside  door, 
but  this  is  closed  by  the  rear  of  the  cells.  There  is  no  outside  window. 
There  is  a  window  opening  into  an  adjacent  room  in  the  building  near  an 
outside  window  in  this  room.  The  floor  of  the  cells  is  metal,  and  that  of 
the  3-foot  corridor  in  front  of  the  cells  is  concrete. 

The  lockup  has  steam  heat  and  there  is  an  electric  light  near  the  en- 
trance door  in  the  room  in  front.  It  was  very  dusty  and  needed  cleaning. 
The  janitor  excused  this  condition  by  saying  it  was  scarcely  ever  used. 
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It  is  deficient  in  sunlight  and  ventilation.  Either  this  room  should  be 
enlarged  and  the  cells  made  to  face  an  outside  window  or  the  cells  should 
be  placed  in  some  other  room  where  there  would  be  more  sunlight  and 
better  ventilation. 

This  lockup  is  not  much  used.  The  village  officer  stated  that  the  num- 
ber of  arrests  usually  does  not  exceed  five  or  six  a  year.  One  of  the  con- 
stables, who  is  also  the  janitor,  remains  in  the  building  when  the  lockup 
is  occupied  by  a  prisoner  whom  he  has  arrested;  the  other  constables  do 
not  remain.  As  the  entire  building  is  wood,  there  should  be  supervision  at 
night  when  the  lockup  is  occupied.  No  lodgers  are  housed  in  the  lockup  but 
are  taken  care  of  in  another  building  by  the  poor  master. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— PHILMONT 

COLUMBIA  COUNTY 

Inspected  May  24,  1916.  H.  O.  WTiite,  village  president;  John  C. 
Decker,  chief  of  police. 

The  population  of  Phihnont  was  2,060  in  1915. 

This  lockup  is  in  practically  the  same  condition  as  at  the  time  of  the 
last  inspection  on  September  15,  1914.  There  are  two  wooden  cells  in  a 
one-story  frame  annex  to  the  fire  house.  The  doors  of  the  cells  are  2'  3" 
wide  and  consist  of  round  iron  bars  set  on  3"  centers.  One  of  the  cells  has 
two  wooden  bunks  and  the  other,  three ;  each  is  furnished  with  a  mattress 
and  some  blankets  which  were  in  good  condition.  The  mattresses  were  new. 
The  officer  stated  that  the  bedding  is  frequently  washed. 

The  heat  is  from  a  coal  stove.  Electric  lights  have  been  installed  since 
the  last  insi)ection,  and  the  wall  behind  the  stove  has  been  covered  with 
asbestos. 

The  lockup  has  one  window,  the  light  from  which  is  seriously  obstructed 
by  a  board  structure  partly  enclosing  the  coal  box.  This  should  be  re- 
moved so  as  to  better  light  the  cells. 

I  was  informed  by  the  village  officer  that  the  number  of  arrests  does 
not  exceed  fifteen  a  year,  most  of  whom  are  held  only  a  few  hours  during 
the  day  and  then  taken  to  the  county  jail  at  Hudson.  The  officer  estimated 
there  were  about  twenty-five  lodgers  last  winter.  They  are  not  locked  up 
or  taken  to  court. 

The  lockup  was  clean  and  showed  good  care.  When  a  prisoner  is 
locked  up  at  night  an  officer  remains  with  him.  This  should  not  be  neg- 
lected on  account  of  the  danger  of  fire. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN. 

Chief  Inspector. 


VILLAGE  LOCKUP— VALATIE 

COLUMBIA  COUNTY 

Inspected  May  29,  1916.  Robert  D.  Richmond,  village  president :  Wil- 
son Miller,  resident  justice. 

The  population  of  Valatie  was  1,410  in  1915. 

During  the  year  1915  there  were  17  persons  arrested,  including  one 
woman,  most  of  whom  w^re  held  over  night,  the  justice  stated.  The  woman 
was  not  placed  in  the  lockup. 
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This  lockup  is  a  one-story  brick  building  with  one  room  14  ft  x  16  ft., 
the  average  height  of  the  ceUin^  being  about  12  ft.  It  has  a  concrete 
floor,  electric  lights,  and  contains  two  steel  cells,  each  6  f t.  x  6  ft.  6  in.  x  7 
ft.  The  cells  have  solid  partitions  and  tops;  the  rest  consists  of  square 
bars  %  in.  in  diameter  set  on  4  in.  centers  with  cross  bars  set  on  12  in. 
centers.  Each  cage  has  a  cot  furnished  with  a  mattress,  pillow,  blanket 
and  comfortable,  which  were  in  good  condition,  and  a  toilet  which  is 
flushed  with  a  hose  from  a  water  tap  in  the  corridor.  The  heat  is  from  a 
coal  stove. 

The  room  was  clean  and  showed  good  care.  It  has  one  window  at  the 
end  of  the  corridor.  In  a  former  report  of  inspection  it  was  recommended 
that  an  additional  window  be  placed  in  the  front  of  the  room  at  a  height 
not  less  than  6  ft.  above  the  floor,  also  that  a  sink  or  wash  basin  be  installed. 
These  recommendations  are  repeated. 

The  arrangement  for  flushing  the  toilets  is  not  satisfactory. 

Respectfully  submitted. 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector: 


CORTLAND    COUNTY 

CITY  JAIL— CORTLAND 

Inspected  November  2,  1916.  L.  G.  Davis,  mayor;  Fred  Bowker,  chief 
of  police,  assisted  by  one  captain  and  five  patrolmen. 

The  population  of  the  city  of  Cortland  is  about  14,000. 

This  jail  has  two  departments;  the  one  for  men  is  on  the  first  floor 
in  the  rear  section  of  the  municipal  building.  It  is  metal  lined  throughout, 
has  steam  heat,  concrete  floor,  four  outside  windows,  electric  lights. 
There  are  three  steel  cages,  each  having  a  steel  bunk 
furnished  with  a  mattress  with  a  waterproof  cover,  a  toilet  with  a  good 
flush,  and  faucet  for  drinking  and  washing  purposes.  There  is  also  a 
bunk  in  the  corridor,  placed  low  down  for  special  use  of  intoxicated  men 
who  might  be  injured  from  rolling  off. 

There  is  a  women's  jail  on  the  second  floor  directly  over  that  of  the 
men  and  is  the  same  size.  It  has  two  cot  beds,  an  enclosed  toilet,  sink 
with  faucet,  electric  lights,  and  steam  heat.  As  this  city  has  no  matron, 
women  are  not  detained  in  the  station  house  but  taken  directly  to  the 
county  jail  across  the  street.  The  women's  jail  is  used  for  juveniles.  Both 
rooms  were  clean,  showing  good  care. 

The  number  of  arrests  from  Jnauary  1,  1916,  to  date  of  inspection 
was  425  adult  males,  18  females,  and  12  juveniles,  practically  all  of  whom 
were  held  over  night  for  morning  court,  the  women  being  detained  in  the 
county  jail  as  stated.  There  were  at  the  same  time  about  100  lodgers 
housed. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— HOMER 

CORTLAND  COUNTY 

Inspected  November  2,  1916.    A.  W.  Gibbs,  village  president;  Adelbert 
Carson,  chief  of  police. 

The  population  of  the  village  of  Homer  is  about  3,000. 

The  lockup  consists  of  a  room  on  the  first  floor  of  the  town  hall,  a 
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building  supposed  to  be  fireproof.  The  room  Is  12  ft.  x  16  ft.,  has  concrete 
floor,  a  large  outside  window,  electric  lights,  steam  heat,  and  a  coal  stove 
to  be  used  when  necessary. 

There  are  three  steel  cages  with  open  fronts  of  round  bars  set  on  four- 
inch  centers.  Two  of  the  cells  have  one  steel  bunk  in  each,  and  the  other 
one  has  two  bunks.  The  bunks  are  provided  with  mattresses  and  bedding. 
Each  cell  has  a  toilet.  The  only  washing  and  drinking  water  is  in  a  near- 
by room  on  the  same  floor. 

The  lockup  is  in  the  care  of  the  janitor  of  the  building  and  was  clean. 
Adjacent  to  the  lockup  is  the  village  police  court  room. 

I  was  informed  that  the  number  of  arrests  last  year  would  not  exceed 
eight,  part  of  whom  were  held  in  the  lockup  over  night.  There  are  three 
justices  resident  in  the  village  and  it  is  usually  possible  for  a  prisoner  to  get 
a  hearing  on  the  day  of  arrest.  An  officer  remains  in  the  building  at  night 
whenever  the  lockup  is  occupied. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector, 


VILLAGE  LOCKUP— MARATHON 

CORTLAND  COUNTY 

Inspected  November  3,  1916.  S.  B.  Jamison,  village  president;  E.  E. 
Laird,  chief  of  police. 

The  population  of  Marathon  is  about  1,000. 

This  lockup  is  practically  in  the  same  condition  as  at  the  time  of  the 
last  inspection  September  5,  1914.  It  consists  of  one  steel  cage  on  the  first 
floor  of  the  village  hall.  This  cage  is  furnished  with  one  bunk  with  wire 
springs  and  several  blankets  in  fairly  good  condition.  The  rest  of  the 
room  is  occupied  as  a  storage  room  of  the  village  fire  apparatus  and  is  al- 
ways warm.  The  heat  is  kept  in  the  furnace  regardless  of  whether  the 
lockup  is  occupied  or  not.  Tlie  room  has  electric  light.  The  village  has 
public  water  and  this  building  is  connected  with  the  main  sewer.  There  is 
a  faucet  over  a  slop  sink  in  the  room.    There  is  no  water  in  the  cell. 

The  lockup  has  no  supervision  at  night.  Very  few  arrests  are  made. 
There  were  six  during  the  past  year,  I  was  informed,  three  of  whom  were 
held  in  the  lockup  all  night.  There  were  also  about  the  same  number  of 
lodgers.  These  were  not  arrested.  The  lockup  is  in  the  care  of  the  janitor 
of  the  building. 

RECOMMENDATIONS 

(1)  A  watchman  should  be  employed  to  remain  in  the  building  at 
night  when  a  prisoner  is  in  the  cell.  It  is  a  wooden  building  with  a  wooden 
Interior  and  if  the  building  should  burn  at  night  a  prisoner  locked  in  the 
cell  would  certainly  perish.  This  should  be  provided  against  as  above 
stated. 

(2)  It  would  be  a  desirable  Improvement  to  Install  a  toilet  and  drink- 
ing and  washing  facilities  in  the  cell  as  is  now  done  in  all  modern  lockups. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


DELAWARE  COUNTY 


VILLAGE  LOCKUP— HANCOCK 


Inspected  September  20,  1916.    F.  W.  Lakln,  village  president ;  Nathan 
Tanner,  chief  of  police ;  F.  A.  Taylor,  village  clerk. 
The  population  of  Hancock  Is  about  1,350. 
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This  village  has  a  new  lockup.  In  my  report  of  September  22,  1915, 
I  stated :  "The  addition  containing  the  lockup  should  be  torn  down  and  a 
lockup  constructed  of  brick  or  concrete  erected  in  its  place,  with  a  fire  wall 
between  it  and  the  front  end  of  the  building."  This  has  been  done.  In 
fact,  the  entire  building  was  taken  down  and  a  new  one  constructed.  The 
main  hose  room  is  in  a  two-story  frame  building,  and  the  lockup  is  a  fire- 
proof one-story  addition  in  tlie  rear.  The  building  is  owned  by  one  of  the 
village  hose  companies  and  the  village  rents  the  lockup  and  the  court  room 
from  the  company. 

The  lockup  addition  is  about  13  ft.  x  16  ft.  in  size.  Its  walls,  founda- 
tions and  floor  are  concrete,  the  ceiling  and  roof  metal.  It  has  a  fireproof 
entrance  door,  and  three  outside  windows,  each  2  ft.  x  4  ft.  4  in.  Two  of 
the  windows  are  in  front  of  the  cages  and  one  at  the  end  of  the  corridor  in 
the  rear  wall.  They  have  Florentine  glass  and  a  heavy  wire  grating  on  the 
outside.  The  lockup  is  lighted  by  electricity  and  heated  by  the  hot  air 
furnace  in  the  cellar  of  the  main  building. 

There  are  two  good  steel  cages,  the  same  ones  used  in  the  old  lockup. 
They  are  each  4  ft.  6  in  x  6  ft.  6  in.  x  6  ft.  6  in.,  open  on  all  sides  except 
the  partition.  The  bars  are  1^  inches  wide  set  on  6-inch  centers  both 
ways.  Each  cage  has  two  steel  folding  bunks  furnished  with  new  mattresses 
and  bedding,  in  excellent  condition.  In  fact,  the  lockup  has  not  been  used 
since  its  completion  about  a  month  ago.  Each  cage  is  provided  with  a  new 
one  piece  vitreous  toilet  with  a  tank  flush  operated  by  a  chain  and  there 
is  a  stationary  wash  basin  in  the  corridor.  The  cages  are  yet  to  receive  a 
new  coat  of  paint. 

It  is  very  seldom  that  any  one  is  arrested  In  the  village.  Most  of  the 
occupants  of  the  lockup  are  train  riders  arrested  m  the  town  outside  of  the 
village.  It  is  expected  that  the  town  will  join  in  the  rental  and  use  of  thia 
lockup. 

The  plans  and  specifications  were  sent  to  the  State  Commission  of 
Prisons  last  winter  for  approval.  The  plans  were  sent  back  with  sugges- 
tions for  changes  with  the  request  that  they  be  then  returned  to  the  Com- 
mission. While  the  changes  suggested  were  adopted  in  the  construction, 
the  amended  plans  were  not  returned  for  the  approval  of  the  Commission. 

However,  the  lockup  as  constructed  is  a  very  good  one  and  conforms 
to  the  recommendations  made  in  former  reports  which  were  approved  by  the 
Commission.  The  village  has  a  new  president  and  no  one  seemed  to  know 
why  the  amended  plans  were  not  returned  for  approval. 

Respectfully  submitted. 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— SIDNEY 

DELAWABE    COUNTY 

Inspected  May  5.  1916.  WUliam  Klrby,  village  president;  W.  R. 
Dickinson,  chief  of  police. 

The  i)opulation  of  Sidney  is  about  2,600. 

This  lockup  is  in  the  same  condition  as  at  the  time  of  my  last  in- 
sr)ection.  Since  September  27,  1915,  the  number  of  persons  arrested  in  this 
village  has  been  about  23 — 17  by  the  chief  and  6  by  others — most  of  whom 
were  held  in  the  lockup  over  night.  Seldom  more  than  one  at  a  time  has 
been  arrested,  but  occasionally  there  have  been  two.  A  good  many  lodgers 
have  been  housed — 272  since  September  27th  last.  They  are  not  permitted 
In  the  cells  but  sleep  either  on  the  floor  or  on  some  mattresses  on  top  of 
the  cells. 

There  is  one  large  outside  window  and  a  glass  panel  in  the  outside 
ioor.    There  are  two  entrances  to  the  lockup,  one  from  the  Justice's  court 
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room  and  one  from  outside.    It  is  heated  by  steam  and  lighted  by  electricity. 

Each  cell  has  a  toilet  and  steel  bunk  with  good  bedding.  The  floor 
is  concrete.  There  is  a  separate  room  for  women,  with  cot  bed,  toilet,  and 
stationary  wash  basin.  There  is  a  transom  over  the  door  leading  to  the 
court  room  and  a  window  opening  into  the  hose  room  in  the  rear.  Both 
the  court  room  and  the  hose  room  have  several  large  outside  windows,  so 
that  the  ventilation  is  very  good. 

The  room  used  by  the  men  should  be  furnished  with  a  stationary  wash 
basin  and  the  ventilation  should  be  improved.  During  cold  weather  it  is 
impossible  to  leave  either  the  window  or  the  transom  over  the  door  open,  as 
the  lodgers  and  prisoners  have  to  sleep  very  close  to  these  openings,  with 
the  result  that  when  it  is  occupied  by  several  persons  during  the  night  the 
air  becomes  stifling.  This  could  be  remedied  by  putting  a  transom  over  the 
door  leading  to  the  justice's  court  room  or  a  small  window  in  that  wall, 
and  also  a  window  in  the  rear  wall  opening  into  the  hose  room.  As  these 
rooms  are  large  and  can  be  well  ventilated,  this  would  cause  a  current  of 
air  to  pass  through  the  lockup  and  give  it  reasonable  ventilation,  which 
should  be  done  without  delay. 

It  is  also  recommended  that  some  other  quarters  be  found  for  the 
care  of  lodgers;  until  this  is  done  the  ventilation  proposed  is  extremelj 
urgent. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector, 


VILLAGE  LOCKUP— STAMFORD 

DELAWARE  COUNTY 

Inspected  May  4,  1916.  Dr.  S.  E.  Churchill,  village  president;  C.  B. 
Grant,  chief  of  police. 

The  population  of  Stamford  is  about  1,000  in  winter  and  increases  to 
about  4,000  during  the  summer  season. 

The  lockup  is  in  a  back  room  on  the  first  floor  of  the  fire  department 
building,  which  is  a  substantial  brick  structure,  also  occupied  by  the  post 
oflice,  court  room,  village  offices,  and  the  fire  department.  The  room  Is 
about  10  ft.  X  16  ft.,  with  an  11  ft.  ceiling.  It  has  electric  light  and  hot 
air  heat.  The  two  outside  walls  are  brick,  but  the  interior  partitions,  the 
floor,  and  the  ceiling  are  all  hard  pine.  There  are  two  large  outside  win- 
dows. 

The  room  has  two  steel  cages,  open  on  all  sides  and  the  top  with  solid 
partitions  between.  Each  cage  has  one  steel  bunk  and  a  mattress  and 
some  bedding  which  was  in  good  condition. 

The  lockup  has  no  water.  The  village  has  both  water  and  sewer  sys- 
tems. There  is  a  sink  with  cold  water  faucet  in  the  adjoining  room.  Them 
is  an  electric  light  in  the  hose  room  just  outside  the  lockup  door. 

The  lockup  is  not  much  used.  It  was  occupied  only  three  times  during 
the  past  year — ^twice  by  lodgers  and  once  by  a  prisoner  who  was  locked  up 
about  three  hours  during  the  day  to  sober  up.  An  officer  remains  in  the 
])uilding  when  the  lockup  is  occupied.  Night  buckets  have  to  be  used. 
The  installation  of  a  toilet  and  wash  basin  in  at  least  one  of  the  cells  is 
recommended.  It  scarcely  ever  happens  that  more  than  one  of  the  cells 
is  occupied  and  the  installation  of  a  toilet  and  wash  basin  would  do  away 
with  the  night  buckets. 

Two  of  the  recommendations  made  at  the  time  of  my  last  inspection  on 
August  26,  1914,  have  been  complied  with,  viz.,  the  firemen's  locker  and 
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some  rubbish  of  the  fire  department  in  the  lockup  have  been  removed,  so 
that  now  there  is  nothing  in  the  lockup  except  the  cages;  the  windows 
have  been  barred. 

The  only  recommendation  not  complied  with  was  the  installation  of 
water  as  above  set  forth. 

Respectfully  submitted. 

(Signed)     GEORGE  McLAUGHLIN, 

Chief    Inspector. 


VILLAGE  LOCKUP— WALTON 

DELAWARE  COUNTY 

Inspected  May  5, 1916.  George  E  Davis,  village  president ;  W.  A.  Soper, 
chief  of  police.  The  business  men  of  the  village  also  employ  a  night 
watchman  who  is  an  officer. 

This  is  a  comparatively  new  lockup,  consisting  of  a  detached  one-story 
brick  fireproof  building.  There  are  two  departments,  one  for  males  and  one 
for  females.  So  far  as  I  could  learn  no  women  have  ever  been  detained 
In  the  lockup. 

The  lockup  was  in  good  condition  except  that  the  plumbing  was  leaking 
so  that  the  water  had  to  be  turned  off.     It  should  be  repaired. 

The  number  of  arrests  averages  from  twelve  to  fifteen  a  year,  many 
'jt  whom  are  held  over  night. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief   Inspector. 


DUTCHESS  COUNTY 

TOWN  LOCKUP—  AMENIA 

Inspected  September  21,  1916. 

Amenia  is  not  an  incorporated  village  and  has  a  population  of  about 
900.  I  visited  this  place  in  response  to  a  request  from  the  town  super- 
visor, and  conferred  with  him  concerning  a  new  or  improved  lockup. 
At  the  time  the  old  lockup  was  last  inspected  in  1912,  the  officials  reported 
it  abandoned  because  it  was  considered  unfit.  Prisoners  have  since  been 
taken  direct  to  the  county  jail  at  Poughkeepsie  or  detained  in  the  lockup 
ot  the  neighboring  \dllage  of  Millerton. 

The  supervisor  stated  that  the  number  of  persons  under  arrest  where 
deiention  is  actually  required  does  not  exceed  six  or  eight  a  year. 

The  town  authorities  have  been  considering  different  propositions  in 
the  way  of  fitting  up  a  satisfactory  lockup  and  concluded  that  by  enlarging 
the  old  one,  replacing  the  present  brick  cells  with  steel  cages  and  providing 
for  sufficient  light  and  ventilation  the  objections  to  the  present  one  would  be 
largely  overcome.  The  present  lockup  is  conveniently  located  with  respect 
to  the  main  street  in  the  central  part  of  the  hamlet.  It  is  of  brick  con- 
struction and  situated  in  the  rear  of  other  buildings  some  of  them  brick 
and  some  frame  structures.  The  lockup  is  to  be  heated  with  a  coal  stove, 
lighted  with  a  lamp  or  lantern.  The  place  does  not  afford  electric  lights 
or  sewerage  system.  There  is  a  gravity  water  supply  used  principally  for 
fire  fighting. 

The  town  owns  two  new  steel  cells,  size  4  ft.  4  in.  x  6  ft.  6  in.  x  6  ft. 
6  in.  of  square  bar  construction  with  plate  partition  and  bottoms. 
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Plans  and  specifications  are  to  be  submitted  to  the  Commission  for 
approval.  Considering  the  few  arrests  made  this  lockup,  if  completed  as 
planned,  will  be  fairly  satisfactory  and  similar  to  nearly  all  the  lockups  in 
Dutchess  county. 

Respectfully  submitted, 

{Signed)     CLIFFORD  M.  YOUNG, 

Inspector. 


CITY  JAII^-BEACON 

DUTCHESS   COUNTY 

Inspected  May  12,  1916.  Albert  Frost,  mayor.  Theodore  Moith,  chief 
of  police.  The  police  force  consists  of  eleven  officers  paid  by  the  city  and 
t\^o  appointed  by  the  city  but  paid  by  private  parties. 

The  population  of  Beacon  is  about  10,000. 

This  jail  is  located  in  a  two-story  brick  building  formerly  the  town 
hall,  which  was  purchased  by  the  city  and  is  now  used  for  i)olice  head- 
quarters, police  court  room,  and  city  jail.  The  police  headquarters  and 
jail  for  men  are  on  the  first  floor  and  the  room  for  women  and  children 
on  the  second  floor.  The  women's  room  contains  an  outside  window,  cot 
bed,  toilet,  and  stationary  wash  basin.  There  is  a  double  door,  one  barred 
and  one  of  solid  wood. 

The  department  for  males  is  in  the  rear  of  police  headquarters  and  has 
an  outside  entrance.  There  are  three  steel  cages,  5  ft.  x  6  ft.  6  in.  x  7  ft., 
In  a  room  about  15  ft.  x  18  ft.,  with  an  11  ft.  ceiling.  Each  cell  is  equipped 
with  one  steel  bunk.  Two  windows,  each  3  ft.  x  4  ft.  6  in.,  have  been 
placed  in  the  wall  in  front  of  the  cells;  another  window,  2  ft.  6  in.  x 
3  ft.,  in  the  rear  wall  at  the  side  of  the  cells,  and  a  eash  in  the  outer  door 
the  same  size.  All  windows  are  barred.  There  is  a  sink  with  cold  water 
faucet  and  a  toilet  in  the  room  in  front  of  the  cells. 

The  jail  has  steam  heat,  electric  light,  and  conrete  floor.  The  entire 
Interior  of  this  room,  including  the  steel  work,  was  being  painted  white 
at  the  time  of  inspection;  it  was  intended  to  put  on  a  finishing  coat  of 
enamel.    The  glass  in  the  windows  is  translucent. 

The  number  of  persons  arrested  in  this  city  during  1915  was  268, 
about  100  of  whom  were  held  over  night.  There  are  seldom  as  many  Afl 
three  at  a  time.  The  city  also  has  a  contract  to  care  for  prisoners  arrested 
Ui  the  town  of  Fishkill,  of  whom  there  were  about  ten. 

During  the  early  part  of  the  past  winter  lodgers  were  kept  in  the  old 
lockup  at  the  railroad  station,  but  as  this  was  a  part  of  a  hotel  building 
f  A)m  which  it  i-eceived  its  heat,  and  the  hotel  was  closed  during  the  season, 
cutting  off  the  heat,  the  lodgers  had  to  be  oared  for  in  the  dty  jail.  At  the 
present  time  no  lodgers  are  housed  in  the  jail  and  the  chief  informed  me 
that  the  city  authorities  would  provide  some  other  quarters  for  lodgers 
before  cold  weather. 

The  interior  of  this  building  is  not  fireproof,  but  as  there  is  always 
an  oflicer  at  police  headquarters  it  has  supervision. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief   Inspector. 


TOWN  LOCKUP— DOVER  PLAINS 

DUTCHESS   COUNTY 

Inspected  September  21,  1916. 

This  lockup  remains  the  same  as  described  In  previous  reports.  It 
consists  of  a  one-story  brick  building  with  two  steel  cells  with  open  fronts  of 
square  bars.    Each  cell  has  a  steel  bunk  with  mattress.    There  is  a  full- 


STATE  COMMISSION  OF  PRISONS  283 

sized  window  at  each  end  of  the  corridor.  The  building  is  heated  with  a 
coal  stove.  There  are  no  toilet  facilities,  water  or  electric  lights.  The 
village  has  electric  light  and  water  systems.  The  floor  of  the  lockup  is 
cement,  badly  cracked. 

The  main  objection  to  this  lockup  is  its  location,  which  is  in  a  field  a 
considerable  distance  from  the  central  portion  of  the  town.  It  should  be 
more  accessible  and  furnished  with  the  village  water  and  electric  light. 
The  number  of  arrests  averages  about  25  per  year. 

Respectfully  submitted, 

(Signed)     CLIFFORD  M.  YOUNG, 

Inspector. 


VILLAGE  LOCKUP— FISHKILL 

DUTCHESS   COUNTY 

Inspected  May  12,  1916.    James  Massey,  president  and  chief  of  police. 

The  population  of  Fishkill  is  about  500. 

The  lockup  consists  of  one  steel  cage  in  the  basement  of  the  village 
hall,  a  wooden  building.  It  is  exclusively  a  village  lockup,  as  the  town  of 
Mshkill  outside  of  the  village  sends  its  prisoners  to  the  Beacon  city  jail. 

The  lockup  is  lighted  by  electricity  and  heated  by  a  coal  stove.  The 
only  water  is  on  the  upper  floor. 

The  cell  has  two  steel  bunks  and  there  were  three  good  blankets.  The 
blankets  needed  airing  and  the  floor  sweeping.  The  interior  of  the  lockup 
presented  a  somewhat  neglected  appearance. 

The  number  of  prisoners  held  in  the  lockup  for  the  year  was  about  fif- 
teen, as  nearly  as  I  could  ascertain,  most  of  whom  were  held  over  night. 

The  village  has  arranged  so  that  either  an  oflScer  or  a  watchman  re- 
mains in  the  building  when  any  person  is  detained,  on  account  of  the 
danger  from  fire.    The  village  has  water  but  no  sewers. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector, 


VILLAGE  LOCKUP— MILLBROOK 

DUTCHESS   COUNTY 

Inspected  September  21,  1916. 

This  lockup  consists  of  a  one-story  brick  building  located  in  a  field  and 
is  entirely  detached.  There  are  three  latticed  steel  cells  on  smooth  cement 
floor,  and  the  building  is  well  lighted  and  ventilated.  The  cells  are  fur- 
nished with  steel  bunks,  mattresses  and  blankets.  The  room  is  heated 
with  a  coal  stove  and  lighted  by  gas.  The  village  has  no  water  system  nor 
sewerage  and  consequently  the  lockup  has  no  toilets  or  running  water. 
The  lockup  was  clean  and  aside  from  the  lack  of  toilet  facilities  it  is  fairly 
satisfactory  for  the  small  number  of  arrests  made,  which  averages  from  ten 
to  twenty  a  year. 

Respectfully  submitted, 

(Signed)     CLIFFORD  M.  YOUNG, 

Inspector^ 


VILLAGE  LOCKUP— MILLERTON 

DUTCHESS   COUNTY 

Inspected  September  21,  1916. 

The  population  of  Millerton  is  about  900. 
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The  lockup  has  been  fully  described  in  previous  reports.  Briefly,  It 
is  situated  in  a  field  a  considerable  distance  from  other  buildings,  and 
consists  of  a  one-story  brick  structure  provided  with  three  latticed  steel 
cells,  size  4  ft.  4  in.  x  6  ft.  6  in.  x  6  ft.  6  in.  Sunlight  and  ventilation 
is  by  means  of  two  good  sized  windows  which  were  installed  last  year  and 
there  is  also  a  ventilator  over  the  cells.  The  interior  of  the  lockup  in- 
cluding the  cells  was  well  painted  and  in  a  clean  condition.  The  cell  bunks 
v/ere  supplied  with  good  bedding.  The  lockup  is  heated  with  a  coal  stove 
but  there  are  no  electric  lights  or  toilet  facilities.  The  village  has  electric 
light  and  a  water  system.  It  is  respectfully  recommended  that  the  same 
be  extended  to  the  lockup,  and  if  possible  a  sanitary  closet  installed. 

About  50  arrests  per  year  are  made  and  some  lodgers  are  housed  In 
the  lockup. 

Respectfully  submitted, 

(Signed)     CLIFFORD  M.  YOUNG, 

Inspector. 


VILLAGE  LOCKUP— PAWLING 

DUTCHESS   COUNTY 

Inspeoted  September  23,  1916. 

The  population  of  Pawling  Is  about  1,100. 

This  lockup  consists  of  a  very  small  one-story  brick  building,  size  8  ft. 
X  13  ft.  located  in  the  rear  of  a  livery  stable  about  one  block  from  the  main 
street.  There  are  two  steel  cells  3  ft.  8  in.  x  6  ft.  6  in.  x  7  ft.,  of  round 
bar  construction  except  the  partition  which  is  solid.  The  floor  is  cement, 
the  roof  wood  with  tin  on  the  exterior  and  the  side  walls  brick.  The  room 
is  very  low  and  the  corridor  narrow.  The  only  means  of  sunlight  and 
ventilation  is  one  small  window,  2  ft.  6  in.  x  20  in.  The  lockup  is  heated 
vith  a  coal  stove  and  lighted  by  a  kerosene  lamp. 

There  are  no  toilet  facilities  or  waiter,  although  the  village  has  water- 
works and  there  is  a  large  cesspool  near  the  lockup  which  oould  easily  be 
used. 

The  bed  clothing  consists  of  mattresses  and  blankets,  but  the  same  waa 
found  in  an  unkempt  condition,  some  of  it  on  the  floor  and  dirty.  The 
floor  was  very  dirty  and  the  lockup  foul  smelling. 

Recommendations  for  improvements  to  this  lockup  have  been  made  in 
various  reports  during  recent  years,  but  apparently  the  same  have  been 
ignored.  The  lockup  is  entirely  too  small  and  insanitary  and  should  not 
be  longer  tolerated  in  its  present  condition  as  a  place  for  the  detention  of 
persons  under  arrest.  I  was  credibly  informed  that  the  building  wai 
donated  to  the  village  but  the  site  is  private  property. 

I  was  informed  that  the  number  of  arrests  averages  about  twenty-fl7« 
per  year. 

Respectfully  submitted, 

iSicmed)     CLIFFORD  M.  YOUNO, 

Inspector. 


TOWN  LOCKUP— PINE  PLAINS 

DUTCHESS   COUNTY 

Inspected  September  21,  1916. 

Pine  Plains  is  a  small  place  not  incorporated  and  does  not  seem  to 
have  very  much  use  for  a  lockup.  The  last  rei>ort  of  inspection  contained 
the  following  statement  which  is  applic^ible  at  the  present  time: 
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"After  consideration  should  the  officials  decide  to  maintain 
a  lockup,  I  would  respectfully  recommend  that  a  new  one  be  pro- 
vided and  the  plans  for  same  be  submitted  to  the  State  Commission 
of  Prisons  for  approval  as  the  law  provides.  It  might  be  possible 
to  install  a  steel  cage  or  two  in  some  suitable  building  already 
constructed.  The  lockup  in  its  present  condition  is  unfit  for  such 
puTi>ose." 

Nothing  whatever  has  been  done  in  the  way  of  improvement,  and 
some  time  ago  the  livery  stables  and  adjoining  buildings  were  destroyed 
by  fire,  the  exterior  of  the  lockup  being  badly  burned.  It  is  of  plank  con- 
struction and  the  remains  of  it  now  stand  in  the  open  fields,  but  is  con- 
tinued in  use  for  lockup  puri)oses. 

BECOMMENDATION 

That  further  use  of  this  building  as  a  place  of  detention  of  persons 
under  arrest  be  prohibited. 

Respectfully  submitted, 

(Signed)     CLIFFORD  M.  YOUNG, 

Inspector. 


POLICE  STATION— POUGHKEEPSIE 

DUTCHESS   COUNTY 

Inspected  November  14,  1916. 

The  jail  consists  of  three  dark  cellars  entirely  underground  with 
wooden  benches.  At  the  time  of  my  visit  there  were  two  prisoners.  The 
place  is  so  dark  even  by  day  that  the  officer  who  acted  as  guide  had  to 
use  an  electric  lamp.  It  is  positively  one  of  the  worst  jails  I  have  ever 
inspected,  not  only  because  it  is  dark  and  underground,  but  at  the  time  of 
my  first  visit  it  was  reeking  with  dirt  and  filth  of  every  kind,  and  looked 
as  though  it  had  not  been  cleaned  for  a  very  long  while.  The  place  might 
be  used  for  a  coal  cellar,  but  it  is  not  a  fit  place  for  the  detention  of  human 
beings  or  even  animals. 

The  State  Commission  of  Prisons  sometime  since  issued  an  order  closing 
the  city  jail,  but  by  a  writ  of  certiorari  on  the  part  of  the  city  officials  it 
has  been  continued  in  use.  Without  doubt  it  is  a  disgrace  to  the  city  and  a 
blot  on  its  fair  name.  Plans  for  a  new  jail  have  been  submitted  to  and  ap- 
proved by  the  State  Commission  of  Prisons  and  they  should  be  put  into 
effect  without  delay. 

Resi)ectfully  submitted, 

(Signed)     HENRY  SOLOMON, 

Commissioner. 


CITY  JAIL— POUGHKEEPSIE 

DUTCHESS   COUNTY 

Inspected  November  15,  and  16,  1916.  Daniel  W.  Wilbur,  mayor ;  C.  J. 
McCabe,  chief  of  police. 

I  inspected  the  Poughkeepsie  city  jail  and  conferred  with  Mayor  Wilbur 
and  Architect  W.  J.  Beardsley  in  regard  to  the  construction  of  the  new  city 
jail.  The  old  jail  is  in  the  cellar  of  the  city  hall,  and  is  whoUy  inadequate 
find  insanitary.  It  was  ordered  closed  by  this  Commission.  An  appeal  was 
taken  from  this  order  and  the  jail  has  been  kept  open  pendente  lite.  The 
city  of  Poughkeepsie  has  submitted  plans  to  the  Commission  for  a  new  city 


^86  TWENTY-SECOND  ANNUAL  REPORT  OF  THE 

jail  in  a  reconstructed  city  hall  which  have  been  approved.  The  mayor 
states  that  the  city  is  anxious  to  go  ahead  with  the  construction  but  that 
a  tax-payers  action  is  threatened ;  that  If  such  an  action  and  an  injunction 
is  brought  the  3ity  will  oppose  them  and  will  go  ahead  with  the  construc- 
tion of  the  jail  as  rapidly  as  the  law  will  permit. 

Respectfully  submitted, 

(Signed)     FRANK  E.  WADE, 

Commisaioner, 


VILLAGE  AND  TOWN  LOCKUP— RED  HOOK 

DUTCHESS   COUNTY 

Inspected  August  1,  1916.    Alva  R.  Stickle,  supervisor. 

The  population  of  Red  Hook  in  1915  was  923. 

No  improvements  have  been  made  in  this  lockup  since  the  last  inspec- 
tion. It  is  located  in  the  basement  of  the  fire  house,  which  is  a  two  story 
frame  structure,  and  is  reached  through  an  outside  trap  door  in  the  rear 
of  the  building.  The  door  was  foimd  open,  as  has  been  the  case  at  the 
time  of  all  former  inspections.  This  no  doubt  is  done  to  relieve  the  damp- 
ness which  is  present  at  this  season  of  the  year,  the  lockup  being  about 
Iwo-thirds  below  grade. 

The  equipment  consists  of  one  latticed  steel  cage  5  ft.  x  6  ft.  6  in.  x  6 
ft.  6  in.  furnished  with  a  steel  bunk  covered  with  wood,  an  electric  light,  coal 
stove,  and  a  faucet  with  running  water.  There  are  three  small  windows 
in  the  room.    The  place  was  fairly  clean. 

The  lockup  is  used  principally  for  the  accommodation  of  lodgers  yfho 
go  in  and  out  of  their  on^-n  free  will.  As  stated  in  the  last  report,  if  a 
lockup  is  needed,  the  cell  should  be  removed  to  the  first  floor  or  to  some 
other  suitable  location  as  the  cell  is  not  needed  for  lodgers,  and  the  quarters 
are  not  suitable  for  a  combination  tramp  house  and  place  of  detention  for 
persons  under  arrest. 

It  is  again  recommended  that  the  authorities  of  this  town  and  village 
•be  restrained  from  using  the  lockup  for  the  detention  of  prisoners. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN. 

Secretary. 
CLIFFORD  M.  YOUNG, 

Inspector, 


VILLAGE  LOCKUP— WAPPINGERS  FALI^ 

DUTCHESS   COUNTY 

Inspected  July  10,  1916.    Edward  M.  Drake,  village  president. 

The  population  of  Wappingers  Falls  in  1915  was  3,742.     About  100" 
arrests  are  made  annually. 

The  old  lockup  was  closed  by  order  of  the  State  Commission  of  Prisons 
and  plans  have  been  submitttnl  to  the  Commission  for  a  new  lockup  in  the 
basement  of  a  two-story  building  on  the  comer  of  Main  and  Market  streets. 
The  basement  is  cpnstruoted  of  l)riek  and  the  rear  is  entirely  above  grade. 
The  first  and  second  stories  are  of  wood  with  brick  interior.  There  is  a 
slate  roof.  The  first  floor  is  used  as  a  i>olioe  room  and  the  second  floor  as 
an  office  for  one  of  the  local  justices. 

The  cell  room  is  18  ft.  x  19  ft.  and  the  ceiling  is  7  ft.  8  in.  above  the 
floor.    There  are  two  entrances,  one  by  means  of  a  stairway  from  the  floor 
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above  and  the  other  by  a  steel  door  in  the  rear  or  west  side.  The  lockup 
has  not  been  completed.  At  the  time  of  lnsi)ection  there  were  three  win- 
dows, one  3  ft.  3  in.  X  4  ft.  6  in.  in  the  west  wall,  one  2  ft.  6  in.  x  1  ft.  8  in. 
in  the  north  \\  all,  and  one  1  ft.  x  1  ft.  5  in.  tn  the  south  wall.  It  is  proposed 
to  enlarge  the  windows  in  the  north  and  south  walls  and  equip  all  three 
with  window  guards.    Translucent  glass  should  be  used. 

The  floor  is  concrete  and  is  sloped  to  a  drain  to  permit  flushing.  The 
lockup  is  to  be  lighted  by  electricity  and  heated  by  a  stove.  Two  steel 
colls  have  been  purchased,  each  5  ft.  wide,  6  ft.  6  in.  long,  and  6  ft.  high, 
of  open  bars  except  a  solid  partition  between  and  solid  tops.  The  bars  are 
%  In.  in  diameter  and  are  placed  on  4^4  in.  centers.  Each  cell  is  equipped 
with  two  steel  bunks  and  a  bucket. 

In  the  plans  submitted  the  cells  are  shown  facing  the  south  wall.  They 
should  be  turned  around  so  as  to  face  the  west,  leaving  a  space  of  two 
or  three  feet  in  the  rear  for  use  as  a  utility  corridor.  Only  one  of  the  bunks 
in  each  cell  should  be  used.  The  plans  provide  for  a  toilet  in  the  south- 
west corner  of  the  cell  room  but  none  in  tiie  cells.  The  village  has  a  sewer 
system  and  will  soon  have  a  water  supply.  Each  cell  should  therefore 
be  equipped  with  a  toilet  and  lavatory  of  approved  design. 

No  provision  has  been  made  for  a  separate  place  of  detention  for 
women  or  juveniles.  The  authorities  state  that  there  has  been  no  arrest 
of  a  woman  in  years  and  that  a  woman  or  juvenile  would  be  otherwise 
cared  for  should  detention  be  necessary.  The  Dutchess  County  JaU  at 
Poughkeepsie  is  only  a  few  miles  away  with  electric  car  service  available. 

The  village  president  was  present  during  the  inspection  and  stated  that 
changes  would  be  made  to  meet  the  requirements  of  the  Commission. 

RECOM  MENDATION  S 

It  is  recommended  that  the  plans  be  approved  with  the  following  modi- 
fications : 

(1)  That  the  cells  be  turned  around  so  as  to  face  the  west  wall,  leav- 
ing a  space  of  two  or  three  feet  in  the  rear  for  use  as  a  utility  corridor. 

(2)  That  each  cell  be  equipped  with  a  sanitary  colset  and  lavatory 
^i  a  satisfactory  type. 

(3)  That  the  windows  be  glazed  with  translucent  glass. 

(4)  That  but  one  bunk  in  each  cell  be  used. 

(5)  That  no  woman  or  juvenile  be  detained  in  the  lockup. 

Respectfully  submitted, 

(Signed)     FRANK  E.  WADE, 

Commisaioner. 
JOHN  F.  TREMAIN, 

Secretary, 


ERIE  COUNTY 

VILLAGE  LOCKUP— SPRINGVILLB 

Inspected  August  18,  1916.  Charles  Kellogg,  village  president;  E.  J. 
Prichard,  chief  of  police. 

The  ix)pulation  of  Sprlngville  is  about  2,700. 

The  lockup  is  located  In  the  rear  section  of  the  basement  of  the  village 
fire  building.  It  has  been  substantially  improved  since  my  last  inspection 
October  3,  1914.  Several  new  windows  have  been  in«;talled  so  it  Is  now 
well  lighted.  A  toilet  has  been  provided  as  recommended ;  the  election 
booth,  the  big  firemen's  sleigh  and  the  rubbish  which  filled  up  the  room  at 
the  time  of  my  former  inspection  have  been  removed  and  the  lockup  is  no 
longer  used  as  a  dumping  ground  for  all  sorts  of  village  property  not  In 
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use.  The  cots  have  been  removed  from  the  cells  and  substantial  wood 
bunks  substituted,  and  each  furnished  with  a  mattress  and  some  bedding 
in  good  condition. 

I  am  glad  to  note  that  all  the  recommendations  contained  in  my  former 
report  have  been  complied  with.  The  entire  lockup  is  now  in  a  fairly 
satisfactory  condition. 

The  number  of  arrests  averages  about  twenty  a  year,  the  Chief  stated, 
most  of  whom  are  held  over  night.  There  were  96  lodgers  from  January  1st 
to  April  1,  1916  and  about  120  during  the  entire  winter. 

An  officer  is  on  duty  at  night  and  gives  the  lockup  supervision. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


ESSEX  COUNTY 

VILLAGE  LOCKUP— KEESEVILLE 

Inspected  Jime  7,  1916.     Frank  Willett,  chief  of  police. 

The  population  of  Keesevllle  was  1,795  in  1915. 

The  lockup  is  located  in  a  room  in  the  rear  of  the  fire  house,  a  brick 
liuilding,  and  contains  two  steel  cells,  the  sides  of  which  face  windows. 
There  is  running  water  in  the  cells  with  wash  basins  and  cups  and  buckets 
in  receptacles.  Each  cell  has  a  bunk  with  mattress,  pillow  and  blanket, 
which  were  ta  good  condition.  The  lockup  is  practically  fireproof.  It  was 
in  a  satisfactory  state  of  cleanliness. 

Resi)ectfully  submitted, 

(Signed)     FRANK  E.  WADE, 

Commissioner. 
JOHN  F-  TREMAIN, 

Secretary, 


TOWN  LOCKUP— LAKE  PLACID 

ESSEX  COUNTY 

Inspected  August  15,  1916.      John  F.  White,  supervisor. 

The  town  of  North  Ell>a  has  erected  a  new  town  hall  in  which  the 
lockup  is  located.  The  building  is  an  attractive  two-story  and  basement 
structure,  with  brick  exterior  and  wooden  interior.  The  lockup  is  in  the 
basement,  the  floor  of  which  is  about  twenty  inches  below  the  grade  line. 
The  department  for  males  is  a  room  16  ft.  wide,  28  ft.  long  and  9  ft.  high, 
on  the  north-east  corner  of  the  building.  It  is  lighted  and  ventilated  by 
five  windows,  each  2  ft.  x  4  ft.,  two  of  which  are  in  the  east  and  three  in 
the  north  wall.  These  windows  are  covere<l  with  round  bars  set  on  5  incli 
centers.  There  is  an  outside  entrance  from  the  north  and  another  from  the 
interior  of  the  building.  Both  doors  are  of  wooden  construction.  The 
walls  and  ceiluigs  are  plastered  and  the  floors  are  wood,  said  to  be  laid  i 
o^er  cement,  with  wooden  baseboard.  The  room  is  heated  by  hot  water  i 
and  lighted  by  electricity. 

There  are  three  latticed  steel  cells,  5  ft.  x  6  ft.  6  in.  x  6  ft.  6  in. 
Ihe  bars  are  flat,  l^j  inches  wide,  set  on  514  in.  centers.  The  back  and 
partitions  are  solid  and  the  floors  are  steel.  Each  cell  is  equipped  with  a 
toilet  of  vitreous  ware  with  integral  seat,  tank  flush,  a  bunk  and  water- 
proof covered  mattress.  The  cells  face  the  three  windows  in  the  north 
wall.    There  are  five  chairs  in  the  room. 


I 
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The  room  for  women  is  9  ft.  7  in.  wide,  17  ft.  7  in.  long,  and  9  ft.  higb, 
has  two  windows  and  is  constructed  like  the  room  for  men.  It  has  one 
latticed  bar  cell,  the  same  size  as  those  in  the  men's  room.  The  end  toward 
the  windows  is  solid ;  the  other  sides  and  top  are  open.  The  cell  is  equipped 
the  same  as  the  cells  in  the  men's  department.  The  cell  was  occupied  by  a 
male  prisoner  at  the  time  of  inspection.  The  room  is  heated  by  hot  water 
and  lighted  by  electricity. 

Plans  and  specifications  for  this  lockup  were  approved  by  the  State 
Commission  of  Prisons  but  the  lockup  was  not  constructed  in  accordance 
therewith.  Instead  of  latticed  cells,  the  si)eoifioations  called  for  cells  5  ft.  wide» 
7  ft.  long,  7  ft.  6  in.  high  with  solid  sides  and  rears,  and  fronts  of  %  in.  round 
vertical  steel  bars  set  on  5  in.  centers.  The  cells  were  to  be  equipped  with 
toilets  set  in  niches  and  each  cell  was  to  have  had  a  lavatory.  A  utility 
corridor  was  to  have  been  provided  in  the  rear  of  the  cells  with  door.  A 
space  has  been  left  back  of  the  cells  but  the  door  has  been  omitted.  Steel 
plate  doors  were  to  have  been  installed  in  the  cell  room  instead  of  wooden 
ones. 

It  was  not  necessary  to  have  installed  a  cell  in  the  women's  room» 
The  architects  were  informed  at  the  time  the  plans  were  submitted  that 
a  secure  room  with  barred  windows  would  be  sufficient,  the  room  to  be 
equipped  with  cot  bed,  toilet  and  lavatory.  Instead,  a  cell  was  installed 
with  the  solid  side  toward  the  windows,  partially  shutting  off  the  light. 
If  the  authorities  deemed  it  necessary  to  install  a  cell,  it  should  have 
faced  the  windows.  The  plans  as  approved  showed  a  room  for  women 
without  a  cell,  and  a  small  toUet  room  with  toilet  and  lavatory  adjoining. 
No  lavatory  has  been  provided  in  the  cell. 

The  State  Commission  of  Prisons  was  not  notified  by  the  town  author- 
ities of  any  alteration  in  plans  or  specifications  since  their  final  approval 
and  it  is  needless  to  say  that  the  changes  made  would  not  have  been  sanc- 
tioned. A  much  more  satisfactory  lockup  would  have  been  constructed  had 
the  advice  of  the  Commission  been  followed. 

BECOMMENDATION 

That  a  lavatory  be  installed  in  each  cell. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN, 

Secretary, 


FRANKLIN   COUNTY 

VILLAGE  LOCKUP— MALONE 

Inspected  August  14,  1916.  A.  A.  Edwards,  village  president;  J.  D. 
R  charge,  chief  of  police. 

This  lockup,  completed  last  year,  is  located  in  the  fire  staition,  a  two- 
story  and  basement  brick  buUdiag.  It  is  heated  by  steam  and  lighted  by 
electricity.  The  department  for  males  on  the  first  floor  contains  three 
steel  cells  equipped  with  toilets,  running  water,  and  bunks  wth  waterproof 
mattresses.  The  seat  of  one  of  the  toilets  was  broken  but  the  officer  sta- 
ted that  repairs  had  been  ordered.    The  room  is  well  lighted  and  ventilated. 

The  room  for  women  and  juveniles  on  the  second  floor  has  a  cot  bed, 
toilet  and  lavatory. 

Lodgers  are  cared  for  in  the  old  lockup  In  the  basement    Occasionally 
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intoxicated  prisoners  are  also  placed  temporarily  in  the  basement.    The 
number  of  arrests  averages  about  one  a  day. 

The  lockup  was  clean  and  apparently  has  proper  care. 

Respectfully  submitted, 

(Signed)     JAMES  T.  MURPHY, 

Commissioner. 
JOHN  F.  TREMAIN, 

Secretary, 


TOWN  LOCKUP— SARANAC  LAKE 

FRANKLIX   COUNTY 

Walter  James  Weir,  chief  of  police. 

I  inspected  the  jail  on  Monday,  March  27,  1916,  and  found  an  entire 
change.  The  ceUang  and  walls  which  surround  the  cages  are  entirely  newly 
painted,  and  the  floors  thoroughly  scrubbed  and  everything  carefully 
•cleansed.  The  doors  of  the  cages  are  all  newly  alluminumed.  The  mat- 
tresses and  blaiikets  are  new. 

All  the  recommendations  which  I  made  in  my  former  inspection  have 
T)een  complied  with,  including  a  watchman. 

It  seems  to  me  that  this  lockup  is  perfectly  safe  in  its  location,  as  I 
have  given  particular  attention  to  the  fire  escapes  on  each  side  of  the  bidld- 
ing. 

Respectfully  submitted, 

(Signed)     LEON  C.  WBINSTOCK. 

Commissioner, 


TOWN  LOCKUP— SARANAC  LAKE 

PEANKLIN  COUNTY 

Inspected  August  14,  1916.    James  A.  Latour,  supervisor. 

This  lockup  is  located  on  the  first  floor  of  the  town  hall,  a  two-story 
frame  structure,  the  entrance  being  through  a  door  leading  from  the  main 
hallway.  There  are  two  departments,  one  for  males  and  one  for  females, 
llie  department  for  males  has  three  steel  cells.  Two  of  them  are  of  lat- 
ticed bar  construction  with  open  sides  and  top  and  solid  partition.  The 
other  has  solid  sides  and  top  and  open  bars,  front  and  rear.  They  have 
steel  floors.  The  bunks  are  equipped  with  mattresses  covered  with  oilcloth 
and  blankets.  The  room  is  lifrhted  and  ventilated  by  three  windows  and 
has  eaectric  Ught,  toilet  and  sink. 

The  room  for  women  has  one  cell  with  the  front  and  one  side  of  round 
bars  and  the  top,  back  and  one  side  solid.  The  room  has  a  toilet,  running 
waiter  and  is  lighted  and  ventilated  by  means  of  a  window. 

The  interior  of  the  lockup  and  cells  were  well  painted  and  showed  evi- 
dence of  good  care.  The  lockup  is  not  fireproof  but  an  oflScer  is  employed 
to  supervise  it  when  prisoners  are  detained. 

Respectfully  submitted, 

(Signed)     .TAMES  T.  MURPHY. 

Commissioner. 

JOHN  F.  TREMAIN, 

Secretary, 
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FULTON  COUNTY 

CITY  JAII^-JOHNSTOWN 

Inspected  September  29,  1916. 

The  population  of  JoQinstown  is  about  11,500. 

Tbe  jail  remains  in  tbe  same  condition  as  described  in  the  last  report 
of  inspection  dated  September  1,  1915.  It  is  like  a  town  lockup  consisting 
of  three  wooden  cells  in  a  small  frame  building  in  the  rear  of  the  fire  sta- 
tion, and  is  entered  by  passing  through  the  apparatus  room.  The  tnter- 
^  is  lined  with  sheet  iron.  It  is  heated  by  steam  and  has  gas  light; 
two  small  windows  afford  the  only  means  of  sunlight  and  ventilation.  The 
cells  are  very  dark.  There  are  no  toilet  facilities,  and  no  separate  quar- 
U^Ts  for  females,  juveniles  or  lodgers. 

The  foregoing  is  sufficient  to  indicate  that  this  is  a  very  poor  makeshift 
for  a  city  jail.  It  is  located  about  three  blocks  from  police  headquarters. 
Vfirious  recommendations  were  made  in  the  last  report,  which,  if  complied 
with,  would  have  greatly  improved  the  present  quarters.  I  am,  however, 
of  the  opinion,  in  the  absence  of  a  city  hall,  that  a  jail  should  be  installed 
in  connection  with  police  headquarters.  If  this  is  not  feasible,  a  new  mod- 
ern jaU  should  be  built  on  the  site  of  the  present  one  or  some  other  suitable 
location.  Plans  for  improvements  should  be  submitted  to  the  State  Com- 
mission of  Prisons  for  approval  as  the  law  requires. 

After  due  notice,  if  favorable  action  is  not  taken  with  reference  to 
the  improvement  of  this  jail,  I  would  respectfully  recommend  that  show 
cause  proceedings  be  instituted  against  the  officials  of  the  city  of  Johnstown 
in  accordance  with  provisions  of  Chapter  379  of  the  Laws  of  1914. 

Respectfully  submitted, 

(Signed)     CLIFFORD  M.  YOUNG, 

Inspector, 


GENESEE  COUNTY 

CITY  JAIL— BATAVIA 

Inspected  March  1,  1916.  H.  J.  Burkhart,  mayor;  Anthony  Horsch, 
chief  of  police,  assisted  by  ten  other  officers.  At  night  the  assistant  chief 
is  on  duty  at  police  headquarters  and  four  of  the  patroLmen  are  on  out- 
side duty. 

This  is  a  modem  jail,  completed  in  1913  on  plans  approved  by  the 
State  Commission  of  Prisons.  The  men's  department  consists  of  a  large 
room  on  the  first  floor  with  six  modern  steel  cells  in  two  rows,  three  on 
each  side,  back  to  back,  facing  outside  windows.  Each  cell  has  a  steel 
bunk,  a  niche  closet,  and  a  stationary  wash  basin.  Each  bunk  has  a 
straw-filled  mattress  enclosed  in  an  outside  colored  cotton  case,  a  pillow 
v\ith  a  like  case,  and  one  or  two  blankets.  The  floor  is  concrete  and  was 
clean.     The  plumbing  was  free  from  stain,  showing  good  care. 

The  inspection  was  made  at  9 :30  A.  M.  without  notice.  There  was  no 
dampness,  dirt  or  disagreeable  odor  in  evidence.  The  bedding  was  not 
damp  :  the  blankets  were  clean.  Some  of  the  outside  covers  of  the  mattress- 
es and  pillows  were  somewhat  soiled  by  use  and  needed  to  be  changed. 
There  were  no  bed  bugs  in  evidence.  The  officer  in  charge  stated  there 
never  had  been  a  bed  bug  in  the  jail  so  far  as  the  officials  knew,  but  not- 
withstanding free  use  of  disinfectants  and  exterminators  some  of  the  beds 
on  the  side  given  up  to  the  hobo  class  of  prisoners  at  times  got  somewhat 
infected  with  lice. 

There  was  one  prisoner  in  custody  at  the  time  of  inspection — a  train 
rider  who  had  slept  in  one  of  these  beds  the  pre^'ious  night.  He  stated 
to  me  that  he  had  not  been  disturbed  with  bed  bugs  or  other  vermin. 


292  TWENTY-SECOND  ANNUAL  REPORT  OF  THE 

The  city  water  is  not  supposed  to  be  potable.  However,  some  of  the 
citizens  use  it  and  one  of  the  police  officers  stated  that  his  family  used  it 
during  the  winter.  The  city  supplies  the  jail  with  spring  water  in  large 
g}ass  jars  and  this  water  is  furnished  on  request  to  the  prisoners  in  cov- 
ered pails.  Enameled  cups  are  also  furnished.  A  good  stock  of  water, 
pails,  and  cups  were  on  hand  at  the  time  of  my  visit. 

The  lodgers'  room  on  the  second  floor  was  also  clean  and  the  lodgers 
were  supplied  with  spring  water  for  drinking. 

The  witnesses'  room,  the  women's  room,  and  the  room  for  juveniles 
were  all  very  clean.  The  beds  in  these  rooms  had  white  sheets  and  pillows 
with  white  slips  and  presented  a  neat  and  cleanly  appearance 

The  wooden  doors  separating  the  jail  part  from  the  front  end  of  the 
building  have  been  removed  since  the  last  inspection  and  steel  doors  sub- 
Btitiited  as  recommended  in  my  former  report. 

The  number  of  arrests  in  1915  was  997.  Between  May  1,  1915,  and 
January  1,  1916,  42  women  and  48  juveniles  were  arrested. 

I  investigated  the  complaint  of  Harry  Green,  presented  by  Mrs.  Emily 
A.  Tozier  of  the  Batavia  Humane  Society.  I  interviewed  Mrs.  Tozier,  Mr. 
Green,  his  wife,  the  chief  of  police  who  sent  the  officer  to  Green's  house  in 
response  to  a  telephone  call  from  Mrs.  Green,  the  officer  who  made  the 
arrest,  and  the  city  judge  before  whom  Green  was  tried. 

Mrs.  Tozier.  disclaimed  any  knowledge  of  the  matter  except  the  state- 
ment made  to  her  by  Green.  She  wrote  the  letter  of  February  13th  for  him 
and  gave  it  to  him  to  mail.  The  following  facts  are  not  disputed :  Green 
is  a  painter  by  trade  who  has  lived  in  Batavia  for  the  last  seven  years. 
He  has  spells  of  drinking  to  excess  and  at  such  times  is  abusive  to  his 
family,  consisting  of  a  wife  and  a  young  girl.  In  October,  1911,  he  was 
arrested  for  striking  his  wife  on  the  head,  cutting  it  open ;  was  convicted 
and  given  a  six  months'  sentence  to  the  Monroe  County  Penitentiary,  but 
was  paroled  in  the  custody  of  one  of  the  police  officers  of  Batavia. 

The  arrest  complained  of  was  on  February  10th  last,  about  5:30  P. 
M.  Mrs.  Green  had  called  up  the  chief  of  police  by  telephone  and  asked 
him  to  send  an  officer  to  the  house,  as  Green  had  been  drinking  and  was 
ugly.  The  chief  sent  Officer  Luplow.  Between  these  arrests  the  police 
had  been  called  to  the  house  occasionally  to  protect  the  family.  While  the 
officer  was  talking  to  Mrs.  Green,  Mr.  Green  ordered  him  out  of  the  house, 
repeatedly;  the  officer  refused  to  go.  Green  then  called  up  the  Mayor  on 
the  telephone  and  told  him  that  officer  Luplow  was  there  in  his  house  intox- 
icated and  refused  to  get  out  when  he  ordered  him  to  do  so.  The  officer 
then  arrested  him  and  took  him  to  the  police  station.  The  wife  followed 
and  a  complaint  of  disorderly  conduct  was  made,  and  as  the  court  was  not 
in  session  he  was  locked  up  imtil  morning.  In  the  morning  his  wife  ap- 
peared and  recited  a  long  list  of  grievances  against  him.  A  lawyer  was 
called  in,  the  city  attorney,  I  was  informed,  and  after  a  long  conference 
with  the  court  and  all  the  parties  concerned  Green  pleaded  guilty  and 
signed  a  statement,  reciting  a  long  list  of  domestic  misdeeds  and  agreeing  • 
to  abstain  from  them  hereafter. 

Thereupon  the  court  suspended  sentence  during  good  behavior,  and  he 
has  treated  his  family  fairly  well  since.  However  feeling  aggrieved  at  his 
arrest  he  immediately  employed  a  lawyer  who  drew  up  charges  against  the 
officer  who  made  the  arrest,  reciting  all  the  acts  complained  of  in  the  let- 
ter of  Mrs.  Tozier,  and  presented  it  to  the  common  council,  which  is  the 
b<:)dy  authorized  by  the  city  charter  to  hear  and  determine  complaints 
against  police  officers.  After  a  full  hearing.  Green  and  his  wife,  the 
police  officer,  the  justice,  and  the  doctors  who  examined  him  having  testi- 
fied, the  common  council  unanimously  acquitted  the  officer  and  dismissed  the 
complaint. 

The  officer  denied  to  me  the  statements  in  Mrs.  Tozier's  letter  in  rela- 
tion to  gambling  and  cock  fighting,  and  stated  that  at  the  time  of  his  previ- 
ous arrest  Green' resisted  the  officer  all  the  way  to  the  station  house,  and 
had  boasted  that  no  policeman  could  take  him  to  the  station  house,  and 
that  when  Luplow  made  this  arrest  Green  resisted  and  tried  to  push  him 
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into  a  closet,  and  that  it  was  for  these  reasons  he  put  the  chain  on  his 
wrist.     Green  denies  that  he  resisted. 

As  to  the  condition  of  the  jail  that  night,  it  is  conceded  that  towels, 
soap  and  combs  are  not  furnished,  but  the  police  officials  assert  that  it 
was  in  the  same  condition  as  to  cleanliness  as  on  the  day  of  my  inspection. 
As  Green  says  he  did  not  use  the  bunk  during  the  night  and  it  was  quite 
dark  in  the  cell  at  that  hour  of  the  day  on  February  10th  and  he  was  still 
sojnewhat  under  the  influence  of  liquor  and  angry  and  excited,  his  observa- 
tion of  conditions  was  likely  more  imaginary  than  real. 

Respectfully  submitted, 

(Signed)     GEORGE  MCLAUGHLIN, 

Chief  Inspector. 


GREENE   COUNTY 


VILLAGE  LOCKUP— COXSACKIE 

Inspected  April  1,  1916.  W.  Ralph  Church,  president;  E.  O.  Beatty, 
chief  of  police.  The  population  of  the  village  of  Coxsackie  was  2,309  in 
1915. 

The  lockup  of  this  village  is  situated  in  a  small  two-story  brick  build- 
ing with  tin  roof,  in  the  rear  of  the  village  fire  house.  The  first  floor  con- 
sists of  a  room  12  ft.  x  18  ft.,  with  a  7  ft.  6  in.  ceiling.  The  floor  is  con- 
crete, the  side  walls  plastered  on  brick  and  the  ceiling  is  metal.  There  are 
two  windows,  one  directly  in  the  front,  2  ft  9  in.  x  5  ft.  6  in.,  and  the  other 
a  side  window  at  the  end  of  the  corridor  2  ft.  9  in.  x  2  ft.  9  in.  The  heat 
is  from  a  coal  stove.  Two  new  steel  cells  have  been  recently  placed  in  the 
room,  facing  the  larger  window.  These  cells  are  5  ft.  x  8  ft.  x  7  ft.  and  are 
each  equipped  with  one  steel  folding  bunk  with  a  mattress  and  some  bedding 
in  good  condition,  also  a  vitreous  one-piece  toilet  and  a  stationary  wash 
basin,  both  operated  by  a  push  button.  A  section  of  the  top  outside 
door  is  glass.  There  are  two  electric  lights,  one  in  the  corridor  and  one 
just  outside  the  front  door. 

The  upper  room,  intended  for  women,  is  reached  by  an  iron  outside 
stairway,  through  an  outside  door  metal  cased  on  both  sides.  This  room  Ig 
the  same  size  as  the  room  below.  It  has  two  large  windows.  It  is  to  have 
a  marbleoid  floor,  metal  ceiling,  toilet,  stationary  wash  basin  and  iron  cot 
bed. 

I  was  informed  by  the  local  justice  that  the  number  of  arrests  usually 
does  not  exceed  twelve  a  year,  and  sometimes  not  over  six.  There  was  only 
one  woman  arrested  last  year,  and  she  was  the  first  female  arrested  in 
several  years.  During  the  winter  season  there  are  more  or  less  lodgers, 
averaging  one  to  two  a  night,  sometimes  as  many  as  four  at  one  time. 

The  improvements  in  the  lower  room  of  this  lockup  were  completed 
last  August.  The  improvements  upstairs  are  not  yet  completed, 
due  to  lack  of  funds,  but  it  is  expected  that  a  new  appropriation  will  be 
made  at  an  early  date.  When  completed,  this  will  make  a  very  satisfactory 
lockup. 

Respectfully  submitted. 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 
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HERKIMER   COUNTY 

VILLAGE  LOCKUP— DOLGEVILLE 

Inspected  June  2,  1916.  H.  H.  Dopp,  village  president ;  W.  D.  Youker, 
cLief  of  police. 

The  population  of  Dolgeville  was  3,326  in  1915. 

TMs  village  lias  a  new  lockup  since  the  time  of  the  last  inspection.  It 
Is  located  in  the  base  of  the  hose  tower  of  the  fire  department.  This 
tower  occupies  a  detached  position  and  the  lower  section  has  been  finished 
off  into  a  lockup. 

The  room  is  14  feet  square,  with  a  9  ft.  7  in.  ceiling,  concrete  floor, 
and  three  large  windows,  each  28  in.  x  38  in.  The  sides  and  the  ceiling 
are  ceiled  with  matched  hard  pine.  The  entire  interior  has  been  newly 
painted.  There  are  two  ventilators  in  the  room  leading  into  the  hose  tower 
above.  In  the  center  of  this  room  have  been  placed  two  steel  cages,  each 
6  ft.  X  7  ft.  X  7  ft,  with  barred  openings  on  all  sides  except  the  tops  and 
partition.  The  bai's  are  square,  ^  in.  in  diameter,  set  on  4  in.  centers  with 
ci"0ss  bars  set  on  12  in.  centers.  Each  cell  has  two  folding  bunks,  each 
furnished  \vith  a  mattress  and  blankets.  The  mattresses  in  the  two  lower 
bunks  are  enclosed  in  oilcloth  cases.  There  is  a  stationary  wash  basin  with 
running  water  in  the  corridor  and  a  toilet  with  a  tank  flush  in  a  small 
enclosed  closet.  The  lockup  is  heated  by  steam,  two  radiators  being  in- 
etalled  in  the  room.  There  are  two  electric  lights  on  the  inside  and  one 
just  outside  of  the  room. 

As  the  cells  are  open  on  the  sides  as  well  as  the  front,  they  have  good 
eiinlight  from  the  front  and  side  windows.  The  hose  tower  above  the  lock- 
up is  reached  by  an  outside  stairway. 

A  night  officer  is  employed  who  gives  the  lockup  supervision  when 
occupied. 

The  number  of  inmates  averages  about  flfteen  a  month,  most  of  whom 
are  held  over  night.  About  one  half  of  these  are  lodgers.  They  are  locked 
up  and  taken  to  court  in  the  morning,  although  there  is  an  occasional  one 
admitted  who  is  not  placed  under  arrest  and  not  taken  to  court. 

The  plans  for  this  lockup  were  approved  by  the  State  Commission  of 
Prisons  with  the  proviso,  among  others,  that  the  walls  and  ceiling  be  cov- 
ered with  metal  lath  and  cement  plaster ;  that  a  toilet  and  lavatory  be  in- 
stalled in  one  of  the  cells;  and  that  a  sleeping  platform  be  placed  in  the 
room  for  lodgers.    These  requirements  were  not  complied  with. 

Respectfullv  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— FRANKFORT 

HERKIMER  COL" MY 

In.spected  Jime  1,  1916.  A.  S.  Seaman,  village  president:  Frank  H. 
Perry,  chief  of  police.  The  police  force  of  the  \illage  consists  of  the  chief, 
cnc  night  and  three  special  officers. 

The  population  of  Frankfort  was  4,213  in  1915. 

This  lockup  is  still  located  in  the  rear  section  of  the  fire  house.  The 
larger  room  has  a  concrete  floor,  one  small  outside  window,  and  three  wood- 
en bunks.  The  smaller  room  has  a  wooden  floor,  a  small  outside  win- 
dow, and  one  bunk.  The  ceiling  of  both  rooms  is  about  15  feet  high  and  con- 
sists of  the  floor  above.  Each  room  is  proWded  with  a  full  flushing  toilet, 
one  of  which  has  been  Installed  since  the  last  inspection.  Tliere  is  no 
drinking  or  washing  water  in  either  room,  hut  there  is  a  sink  with  cold 
water  faucet  in  a  closet  adjacent  to  the  ho<5e  room.  The  entrance  to  these 
rooms  is  through  the  main  hose  room  from  which  they  are  heated  through 
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large  barred  doors.    Ttie  rooms  are  provided  with  electric  lights. 

There  were  213  persons  arrested  in  the  vUlage  during  1915,  two  of 
whom  were  women.  They  were  put  in  the  smaller  room  which  is  usually 
reserved  for  women  prisoners. 

The  lockup  was  clean.  It  is  situated  some  distance  from  police  head- 
quarters and  has  insufficient  supervision  at  night  considering  the  fact  that 
It  is  not  a  fireproof  building.  There  is  a  night  police  officer,  but  he  is  on 
patrol  dutv  and  is  not  supposed  to  remain  in  the  building  but  to  occasionally 
visit  it.     "^ 

Another  objection  to  the  lockup  is  the  fact  that  the  large  front  room 
is  accessible  to  the  village  firemen  who  spend  considerable  time  in  this 
room.  The  police  court  room,  is  near  police  headquarters  in  another  sec- 
tion of  the  village.  It  would  be  a  decided  improvement  if  a  fireproof 
lockup  were  erected  near  headquarters,  to  which  no  one  would  have  access 
except  the  police. 

Respectfully  submitted, 

(Signed)     GEORGE  MCLAUGHLIN, 

Chief  Inspector. 


TOWN  LOCKUP— FULTON  CHAIN 

HERKIMER  COUNTY 

Inspected  June  12,  1916.    E.  B.  Pullman,  supervisor. 

This  lockup  is  located  in  the  basement  of  the  town  hall,  a  two-story 
frame  building,  in  excellent  condition.  In  1914  the  lockup  was  materially 
improved  as  described  in  the  last  report  of  inspection.  The  plan  was 
approved  by  the  State  Commission  of  Prisons,  provided  an  extra  window 
be  installed.  This  has  been  done  and  the  lockup  was  found  clean,  light, 
and  well  painted  a  bright  color. 

There  are  two  latticed  steel  ceUs,  5  ft.  x  6  ft.  6  in.  x  6  ft.  6  in.,  each 
furnished  with  a  steel  bunk,  bucket,  and  some  good  blankets.  The  size 
of  the  cell  room  is  12  ft.  6  in.  x  15  ft.  6  in.  x  7  ft.  high.  There  are  two 
windows  2  ft.  5  in.  x  2  ft.  10  in. 

The  lockup  is  heated  by  hot  air  from  the  furnace  and  lighted  by 
electricity.  In  the  basement  outside  the  cell  room  are  two  sanitary  closets 
and  a  lavatory. 

An  officer  is  employed  to  remain  in  charge  of  the  lockup  when  occupied, 
which  the  authorities  claim  does  not  occur  more  than  eight  or  ten  times 
a  year.  The  building  being  non-fireproof,  such  supervision  should  not  be 
neglected. 

Resi)ectfully  submitted, 

(Signed)     CLIFFORD  M.  YOUNG, 

Inspector. 


POLICE  STATION— ILION 

HERKIMER  COUNTY 

Inspected  June  1,  1916.  Penn  Ward,  village  president ;  George  Huck, 
chief  of  police.    Five  officers  constitute  the  village  police  force. 

The  population  of  Uion  was  8,900  in  1915. 

This  police  station  was  fully  described  in  a  report  of  inspection  of 
April  10,  1914,  and  continues  in  practically  the  same  condition. 

There  are  four  steel  cells  with  open  fronts  and  tops  of  round  bars, 
the  front  being  on  the  long  side  of  the  cell.  Each  cell  has  one  steel  bunk 
with  an  oilcloth  covered  mattress  and  an  iron  closet  flnsliod  from  the 
outside.    There  are  also  a  lavatory  and  toilet  in  a  small  adjacent  room. 
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The  floor  of  the  cells  is  metal  and  a  small  section  in  front  of  the  cells  on 
one  side  is  concrete;  the  rest  of  the  floor  is  wood. 

The  lockup  is  heated  by  a  furnace  in  the  room  and  lighted  by  electricity. 
The  room  is  large  and  contains  two  large  outside  windows  which  are  not 
barred.  The  upper  half  of  the  outside  door  is  glass.  The  chief  stated 
that  the  village  authorities  expect  to  install  a  barred  door,  so 
that  tlie  wooden  door  can  be  1-eft  open,  affording  a  better  circulation  of  air, 
and  also  proi:>ose  placing  bars  over  the  windows.    This  should  be  done. 

This  jail  is  adjacent  to  police  headquarters  where  an  officer  is  said 
to  be  always  on  duty. 

The  number  of  persons  arrested  in  this  village  for  the  year  ending 
February  1st  last,  was  447,  about  seventy-five  per  cent,  of  whom,  the  chief 
stated,  were  held  over  night.  Of  these  arrested  two  were  women,  one  of 
whom  was  held  in  the  lockup  over  night.  There  were  no  men  in  the  room 
at  the  time. 

Police  court  is  held  every  morning  and  again  later  in  the  day  if  neces- 
sary. There  were  about  1,000  lodgers  housed  during  the  year  ending 
February  1st.     They  are  not  arrested  or  taken  to  court. 

The  lockup  is  antiquated — with  its  wooden  floor,  its  windows  without 
bars,  its  lack  of  sanitary  facilities  in  the  cells,  and  the  absence  of  a  separate 
place  for  women  prisoners.  A  village  of  the  size  of  Ilion  should  have  a  lock- 
up with  modern  equipment,  including  a  separate  room  for  the  detention  of 
women  and  children. 

Respectfully  submitted, 

iSifffied)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— ILION 


HERKIMER  COUNTY 

To  the  State  Commission  of  Prisons: 

On  October  17,  1916,  in  response  to  a  request  from  the  village  author- 
ities of  Ilion,  I  visited  that  place  and  conferred  with  members  of  the 
village  board  in  relation  to  proposed  improvements  to  the  lockup. 

Ilion  has  a  population  of  over  11,000  and  is  steadily  increasing.  The 
number  of  arrests  during  1915  was  447,  of  which  number,  two  were  fe- 
males and  two  were  juveniles.  One  thousand  lodgers  were  housed.  Since 
February  1,  1916  the  records  show  467  persons  arrested,  of  whom  two  were 
females. 

The  principal  objection  to  the  lockup,  as  mentioned  in  several  former 
reports  of  inspection,  is  the  lack  of  separate  quarters  for  females  and  juven- 
iles, and  the  objectionable  practice  of  using  the  cell  room  for  the  housing 
of  so  many  lodgers. 

The  police  station  and  lockup  occupy  a  portion  of  the  first  floor  of  a 
three-story  brick  buildiug,  originally  constructed  for  the  use  of  the  fire 
department.  One-half  is  still  used  by  the  firemen  and  the  balance  is  used 
for  various  municipal  purposes.  The  police  office  occupies  a  large  front 
room,  in  the  rear  of  which  is  the  lockup,  which  consists  of  four  steel  cells 
of  roimd  barred  sides  and  tops,  forming  a  square  in  the  center  of  a  large 
room.  The  cell  bottoms,  ends  and  partitions  are  of  plate  steel.  The 
floor  is  part  wood  and  part  concrete;  the  side  walls  are  of  plaster  and 
wainscoting ;  the  ceiling  of  matched  pine. 

Sunlight  and  ventilation  are  by  means  of  two  large  windows  and  a 
sash  door,  all  situated  in  the  rear  of  the  building.  The  open  work  of  the 
cells  face  the  solid  walls,  but  the  cells  are  not  very  dark  on  account  of 
the  well  lighted  room  in  which  they  are  located,  and  their  interior  has 
been  painted  a  light  color. 

The  sanitary  facilities  consist  of  an  iron  toUet  in  each  cell  with  an 
exterior  flushing  arrangement  operated  by  the  officers.    There  Is  also  a 
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toilet  room  adjoining,  wliich  is  furnished  witti  a  lavatory  and  ordinary  clos- 
et. This  is  accessible  to  lodgers  or  inmates  not  locked  in  the  cells.  Each 
cell  is  provided  with  a  steel  bunk  with  waterproof  mattress. 

One  of  the  furnaces  which  heat  the  building  is  located  in  the  lockup. 
The  building  is  lighted  by  electricity. 

The  village  authorities  stated  that  a  new  municii>al  building  was  need- 
ed, which  project  has  already  received  serious  consideration,  and  with 
that  in  view,  they  feel  that  any  large  expenditure  in  the  way  of  improve- 
ments to  the  present  lockup  would  be  wasteful. 

It  is  their  intention  at  the  present  time,  if  the  Commission  of  Prisons 
will  concur,  to  make  temporary  improvements,  such  as  installing  a  separate 
detention  room  for  females  and  juveniles,  and  providing  a  place  elsewhere 
for  the  care  of  lodgers.  The  only  available  place  for  a  detention  room 
In  the  village  building  seems  to  be  on  the  third  floor.  The  interior  of 
this  structure  is  not  fireproof,  but  the  oflBcials  contend  that  the  detention 
room  could  be  made  practically  so,  and  as  the  building  is  under  the  super- 
vision of  officers  both  day  and  night,  no  serious  risk  would  be  incurred. 
With  regard  to  a  separate  place  for  lodgers,  no  plan  has  been  adopted  as 
yet. 

The  officials  agreed  to  submit  a  sketch  of  the  lockup  with  proposed 
improvements  at  the  time  of  their  appearance  in  response  to  the  citation 
November  9,  1916. 

Respectfully  submitted, 

(Signed)     CLIFFORD  M.  YOUNG, 

Inspector. 


CITY  JAII^LITTLE  FALLS 

HERKIMER  COUNTY 

Inspected  June  2,  1916.  Abram  ZoUer,  mayor;  James  J.  Long,  chief 
of  police.  The  police  force  of  the  city  consists  of  eight  officers,  one  of 
whom  is  always  on  duty  at  police  headquarters. 

The  city  still  continues  to  use  the  old  jail  which  has  been  fuUy  des- 
cribed and  criticised  in  former  reports.  It,  however,  was  found  clean  at 
the  time  of  inspection,  showing  good  care. 

The  number  of  arrests  during  the  past  several  months  was  as  follows : 
January,  50 ;  February,  50 ;  March,  68 ;  April,  62 ;  May,  56.  Practically  all 
of  those  arrested  were  held  in  the  jail  for  some  time  and  about  one  half 
were  held  over  night  for  morning  court.  The  women  under  arrest  are 
detained  in  a  small  room,  furnished  with  a  cot,  on  the  same  floor  with  police 
headquarters.  During  cold  weather  from  ten  to  fifteen  lodgers  were  cared 
for  nightly. 

Little  Falls  is  constructing  a  new  city  hall  at  the  corner  of  Main  and 
■William  streets.  The  excavation  for  the  foundation  is  well  advanced.  It 
is  to  be  a  large  building,  designed  to  house  all  the  city  departments  and 
it  will  probably  be  a  year  before  it  is  ready  for  occupancy.  A  new  city 
jail  is  to  be  provided  in  the  building  with  eight  cells  for  males,  four  for 
females,  two  for  juveniles,  and  a  separate  department  for  lodgers.  The 
jail  plans  generally  have  been  approved  by  the  State  Commission  of  Pris- 
ons subject  to  submission  and  approval  of  specifications  for  the  cell  work 
and  plumbing. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector, 


29S  TWENTY-SECOND  ANNUAL  REPORT  OF  THE 

VILLAGE  LOCKUP— MIDDLEVILLE 

HERKIMER  COUNTY 

Inspected  June  3,  1916.     F.E.  Dickens,  village  president. 

The  population  of  Middleville  was  710  in  1915. 

This  lockup  is  located  in  a  large  room  on  the  first  floor  of  the  munici- 
pal building,  a  wooden  structure.  The  room  has  two  large  outside  win- 
dows and  the  rear  section  is  separated  from  the  front  by  a  partition  made 
of  IVi  in.  gas  pipe  bars  set  on  6  in.  centers.  This  constitutes  the  cell 
which  is  furnished  with  a  cot  with  woven  wire  springs,  mattress,  comforta- 
ble, and  pillow.  The  bedding  was  in  good  condition.  There  is  no  water  in 
the  lockup,  night  buckets  being  used.  There  is  a  sink  with  water  in  the 
hose  room  adjacent.  The  entrance  to  the  lockup  is  through  the  hose  room. 
The  building,  including  ithe  lockup,  has  electric  lights.  The  heat  is  from  a 
coal  stove  in  the  front  section  of  the  room.  The  interior  of  the  cell  room, 
including  the  floor,  is  lined  with  sheet  iron. 

I  was  informed  by  the  village  oflicer  that  the  authorities  are  con- 
sidering the  installation  of  an  outside  entrance  to  the  front  room  instead 
of  the  entrance  through  the  hose  room,  and  a  toilet  in  the  cell.  The  vil- 
lage has  public  water,  and  I  was  informed  there  are  also  sewers.  The 
lockup  has  no  supervision  at  night. 

The  number  of  persons  arrested  averages  about  twenty  a  year,  most 
of  whom  are  held  over  night.  An  occasional  lodger  is  cared  for  but  not 
placed  under  arrest. 

RECOMMENDATIONS 

(1)  This  building  is  a  wooden  structure  and  is  surrounded  on  all 
sides  by  other  frame  buildings,  so  that  the  fire  risk  is  very  pronounced. 
An  arrangement  should  be  made  by  the  authorities  to  have  some  one  remain 
in  the  building  at  night  when  the  lockup  is  occupied.  The  village  author- 
ities should  be  given  to  understand  that  this  recommendation  must  be 
complied  with. 

(2)  Install  a  toilet  and  lavatory  in  the  cell  section  of  the  lockup. 
Specifications  fpr  the  plumbing  should  be  submitted  to  the  State  Commis- 
sion of  Prisons  for  approval  as  required  by  law. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— NEWPORT 

HERKIMER  COUNTY 

Inspected  June  3,  1916.  V.  H.  Harris,  village  president;  George  New- 
man, chief  of  police. 

The  population  of  Newport  was  697  in  1915. 

This  lockup  consists  of  a  wooden  cell  in  one  side  of  a  large  room  on 
the  first  floor  of  the  fire  house,  a  two-story  frame  building. 

The  front  of  the  cell  is  composed  of  wooden  bars  2  in.  x  5  in.  set  on 
6  in.  centers.  It  has  a  wooden  bunk  with  some  bedding.  It  is  heated  from 
a  coal  stove  in  the  outer  room  and  lighted  by  electricity.  There  is  no  water 
in  the  building.  The  village  has  a  water  system,  but  no  sewers.  There  are 
several  windows  in  the  outside  room. 

The  lockup  is  used  but  little.  No  lodgers  are  cared  for  and  the  number 
of  arrests,  I  was  informed,  usually  docs  not  exceed  one  a  month.  There 
is  no  supervision  at  night. 

While  the  outer  room  is  used  for  the  storage  of  the  village  fire  appara- 
tus, it  is  accessible  at  nil  times  to  the  firemen  and  thoir  friends — ;in  ohjoc- 


STATE  COMMISSION  OF  PRISONS  299 

tionable  feature.  Like  all  wooden  lockups  this  one  is  a  fire  trap  and  diffi- 
cult to  keep  in  sanitary  condition.  A  small  fireproof  building  could  be 
erected  and  furnished  with  modern  sanitary  facilities  at  small  cost. 
Wooden  lockups  in  wooden  buildings  without  supervision  present  a  com- 
bination of  circumstances  which  should  not  be  tolerated.  As  there  are  but 
few  arrests  in  this  village,  the  expense  of  providing  a  watchman  to  remain 
in  the  building  when  the  lockup  is  occupied  would  be  trifling,  and  I  recom- 
mend that  the  village  be  required  to  furnish  such  supervision  or  a  fire- 
proof lockup,  and  upon  failure  so  to  do  that  this  one  be  closed. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— WEST  WINFIELD 

HERKIMER  COUNTY 

Inspected  June  13,  1916. 

The  population  of  the  village  is  788. 

The  lockup  was  found  in  the  same  condition  as  described  in  the  last 
report  of  inspection.  It  is  located  on  the  first  floor  of  the  firemen's  build- 
ing, which  is  practically  a  fireproof  structure  of  cement  blocks  and  has  a 
steel  ceiling  and  smooth  cement  floor. 

There  are  two  latticed  steel  cells,  4  ft.  6  in.  x  6  ft.  6  in.  x  6  ft.  6  in., 
each  furnished  with  steel  bunk,  mattress,  blankets,  and  iron  bucket  in  a 
metal  case.  One  cell  is  used  principally  for  storage  purposes,  as  it  is 
claimed  so  few  arrests  occur  where  detention  is  required  that  it,  is  not 
necessary  to  use  more  than  the  one  cell. 

The  building  is  lighted  by  gas  and  electricity,  heated  with  hot  air  fur- 
nace, and  there  are  several  large  windows  which  afford  ample  ventilation 
and  sunlight.  In  an  adjoining  room  is  a  lavatory  with  running  water  and 
a  shower  bath  has  recently  been  installed.  A  satisfactory  state  of  clean- 
liness prevailed. 

Resi>ectfully  submitted, 

(Signed)     CLIFFORD  M.  YOUNG, 

Inspector, 


JEFERSON     COUNTY 

VILLAGE  LOCKUP— ALEXANDRIA  BAY 

Inspected  August  10,  1916.    F.  F.  Cornwall,  village  president. 

Alexandria  Bay  had  a  population  in  1915  of  2,062. 

Since  the  last  inspection  plans  have  been  approved  by  the  State  C-om- 
mission  of  Prisons  for  improving  the  old  lockup,  which  was  located  on  the 
first  floor  of  the  fire  house,  a  two-story  frame  building.  The  old  wooden 
cells  and  toilet  have  been  removed  and  the  lockup  enlarged  to  a  width  of 
twelve  feet.  It  is  18  feet  long  and  the  ceiling  is  9  ft.  8  in.  from  the  floor. 
A  hollow  tile  partition  has  been  constructed  on  the  west  side  between  the 
lockup  and  the  engine  room  and  the  other  walls  and  ceiling  have  been  cov- 
ered with  metal.  A  cement  floor  has  been  installed  and  two  windows 
placed  in  the  east  wall  and  two  in  the  west.  They  are  glazed  with  wire 
glass.    The  windows  are  barred  and  there  is  a  barred  door  at  the  entrance. 

Two  steel  cells  have  been  provided,  5  ft.  wide,  7  ft.  long  and  7  ft.  high, 
with  solid  ends  and  rears,  perforated  plate  tops  and  fronts  of  round  bars 
set  on  41^  inch  centers.  Each  cell  is  to  be  equipped  with  a  bunk,  toilet 
and  lavatory  of  approved  type. 
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At  the  time  of  inspection  ttie  lockuij  was  not  completed.  The  cells  were 
in  the  room  but  had  not  been  set  up,  the  work  having  been  delayed  on 
account  of  failure  to  deliver  the  plumbing  fixtures.  A  sink  has  been  in- 
stalled on  the  south  wall  of  the  room  outside  the  cells. 

This  lockup  when  completed  will  be  a  decided  improvement  over  the 
old  one. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN, 

Secretary, 


VILLAGE  LOCKUP— ANTWERP 

JEFFEBSON    COUNTY 

Inspected  August  10,  1916.  F.  C.  Hoard,  village  president.  Antwerp 
has  a  population  of  about  1,100. 

This  lockup  is  located  in  the  rear  of  the  basement  of  the  firemen's 
building,  a  three-story  brick  structure,  centrally  located.  There  is  an 
outer  entrance  in  the  rear  which  is  above  grade.  There  are  two  cells  of 
square  bars  with  solid  partition  between.  They  were  rusted  and  badly 
in  need  of  paint.  Each  cell  has  a  steel  bunk  but  no  sanitary  facilities, 
except  buckets.  There  is  a  sink  with  running  water  in  the  room  and  two 
large  windows  near  the  cells.  The  lockup  is  lighted  by  electricity  and 
heated  by  a  furnace.    The  floor  is  cement.    But  few  arrests  are  made. 

BECOMMENDATIONS 

That  the  cells  be  painted  a  light  color. 

That  the  lockup  be  given  supervision  at  night  when  occupied. 

Respectfully  submitted, 

{Signed)     JOHN  F.  TREMAIN, 

Secretary. 


VILLAGE  LOCKUP— CAPE  VINCENT 

JEFFEBSON   COUNTY 

Inspected  August  9,  1916.    Dr.  S.  W.  Gordon,  village  president. 

Cape  Vincent  has  a  population  of  about  1,100. 

This  lockup  is  located  at  one  end  of  a  long  room  used  as  a  kitchen  in 
the  fire  house,  a  two-story  frame  building.  Two  wooden  cells  have  been 
constructed  in  this  room  with  grated  doors  and  wooden  partition  between, 
covered  with  tin.  There  is  a  small  barred  window  in  each  cell  and  a  steel 
bunk  with  blankets.  The  room  is  heated  by  a  kitchen  range  and  lighted  by 
electricity.  There  are  no  sanitary  facilities  in  the  cells  except  buckets, 
but  there  is  a  closet  in  an  adjoining  room. 

The  number  of  arreMs  is  said  to  average  four  or  five  a  month  and  a 
woman  is  detained  occasionally.  There  is  no  separate  place  of  detention 
for  women  or  juveniles.  One  man  was  in  custody  at  the  time  of  inspection. 
The  lockup  is  said  to  be  given  supervision  at  night  when  occupied.  This 
should  not  be  neglected  on  account  of  the  danger  of  fire. 

The  village  president  informed  me  that  the  authorities  propose  to  pro- 
vide other  quarters  in  tlie  building  for  lockup  purposes  so  as  to  provide 
a  separate  place  of  detention  for  women.  The  location  of  the  present 
lockup  is  objectionable  as  those  working  in  the  kitchen  are  subject  to  the 
\ile  language  and  disorderly  conduct  of  drimken  prisoners.  The  building 
is  a  frame  structure  and  even  though  new  quarters  were  provided  in  it, 
it  would  l)e  necessary  to  employ  an  officer  to  give  the  lockup  supervision 
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when  occupied.  The  far  better  way  would  be  to  erect  a  smaU  fireproof 
lockup  properly  equipped  with  modern  sanitary  facilities,  and  this  is  rec- 
ommended. Plana  for  any  proposed  improvements  should  be  submitted  to 
the  State  Commission  of  Prisons  for  approval  as  required  by  law. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TRBMAIN, 

Secretary, 


VILLAGE  LOCKUP— CHAUMONT 

JEFFERSON    COUNTY 

Inspected  August  9,  1916.    Riley  E.  Benny,  village  president. 

Chaumont  is  a  small,  tncoriwrated  village  with  a  population  of  about 
700. 

The  lockup  consists  of  two  wooden  cells  in  a  small  one-story  frame 
building  used  also  for  meetings  of  the  village  board  of  trustees  and  for 
election  purposes.  The  cells,  each  about  eight  feet  square,  are  in  one 
end  of  the  room.  There  are  no  windows  or  means  of  ventilation  in  the 
cells  except  a  small  barred  opening  about  eight  inches  in  each  heavy 
wooden  door.  Without  light  or  ventilation  these  cells  are  unfit  for  the 
detention  of  prisoners.    One  of  the  cells  was  used  for  storage  purposes. 

The  room  in  front  of  the  cells  contains  four  windows  and  a  door. 
The  lockup  is  heated  by  a  stove  and  is  equipped  with  an  electric  light  but 
the  oflBcer  stated  that  as  the  lockup  was  used  infrequently,  the  village  au- 
thorities thought  a  charge  of  one  dollar  a  month  for  lighting  an  unnecessary 
expense  and  ordered  it  discontinued.  This  necessitates  the  use  of  kerosene 
lamps  which  adds  to  the  fire  risk.  There  are  no  sewers  or  water  system  in 
the  village,  hence  the  lockup  is  without  sanitary  facilities.  The  officer 
stated  that  the  number  of  arrests  averages  about  one  a  month. 

The  lockup  could  be  improved  by  installing  windows  in  the  cells,  pro- 
perly barred  and  protected  by  screens,  and  by  providing  doors  of  steel  bars. 
This  would  afford  light  and  ventilation  which  are  lacking  at  present. 
The  better  way  would  be  to  tear  out  the  present  cells  and  Install  a  steel 
ceU.  Plans  for  any  improvements  to  be  made  should  be  submitted  to  the 
State  Commission  of  Prisons  for  approval  before  the  work  is  undertaken. 

I  recommend  that  imless  immediate  steps  are  taken  to  improve  this 
lockup  the  village  authorities  be  cited  to  show  cause  why  it  should  not  be 
closed. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TRBMAIN, 

Secretary. 


VILLAGE  LOCKUP— CLAYTON 

JEFFEBSON    COUNTY 

Inspected  August  8,  1916.    William  M.  Fitzgerald,  village  president. 

Clayton  is  an  incorporated  village  of  about  1,900  population. 

The  lockup  is  located  in  the  engine  house,  a  two-story  brick  building 
with  a  wooden  interior.  One  side  and  front  of  the  lockup  are  of  plaster 
over  brick  and  the  other  two  sides  and  ceiling  are  of  wood.  The  floor  \a 
cement.  It  has  a  separate  entrance  and  the  door  is  usually  left  open  in 
summer  to  improve  the  ventilation. 

There  are  two  steel  cells  with  solid  fronts  except  the  doors  which  are 
of  latticed  bars.  The  tops  are  barred.  The  cells  have  automatic  flushiag 
closets  and  bunks  with  bedding.  The  closets  were  not  in  working  order 
and  there  was  a  vile  odor  even  when  the  door  was  open.    These  closets 
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ehould  be  put  in  repair  at  once.  There  is  a  sink  with  running  water  out- 
side the  cells.  The  room  is  heated  by  a  stove  and  lighted  by  electricity. 
The  interior  of  the  lockup  was  strewn  with  papers  and  presented  a  neglect- 
ed appearance.  It  is  improperly  ventilated  and  contains  no  separate 
department  for  women  and  juveniles. 

A  polioe  officer  Is  on  duty  in  the  village  from  3  P.  M.  to  2  A.  M.    It 
was  said  that  the  number  of  arrests  averages  about  three  a  week. 

BECOM  M  ENDATION  S 

That  the  light  and  ventilation  be  improved  by  installing  additional 
windows. 

That  the  closets  be  repaired  and  put  in  proper  working  order. 
That  the  janitor  be  required  to  keep  the  lockup  clean. 
That  the  lockup  be  given  supervision  at  night  when  occupied. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN, 

Becretary, 


TOWN  LOCKUP— DEPAUVILLE 

JEFFERSON    COUNTY 

Inspected  August  9,  1916.    Chester  W.  Rees,  supervisor. 

Depauville  is  a  small  hamlet  and  has  little  use  for  a  lockup,  in  fact  the 
justice  stated  that  it  had  not  been  necessary  to  detain  a  prisoner  for  several 
years. 

There  is  a  steel  cage  in  the  basement  of  the  town  building,  a  stone 
structure.  The  lockup  is  without  heating,  lighting  or  toilet  facilities.  The 
place  has  no  water  system  or  sewers.  No  prisoner  should  be  detained 
in  this  lockup  during  cold  weather  unless  heat  is  furnished,  and  the  lock- 
up should  have  supervision  at  night  when  occupied. 

Resi)ectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN, 

Secrefarv. 


VILLAGE  LOCKUP— DEXTER 

JEFFERSON    COUNTY 

Inspected  August  9,  1916.    William  Ellison,  village  president. 

Dexter  is  an  Incorporated  villap^e  with  a  population  of  about  1.200. 

The  lockup  is  tn  the  basement  of  a  small  building,  the  upper  floor  being 
used  for  village  board  meetings.  The  basement  is  constructed  of  stone, 
the  walls  being  very  heavy.  The  upper  floor  is  of  wood  construction.  There 
are  two  small  windows  in  the  lockup  but  because  of  the  thickness  of  the 
walls  very  little  simlight  enters  the  place.  It  has  one  electric  light.  The 
floor  is  wood  and  is  said  to  be  laid  over  flagstones.  There  are  two  wooden 
cells  with  woollen  bunks.  There  are  no  toilet  facilities,  not  even  buckets. 
The  village  is  ^vithout  water  or  sewer  systems.  The  room  is  heated  by  a 
wood  stove  and  there  was  a  pile  of  wood  in  one  corner  not  far  from  the 
stove. 

The  lockup  is  improperly  lighted  and  ventilated  and  in  the  present  con- 
dition is  a  tire-trap.  It  could  he  materially  improved  by  laying  a  cement 
floor  with  cinder  fill,  enlarging  the  windows  and  installing  a  steel  cell  in 
place  of  the  present  wooden  one. 

The  village  clerk  wrote  the  State  Commission  of  Prisons  in  June  1915, 
that  the  board  of  trustees  contemplate<l  removing  the  lockup  to  the  engine 


STATE  COMMISSION  OF  PRISONS  303 

Louse  and  requested  information  as  to  what  would  be  required.  This  in- 
formation was  given  but  so  far  as  the  Commission  is  informed  nothing 
further  has  been  done. 

I  recommend  that  unless  s-teps  are  taken  within  a  reasonable  time  to 
improve  conditions  in  this  lockup,  the  village  authorities  be  cited  to  show 
cause  why  it  should  not  be  closed.  Plans  for  improvements  should  be  sub- 
mitted to  the  Commission  for  approval  before  the  work  is  imdertaken. 

Respectfully  submitted, 

{Signed)     JOHN  F.  TREMAIN, 

Secretary, 
VILLAGE  LOCKUP— PHILADELPHIA 

JEFFERSON    COUNTY 

Inspected  August  10,  1916. 

Philadelphia  is  an  incorporated  village  with  a  population  of  about  850. 

The  lockup  is  located  on  the  first  floor  of  the  village  fire  engine  house, 
a  two-story  frame  structure.  There  are  two  latticed  steel  cages  with  steel 
floors,  equipped  with  bunks  and  bedding.  Buckets  are  used,  there  being 
no  sanitary  facilities  in  the  building.  The  room  has  one  large  window,  a 
stove  and  an  electric  light. 

Only  a  few  arrests  are  made.  The  lockup  should  have  supervision  at 
night  when  occupied  because  of  the  fire  risk. 

Respectfully  submltfted, 

(Signed)     JOHN  F.  TREMAIN, 

Secretary, 


VILLAGE  LOCKUP— SACKETT'S  HARBOR  . 

JEFFEBSON    COUNTY 

Inspected  August  10,  1916. 

Sackett's  Harbor  is  a  small  incorporated  village  with  a  population  of 
about  850. 

The  lockup  is  located  on  the  first  floor  of  the  flre  house,  a  two-story 
frame  building.  It  has  an  outside  entrance  and  also  door  leading  to  the 
hose  room.  A  large  window  and  sash  door  furnish  light  and  ventilation. 
The  room  is  of  wooden  construction  and  prisoners  should  not  be  detained 
at  night  without  supervision  because  of  the  fire  risk.  The  lockup  is  heated 
by  a  coal  stove  and  lighted  by  electricity.  Buckets  are  used.  There  are 
few  arrests. 

Resi)ectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN, 

Secretary. 

VILLAGE  LOCKUP— THERESA 

CRSON    COUNTY 


Inspected  August  10,  1916.    Dr.  Haskin,  village  president. 

Theresa  is  an  incorporated  village  with  a  population  of  about  1,050. 

This  lockup  is  located  in  a  room  in  the  rear  of  the  first  floor  of  the 
town  hall,  a  two  story  brick  building.  The  room  has  a  cement  floor  is 
well  lighted  and  ventilated  and  contains  two  steel  cells  with  open  fronts 
of  square  bars,  each  containing  two  bunks  with  blankets.  Buckets  are 
used.  The  installation  of  toilets  and  lavatories  would  be  a  desirable  im- 
provement. But  few  arrests  are  made  and  an  officer  is  said  to  remain  in 
charge  of  the  lockup  during  the  night  when  occupied. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN, 

Secretary. 
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CITY  JAIL— WATERTOWN 

JEFFEBSON    COUNTY 

Inspected  January  27,  1916. 

Watertown  has  a  population  of  about  28,000. 

The  jail  is  situated  in  the  basement  of  the  City  Hall,  which  is  a  two- 
story  atone  and  brick  building.  There  are  four  separate  rooms,  respec- 
tively for  men,  women,  juveniles  and  lodgers.  The  cell  room  for  men  has 
four  steel  cells,  5  ft.  x  7  ft.  x  7  ft.,  provided  with  steel  bunks,  toilets  in 
the  cells,  lavatory  in  the  corridor,  and  there  is  one  large  window.  The 
women's  room  has  two  similar  cells,  each  furnished  with  a  steel  bunk,  mat- 
tress, blankets,  pillows,  sheets  and  pillow  cases.  One  of  the  cells  has  a 
sanitary  closet  and  there  is  a  lavatory  in  the  room.  This  room  has  two 
large  windows.  There  is  another  large  room  with  a  padded  cell  and  two 
latticed  steel  cells  size  6  ft.  6  in.  x  6  ft.  6  in.  x  4  ft.  6  in.  The  latter  are 
furnished  with  a  steel  bunk  in  each,  provided  with  blankets,  and  there  is 
ja  sanitary  toilet  and  lavatory  in  the  room.  This  room  has  six  good  siaed 
^'indows.  There  is  a  separate  room  for  lodger^,  which  is  equipped  with 
-wooden  benches,  flushing  closet  and  wash  basin.  There  are  two  windows 
in  fche  room. 

Each  department  is  lighted  by  electricity  and  heated  by  steam.  The 
interior  of  the  basement  is  practically  fireproof,  well  painted  and  an  ex- 
cellent state  of  cleanliness  prevailed.  The  janitor  was  present  and  seemed 
interested  in  his  work.  The  glass  in  the  windows  has  been  painted  and  ob- 
structs the  light.  The  janitor  stated  that  he  would  remove  the  paint.  This 
should  be  done,  and  if  necessary  to  prevent  obstruction,  translucent  glass 
should  be  used. 

The  total  number  of  arrests  during  1915  was  997,  of  which  number 
(65  were  women.     The  number  of  lodgers  housed  was  670. 

This  basement  is  about  half  below  grade  and  has  no  separate  outside 
^entrance,  and  is  said  to  be  damp  when  there  is  no  fire.  The  city  owns  the 
site  in  the  rear  of  the  city  hall  which  would  be  adequate  for  the  construc- 
tion of  a  new  modem  jalL 

Resi)eotfully  submitted, 

(Signed)     CLIFFORD  M.  YOUNG, 

Inspector. 


CITY  JAIL— (WATERTOWN 

JEFFEBSON    COUNTY 

Inspected  August  10,  1916. 

This  jail  was  described  in  a  report  of  inspection  dated  January  27, 
1916.  Since  that  inspection  the  painted  glass  in  the  windows  have  been 
replaced  by  translucent  glass  making  the  interior  much  lighter.  The  jail 
was  clean  and  apparently  is  receinng  proper  care. 

Respectfully  submitted, 

{Signed)     JOHN  F.  TREMAIN, 

Secretary. 


LIVINGSTON  COUNTY 

VILLAGBl  LOCKUP— DANSVILLB 

Inspected  October  28,  1916.  Jo^ph  Steiglar.  village  president;  W.  P. 
I'iun,  chief  of  police,  assisted  by  two  other  oflicers,  one  of  whom  is  on  duty 
at  night  and  gives  the  lockup  supervision.  Dansville  has  a  iK)pulation  of 
about  4,300. 
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The  lockup  consists  of  a  one-story  wooden  addition  to  tlie  village  fire 
hall.  It  was  fully  described  in  my  report  of  July  16,  1914,  and  remains 
in  praotically  the  same  condition.  The  room  has  a  concrete  floor,  electric 
lights,  a  stationary  wash  basin  and  a  toilet  in  the  corridor,  also  coal  stove. 
There  are  three  steel  cells  with  one  bunk  in  each,  equipped  with  iron 
springs.  One  cell  had  a  mattress  and  some  bedding.  This  cell  is  kept  for  the 
exclusive  use  of  prisoners.  Lodgers  are  allowed'  to  occupy  the  other  two  cells. 
These  cells  are  solid  steel  plate  except  the  front  which  consist  of  two  inch 
flat  bars  set  2i^  inches  apart  both  ways.  This  makes  about  twenty-five 
per  cent,  of  the  front  open  and  seventy-five  per  cent,  closed.  No  light  or 
air  can  enter  the  cells  except  -through  these  openings.  As  a  result  the 
interior  is  very  dark  and  in  hot  weather  they  are  veritable  sweat  boxes. 
They  are  deficient  in  ventilation  as  there  is  no  circulation  of  air  in  them. 
The  lockup  is  taken  care  of  by  the  janitor  of  the  hall  and  was  clean. 

The  arrests  average  about  400  a  year.  About  seventy-five  per  cent, 
are  put  in  the  lockup  and  most  of  them  are  held  all  night.  These  figures 
include  the  lodgers.  The  practice  here  is  to  lock  them  in  and  take  them  to 
court  in  the  morning.  They  are  usually  discharged  or  paroled  by  the 
justice. 

EECOM  MENDATION  S 

One-half  the  flat  steel  bars  should  be  removed  from  the  fronts  of  the 
cells  and  the  tops  should  be  perforated  so  as  to  admit  more  light  and  air 
into  the  cells. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— MOUNT  MORRIS 

LIVINGSTON   COUNTY 

Inspected  March  2,  1916.  Charles  Stiles,  village  president;  William 
Seith,  chief  of  police. 

Mt.  Morris  had  a  population  in  1915  of  3,884  and  has  recently  con- 
structed a  lockup,  first  occupied  in  January  of  the  present  year.  It  consists 
of  a  detached  one-story  brick  building  containing  two  departments,  one  for 
men  and  one  for  women.  The  men's  room  is  about  15  ft.  6  in.  x  19  ft.  6  in., 
with  a  12  ft.  ceiling,  and  contains  three  steel  cells  5  ft.  x  8  ft.  x  7  ft.  7  in., 
each  with  one  steel  folding  bunk,  a  vitreous  toilet  with  integral  seat  flushed 
with  a  push  button,  and  stationary  wash  basin  operated  by  push  button. 
The  bunks  were  provided  with  bedding  which  was  in  good  condition.  The 
room  has  a  concrete  floor.  There  are  three  barred  windows  in  front  of  the 
cells  and  one  at  the  end  of  the  corridor,  each  containing  twelve  10  in.  x  14 
in.  lights.    The  heat  is  from  a  natural  gas  stove. 

The  women's  room  is  8  ft.  x  11  ft.  6  in.  with  a  separate  outside  entrance 
and  two  windows  the  same  size  as  those  in  the  men's  room.  It  has  electric 
light,  gas  stove,  and  a  toilet  and  stationary  wash  basin  like  those  in  the 
men's  department.  There  is  no  cell  and  as  yet  it  has  not  been  furnished 
with  a  bed.    I  was  informed  that  a  cot  bed  had  been  ordered. 

The  number  of  men  arrested  averages  about  four  or  five  a  month. 
There  have  been  eight  since  January  1st.  No  women  have  as  yet  been  ar- 
rested this  year ;  two  were  arrested  last  year. 

This  ia  a  modem  lockup  and  a  credit  to  the  village. 

I  would  suggest  the  advisability  of  screening  off  the  gas  stove  in  the 
women's  room  so  that  it  could  not  be  interfered  with  by  a  prisoner,  especial- 
ly if  she  were  intoxicated. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 
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VILLAGE  LOCKUP— NUNDA 

LIVINGSTON   COUNTY 

Inspected  October  30,  1916.  James  Baker,  village  president;  W.  J. 
Millard,  chief  of  police.  There  is  also  a  night  watchman  and  the  lockup 
is  in  the  care  of  the  janitor  of  the  huilding. 

This  lockup  is  still  located  in  the  basement  of  the  village  hall,  a  fine 
brick  building  in  excellent  condition.  The  section  occupied  by  the  lockup 
is  a  large  room  with  good  sized  outside  windows  with  areas  in  front  of 
them.  Tlie  basement  is  mostly  below  grade.  The  cell  arrangement  is  very 
objectioniable.  It  consists  of  two  wooden  cells,  each  7  f t.  x  9  ft.  and  furnished 
with  a  wooden  bunk  und  some  bedding.  The  cells  are  without  light  or 
ventilation  except  the  small  openings  between  the  wooden  slats  of  the  doors. 
These  slats  are  4  in.  wide  and  set  1  in.  apart,  making  the  cells  practically 
dungeons.  Even  with  the  doors  open  they  are  dark.  I  had  to  use  a  flash- 
light to  see  the  interior  in  the  middle  of  the  forenoon  of  a  bright  sunny  day. 
The  lockup  is  also  without  water,""  although  the  village  has  public  water. 
While  there  is  no  general  system  of  sewers  this  building  has  a  drain. 

These  conditions  were  criticized  in  my  report  of  Octol)er  1,  1914,  but 
no  changes  have  been  made.  I  stated  in  that  report  that  the  '^present  con- 
dition of  this  lockup  is  intolerable  and  should  be  remedied."  I  was  in- 
formed that  the  floor  of  this  basement  is  probably  too  low  to  permit  of  the 
installation  of  toilets. 

While  this  lockup  could  be  materially  improved  by  installing  steel  cells 
In  this  basement,  I  advised  the  local  authorities  that  in  my  judgment  it 
was  doubtful  if  the  Commission  would  approve  any  plan  to  continue  the 
lockup  in  the  present  basement  except  possibly  for  lodgers.  Some  of  the 
village  authorities  are  in  favor  of  erecting  a  small  fireproof  annex  to  the 
village  hall,  which  could  be  heated  from  the  present  furnace,  and  to  install 
therein  steel  cells  with  modern  equipment.  This  would  be  a  vei*y  commend- 
able improvement  and  is  the  only  one  which  I  can  confidently  recommend. 

According  to  the  best  information  I  could  get,  the  number  of  arrests 
averages  from  10  to  15  a  year,  about  half  of  whom  are  held  in  the  lockup 
all  night,  A  number  of  lodgers  is  also  admitted  by  the  overseer  of  the  poor, 
but  I  was  unable  to  ascertain  the  number. 

KECOM  MENDATION  S 

The  next  village  election  will  be  held  in  April,  1917,  and  I  recommend 
that  unless  at  this  election  an  appropriation  is  made  for  an  improved 
lockup  the  present  one  be  closed  immediately  thereafter. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


MADISON  COUNTY 

VILLAGE  LOCKUP— BROOKFIELD 

Inspected  June  12,  1916.    Alvin  Oheeseborough,  president  of  the  vUlage. 

The  popula/tion  of  Brookfield  is  400. 

The  building  used  as  a  lockup  is  owned  by  private  parties  and  situated 
in  the  rear  of  other  buildings  a  short  distance  from  the  main  street  and 
the  central  portion  of  the  village.  It  consists  of  a  small  one-story  frame 
structure  orginaUy  built  for  other  purposes. 

There  are  two  wooden  cells,  4  ft.  x  7  ft.  x  6  ft.  6  in.,  of  open  latticed 
formation,  each  provided  with  a  wooden  bunk  and  a  small  amount  of 
bedding  which  presented  an  unkempt  appear.ince.  Sunlight  and  ventila- 
tion are  furnished  by  means  of  two  full  sized  windows  in  the  front  of  the 
building. 
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There  are  no  facilities  for  heating  or  lighting,  and  as  the  village  haa 
no  public  water  or  sewerage  system  there  are  no  toilets  or  running  water 
in  the  lockup.     The  village  has  electric  lights. 

The  president  stated  that  the  lockup  was  seldom  used  except  during 
fair  time.  The  village  is  situated  several  miles  from  the  railroad  and  it  is 
said  that  no  tramps  apply  for  lodging. 

If  this  lockup  is  to  be  continued  in  use,  it  should  never  be  left  without 
proper  supervision  during  the  night  when  occupied,  as  it  is  a  dangerous 
fire  trap.  A  much  more  satisfactory  arrangement  for  a  lockup  has  been  pro- 
vided in  the  neighboring  village  of  West  Winfield.  Steel  cages  in  a  fire- 
proof building  should  be  used  and  the  cell  room  properly  ventilated,  heated 
«nd  lighted.  Plans  for  such  improvements  should  be  submitted  to  the 
State  Commission  of  Prisons  for  approval  as  required  by  law. 

Respectfully  submitted, 

(Signed)     CLIFFORD  M.  YOUNG, 

l7ispector. 


CITY  JAII^ONEIDA 

MADISON   COUNTY 

Inspected  September  22,  1916.  Robert  L.  Crocket,  mayor;  Austin 
Wilcox,  chief  of  police.  The  total  poUce  force  of  the  city  is  eight,  and  the 
population  about  9,700. 

This  jail  was  fuUy  described  in  my  report  of  inspection  dated  May  18, 
1915,  and  remains  in  the  same  condition.  It  is  located  on  the  first  floor  of 
a  two-story  Drick  building  in  the  rear  of  police  headquarters  and  has  three 
departments,  one  of  three  cells  for  drunks  and  lodgers,  one  of  two  cells  for 
other  male  prisoners,  and  a  small  room  with  one  cell  for  women.  All  the 
cells  face  brick  walls  and  the  entire  jail  is  without  sunlight.  At  one  time 
there  was  a  good  sized  window  at  the  end  of  the  corridor  in  front  of  the 
three  cells  mentioned  above,  but  the  construction  of  a  building  in  the  rear 
of  the  jail  building  closed  this  window.  It  is  practically  impossible  to  get 
any  sunlight  into  this  jail  in  its  present  location.  The  only  remedy  is  a 
new  police  headquarters  and  city  jail. 

The  State  Commission  of  Prisons  has  been  urging  this  improvement 
for  years  and  at  one  time  such  construction  was  under  serious  considera- 
tion by  the  city  authorities,  but  so  far  as  I  could  learn  the  matter  has  been 
dropped.  The  whole  outfit  is  antiquated  and  a  discredit  to  the  city.  The 
only  adequate  remedy  is  new  quarters. 

In  3915,  325  males  and  3  females  were  arrested,  of  whom  198  were  for 
public  intoxication.  About  66  per  cent,  of  tliose  arrested  were  held  in  the 
jail  all  night.  The  highest  number  in  custody  at  any  time  during  the 
past  year  was  seven. 

There  is  no  detention  room  in  this  city  for  children.  When  held  at 
all  they  are  kept  in  the  office  of  the  police.    Such  a  room  is  needed. 

Prisoners  are  fed  if  in  custody  at  meal  time.  A  good  many  lodgers 
are  cared  for,  sometimes  as  many  as  fifteen  in  one  night  in  cold' weather. 
They  are  not  arrested  or  taken  to  court  or  given  food. 

EECOM  MENDATION  S 

That  the  city  provide  as  follows : 

(1)  A  new  police  headquarters  and  city  jail. 

(2)  A  sei-arate  place  of  detention  for  children. 
(8>     Separate  quarters  for  housing  lodgers. 


Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 
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MONROE   COUNTY 

VILLAGE  LOCKUP— BROCKPORT 

Inspected  July  12,  1916.  George  Harmon,  village  president.  The  reg- 
ular police  force  in  this  village  consists  of  one  day  and  one  night  officer 
and  four  constables.    The  population  of  the  viUage  is  about  3,500. 

The  lockup  is  located  on  the  main  floor  of  the  village  building,  a  three- 
story  brick  structure,  also  used  as  fire  headquarters.  It  was  fully  described 
jn  a  report  of  inspection  of  March  19,  1914.  It  has  two  departments,  one 
for  men  in  a  large  room  with  concrete  floor,  three  outside  windows,  and 
four  wooden  cells  with  barred  doors  facing  the  windows.  The  cells  are 
provided  with  bedding  in  good  condition.  The  room  has  steam  heat  and 
electric  lights,  and  there  is  an  iron  closet  and  stationary  wash  basin  in 
the  ocrridor.  The  ceiling  is  about  12  ft.  high  and  the  room  is  also  ventilated 
into  an  adjacent  room. 

In  the  front  part  of  the  building  there  is  a  separate  room  for  women 
and  children.  This  room  also  has  a  high  ceiling  and  is  padded  about  half 
way  from  the  floor  to  the  ceiling ;  the  rest  of  the  distance  is  screened.  It 
is  furnished  with  a  good  bed.  Light  and  air  pass  through  a  barred  door 
and  the  screen.  This  is  also  used  at  times  as  a  padded  cell  for  prisoners 
with  delirium  tremens,  as  it  is  seldom  needed  for  women  or  children.  All 
the  windows  are  barred  and  screened.  The  janitor  lives  in  the  building 
and  gives  it  supervision  at  all  times.    It  was  clean,  showing  excellent  care. 

The  number  of  arrests  averages  from  250  to  300  a  year,  about  half  of 
whom  are  held  over  night.  Police  court  is  held  every  morning  and  also 
in  the  evening  when  necessary.  When  a  woman  is  held  a  matron  is  employ- 
ed to  take  care  of  her.  No  women  have  been  arrested  this  year  and  the 
number  any  year  seldom  exceeds  two  or  three.  No  children  are  put  in  the 
lockup.  There  are  no  lodgers,  strictly  speaking,  all  vagrants  seeking  ac- 
commodations are  arrested  and  taken  to  court  in  the  morning. 

RECOMMENDATIONS 

As  this  lockup  is  used  quite  extensively  and  the  vlUage  has  public 
wpter  and  sewers,  the  cells  should  be  provided  with  toilets  and  stationary 
wash  basins.  The  State  Commission  of  Prisons  requires  this  equipment  for 
all  new  lockups  in  villages  or  towns  having  water  and  sewers  and  there 
is  no  good  reason  why  they  should  not  be  provided  in  existing  lockups  in 
such  towns  and  vUlages,  and  I  recommend  the  same. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

POLICE  STATION— CHARLOTTE 

Branch  of  5th  Precinct,  Rochester 

monroe  county 

Inspected  July  12,  1916.     Frederick  Klubertanz,  captain. 

On  January  1,  1916,  the  village  of  Charlotte  was  annexed  to  the  city 
of  Rochester  and  became  an  amiex  or  branch  of  the  fifth  precinct  of  that 
city,  and  the  lockup  which  was  constructed  last  year  by  the  village  is  used 
as  police  headquarters  by  the  ten  patrolmen  assigned  to  this  annex,  who 
are  under  the  jurisdiction  of  the  captain  and  three  sergeant.s  of  the  fifth 
precinct.  Three  of  the  patrolmen  occupy  headquarters  in  the  lockup,  serv- 
ing on  eight-hour  shifts. 

This  lockup  consists  of  a  two-story  and  basement  detached  fireproof 
building  and  contains  a  department  for  men  and  one  for  women.  The  latter 
is  not  used  under  the  new  arrangement,  there  beiug  no  matron  and  the 
women  arrested  in  this  annex  are  sent  to  the  city  jail  in  Rochester.  The 
iren  arrested  are  taken  to  the  men's  jail  and  held  until  the  next  morning 
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when  they  are  taken  to  court  in  Rochester.  The  number  of  arrests  since 
January  1,  1916,  in  this  branch  precinct  was  forty.  During  that  time  fifty- 
eight  lodgers  were  cared  for,  mostly  during  the  winter  months. 

Charlotte  is  a  summer  resort  and  most  of  the  arrests  have  been  made 
during  the  last  few  weeks.  A  number  of  these  were  for  violating  the  auto- 
mobile ordinances  of  the  city  and  many  of  the  cases  were  disposed  of  with- 
out detention  in  the  jail. 

The  men's  jail  consists  of  six  steel  cells  on  the  main  floor  in  a  room 
with  several  outside  windows.  Each  cell  has  a  full  flushing  toilet,  sta- 
tionary wash  basin,  and  folding  bunk.  The  entire  building  is  fireproof, 
with  concrete  floor.  There  is  hot  water  heat.  The  interior  is  finished  in 
white. 

On  the  same  floor  with  the  jail  is  an  entrance  room  used  as  a  police 
offir'e,  and  on  the  upper  floor  is  a  court  room  and  another  room  constructed 
for  a  meeting  room  of  the  village  officials.  These  are  not  in  use  and  it  has 
not  been  settled  what  the  city  will  do  with  them,  but  it  has  been  suggested 
that  they  be  used  as  dormitories  for  the  patrolmen. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— CHURCHVILLE 

MONROE  COUNTY 

Inspected  March  3,  1916.  Eugene  Royce,  village  president ;  William 
Keates,  chief  of  police.    The  population  of  Churchville  is  about  600. 

This  lockup  consists  of  two  small  rooms  on  the  first  floor  of  the  village 
hall,  a  brick  building.  The  front  part  of  the  first  floor  is  used  for  storing 
the  village  fire  apparatus.  One  of  the  rooms  comprising  the  lockup  is 
entered  from  the  hallway.  It  contains  an  outside  window  about  12  in.  x 
36  in.  and  three  bunks  with  some  bedding  in  fair  condition.  The  other  is 
a  smaller  room  with  a  door  opening  from  the  rear  room  of  the  building.  It 
contains  one  bunk  with  some  bedding.  The  heat  is  from  a  coal  stove  in  the 
back  room  of  the  fire  house  near  the  cells  and  there  are  two  barred  openings 
between  the  larger  of  the  cell  rooms  and  the  stove,  one  opening  22  in.  x 
36  in.  and  the  other  16  in.  x  30  in.  The  bars  are  round,  set  on  3  in.  centers. 
There  is  a  barred  opening  35  in.  x  36  in.  into  the  smaller  room  from  the  cell 
room  and  a  barred  opening  17  in.  x  25  In,  over  the  door.  In  cold  weather 
there  is  a  fire  in  the  stove  all  the  time,  and  the  police  officer  stated  there 
was  no  trouble  in  keeping  the  cells  warm  through  these  openings.  There 
is  a  small  outside  window  also  in  the  second  cell  room.  The  bunk  in  this 
room  has  a  mattress  and  some  bedding  in  good  condition.  When  any  person 
Is  detained  in  this  lockup  the  officer  remains  in  the  building  and  furnishes 
the  prisoner  with  water  and  keeps  up  the  fire. 

The  village  has  neither  public  water  nor  sewers.  The  lockup  is  not 
much  used ;  no  lodgers  are  housed  and  the  arrests,  I  was  informed  by  the 
police,  do  not  execeed  on  an  average  three  a  year.  No  woman  has  been  ar- 
rested in  the  village  in  recent  years.  Lodgers  are  cared  for  by  the  poor- 
master. 

\  The  following  improvements  have  been  made  in  this  lockup  since  the 
I  last  inspection :  The  opening  between  the  cells  has  been  closed,  as  rec- 
'  ommended  in  the  former  report.  The  only  opening  between  the  larger  cell 
room  and  the  haUway  has  also  been  closed.  There  is  a  large  cistern  con- 
structed for  fire  use  under  this  hall  and  there  is  a  sink  with  a  cistern 
pump  in  the  room  containing  the  stove.  The  pump,  however,  was  still  out 
of  commission,  but  the  officer  dips  up  washing  water  from  the  cistern  when 
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required  and  furnishes  well  water  to  ttie  prisoners  for  drinking  purposes. 
Considering  the  fact  that  this  lockup  is  seldom  used  it  seems  to  meet 
the  needs  of  this  small  village. 

Resi>ectfully  submitted. 

(Signed)     GEORGE  McLAUGHLIN. 

Chief  Inspector. 


TOWN  AND  VILLAGE  LOCKUP— FAIRPORT 

MONROE  COUNTY 

Inspected  July  13,  1916.     F.  A.  Defendorf,  supervisor. 

This  lockup  is  owned  by  the  town  of  Perinton  and  the  village  of  Fair- 
port  rents  the  privilege  of  using  it.  The  village  has  a  population  of  about 
3,700  and  the  town  about  9,000. 

The  lockup  is  practically  the  same  as  at  the  time  of  the  last  inspection, 
March  18,  1914,  except  that  the  cells  have  been  cleaned.  The  lockup  oc- 
cupies a  large  room  in  the  basement  of  the  town  hall,  a  two-story  brick 
building.  The  room  has  a  concrete  floor,  electric  lights,  fireproof  ceiling, 
and  two  small  outside  windows.  The  building  is  supposed  to  be  fireproof. 
QThe  basement  is  about  two-thirds  below  grade  and  has  a  tendency  to  be- 
come damp  when  the  furnace  is  not  in  operation.  This  is  remedied,  I  was 
informed,  by  making  a  little  fire  in  the  furnace  whenever  dampness  begins 
to  manifest  itself.  This  tendency  to  dampness  is  further  increased  by  lack 
of  sufiicient  sunlight.  Either  the  windows  should  have  been  larger  or 
there  should  have  been  more  windows.  Other  windows  in  the  basement 
are  much  larger  than  those  in  the  lockup. 

The  room  has  two  cages  open  on  all  sides  except  the  top  and  partition. 
The  bars  are  set  well  apart  and  each  is  furnished  with  a  steel  folding  bunk 
and  some  bedding  in  good  condition.  There  is  no  water  in  the  lockup.  In 
another  section  of  the  basement  there  are  two  toilets  and  a  lavatory.  The 
villapre  has  both  public  water  and  sewers. 

The  number  of  arrests  averages  about  fifty  a  year,  most  of  whom  are 
held  for  morning  court.  The  supervisor  stated  that  a  woman  had  never 
been  arrested  in  the  village;  that  if  such  a  thing  should  occur  she  would 
not  be  put  in  the  lockup.  Children  are  not  placed  in  the  lockup  but  are 
oared  for  by  a  local  society.  There  is  a  night  officer  who  gives  the  lock- 
up supervision.  During  cold  weather  about  fifty  or  sixty  lodgers  are  cared 
for. 

RECOMMENDATIONS 

In  order  to  make  this  lockup  modem  it  should  have  more  sunlight, 
either  by  enlarging  the  prasent  windows  or  installing  additional  ones,  and 
the  cells  should  be  provided  with  toilets  and  wash  basins.  Such  facilities 
placed  in  some  other  room  are  not  of  much  use  to  the  prisoners  in  the 
lockup.  This  room  is  large  and  has  supervision  and  proper  effort  is  made 
to  keep  it  free  from  dampness,  and  with  the  improvements  suggested  it 
would  be  a  very  creditable  lockup. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

VILLAGE  LOCKUP— HILTON 

MONROE  COUNTY 

Inspected  July  11,  1916.    Myron  Roberts,  ^'illage  president. 

The  lockup  is  situated  in  a  rear  room  on  the  first  floor  of  the  village 
building,  a  two-story  brick  structure,  and  was  found  in  the  same  condition 
as  at  the  time  of  the  last  inspection.    It  has  electric  lights  and  there  are 
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electric  lights  in  the  hallway  near  the  front  door  and  in  the  passageway 
to  the  rear  rooms,  which  are  kept  burning  all  night. 

The  bedding  on  the  bunks  in  both  cages  consisted  of  mattresses,  quilts 
and  pillows,  and  was  in  good  condition.  Since  the  last  inspection  a  frame- 
w  ork  of  bars  for  the  window  has  been  provided  and  was  in  the  lockup  but 
not  yet  placed.  There  is  no  heat  in  the  lockup,  but  the  entire  building 
is  heated  by  hot  air  and  it  is  claimed  that  by  leaving  the  door  into  ithe 
hallway  and  the  transom  open  ithe  lockup  is  sufficiently  heated  in  cold 
weather. 

The  number  of  arrests  averages  about  ten  a  year,  I  was  informed,  most 
of  whom  are  held  over  night.     Oaring  for  a  lodger  is  infrequent. 

EECOMMENDATIONS 

(1)  Place  translucent  glass  in  the  lower  sash  of  the  window  and  in- 
stall the  bars. 

(2)  Provide  supervision  during  the  night  when  the  lockup  is  occu- 
pied, as  the  buildiQg  is  not  fireproof  and  the  cell  room  is  difficult  of  access. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TOWN  LOCKUP— MUMFORD 

MONROE  COUNTY 

Inspected  July  13,  1916.  John  Gatenbee,  supervisor,  P.  O.  Scottsville; 
B.  J.  Boyland,  chief  of  police. 

This  lockup  consists  of  two  wooden  cells  in  the  rear  end  of  the  first 
floor  of  a  detached  wooden  building,  known  as  the  Town  Hall.  The  large 
i^om  in  front  is  used  as  a  court  room  land  for  town  purposes.  It  is  well 
lighted  and  ventilated  and  is  heated  by  a  coal  stove.  The  cells  have  double 
doors,  one  barred  and  one  solid  wood.  The  solid  door  is  not  used  except 
when  there  is  some  meeting  or  other  business  going  on  in  the  front  room. 

As  recommended  in  my  last  report  of  inspection,  outside  windows  have 
l>een  placed  in  each  of  the  cells ;  they  are  18  in.  x  24  in.,  hung  on  hinges  so 
they  will  open  from  the  inside  and  are  barred.  They  greaitly  increase  both 
the  light  and  ventilation  in  the  cells  and  were  a  necessity  to  make  them 
habitable. 

The  bunks  were  furnished  with  bedding  in  good  condition.  An  officer 
remains  in  the  bmlding  when  the  lockup  is  occupied.  The  village  police 
officer  stated  there  had  been  but  three  prisoners  in  the  lockup  during  the 
past  year.  No  lodgers  are  cared  for.  No  woman  has  been  arrested  in  this 
village  for  many  years,  and  the  officer  stated  that  were  one  arrested  she 
would  not  be  put  in  the  lockup. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TOWN  LOOKUP— PITTSFORD 

MONROE  COUNTY 

Inspected  May  19,  1916.  George  Hicks,  supervisor;  L.  F.  Curtis,  town 
clerk. 

The  population  of  Pittsford  was  1,376  at  the  time  of  the  last  census. 

This  lockup  consists  of  two  steel  cages  placed  in  a  room  in  the  base- 
ment of  the  town  hall.    These  cages  are  5  ft.  x  6  ft.  6  in.  x  6  ft.  6  in.,  open 
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on  all  sides  aud  top,  with  a  solid  partition.  The  fronts  are  l^^  in.  flat  bars 
set  on  6V2  in.  centers  both  ways.  Each  cage  has  a  steel  bunk  and  some 
bedding  which  was  in  fair  condition. 

The  school  house  in  this  village  recently  burned  and  this  hall  is  now 
used  as  a  school  house.  School  sessions  are  held  in  the  front  part  of  the 
basement  and  on  the  upper  floor.  A  considerable  quantity  of  lumber  and 
other  material  has  been  stored  in  the  lockup  room,  giving  it  a  congested  and 
disorderly  appearance.  All  the  walls  surrounding  the  lockup  are  brick. 
There  are  two  good  sized  windows  in  the  outer  wall,  but  the  cages  have 
been  set  against  this  wall,  so  that  the  windows  do  not  furnish  light  to  the 
interior  of  the  cages.  They  should  be  turned  around  and  set  against  the 
partition  so  as  to  face  the  windows.  There  are  also  two  small  windows  at 
one  end  of  the  room.  The  floor  is  concrete.  The  lockup  is  heated  by  steam, 
and  in  the  spring  and  fall,  when  there  is  no  fire  in  the  furnace,  heat  is  fur- 
nished from  a  coal  stove. 

By  former  reports  it  appears  that  the  practice  is  to  use  this  lockup  as 
a  store  room,  even  when  the  rest  of  the  building  is  not  used  for  school  pur- 
poses. This  should  not  be  done.  Both  the  village  president  and  the  town 
clerk  informed  me  that  no  prisoners  are  kept  in  this  lockup  over  night; 
that  they  are  not  using  it  except  to  hold  a  man  for  a  few  hours  until  he 
could  be  taken  before  the  resident  justice ;  and  that  if  it  becomes  necessary 
to  hold  a  prisoner  over  night  he  is  taken  to  Rochester,  as  it  is  considered 
cheaper  to  take  him  there,  only  six  or  seven  miles  distant  on  the  trolley, 
than  to  employ  an  officer  to  remain  with  him  in  the  lockup.  As  they  were 
making  so  little  use  of  it  they  had  not  felt  it  was  necessary  to  make  im- 
provements. However,  if  this  town  desires  to  maintain  a  lockup  at  all,  it 
sJiould  be  kept  free  from  rubbish  and  the  cells  should  be  turned  around  to 
face  the  windows. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— SCOTTSVILLE 

MONROE  COUNTY 

Inspected  July  13,  1916.  John  Gatenbee,  superv^or;  Fred  L.  Guern- 
sey, chief  of  police.  The  town  of  Wheatland  maintains  two  lockups,  one  at 
Scottsville  and  the  other  at  Mumford.  ScottsvOle  is  an  im incorporated 
village  of  about  900  inhabitants.     It  has    neither  public  water  nor  sewers. 

The  lockup  consists  of  a  detached  frame  building  with  a  court  room 
in  the  front  part  and  tiiree  wooden  cells  with  barred  doors  in  the  rear 
section.  The  court  room  is  well  lighted  with  several  outside  windows,  has 
electric  light,  and  is  heated  with  a  coal  stove.  The  wooden  cells  are  small 
and  are  insufficiently  ventilated.  An  attempt  was  recently  made  to  improve 
the  ventilation  by  installing  small  outside  windows  in  the  rear  end  of  each 
cell.  These  windows  were  6  in.  wide  and  28  in.  long,  but  in  the  opening 
three  iron  bars  IV2  in.  wide  were  installed,  using  up  4^4  in-  of  the  six  and 
leaving  only  1^^  in.  for  light  and  air,  which  is  entirely  inadequate. 

An  officer  remains  in  the  building  at  night  when  the  lockup  is  occu- 
pied. No  lodgers  are  cared  for ;  they  are  looked  after  by  the  superintendent 
of  the  poor. 

RECOMMENDATIONS 

The  cell  windows  should  be  enlarged  so  they  would  be  at  least  18  in. 
X  24  in.  and  be  protected  with  round  bars  set  on  about  4%  in.  centers  and 
fccieened.    The  sash  should  be  hung  on  hinges  as  has  recently  been  done  in 
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the  other  lockup  at  Mumford.  As  at  present  constructed  the  cells  of  this 
lockup  are  sweat  boxes.  The  town  authorities  should  be  advised  that  this 
recommendation  must  be  complied  with. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— SPENCERPORT 

MONROE  COUNTY 

Inspected  March  3,  1916.  E.  H.  Hawkins,  village  president;  William 
G.  Barker,  chief  of  police. 

The  population  of  Spencerport  in  1915  was  848. 

This  lockup  occupies  the  rear  room  of  the  first  floor  of  the  village  hall, 
a  two-story  brick  building  situated  on  the  main  street.  The  other  part  of 
the  first  floor  is  used  as  a  hose  room  and  also  contains  the  heating  plant. 

The  lockup  is  in  the  same  condition  as  at  the  time  of  my  last  inspec- 
tion in  July,  1914,  except  that  the  recommendaitions  contained  in  that  report 
have  been  complied  with,  viz.,  a  new  metal  ceiling  has  been  put  in  the 
lockup,  the  wooden  partition  between  the  hallway  and  the  lockup  has  been 
removed  and  a  brick  partition  8  inches  thick  installed,  and  the  entrance 
door  has  been  metal  cased  on  all  sides  so  thait  the  interior  of  the  lockup 
Is  now  fireproof.  At  the  time  of  that  inspection  the  lockup  was  partly 
filled  with  a  lot  of  boxes,  tables  and  chairs  used  at  election  time,  many  of 
them  piled  on  top  of  the  cells ;  these  have  all  been  removed  and  the  lockup 
was  clean  and  showed  good  care. 

The  number  of  persons  charged  with  various  offenses  averages  from 
thirty  to  forty  a  year,  many  of  whom  are  put  in  the  lockup.  There  is 
also  an  average  of  about  125  vagrants  arrested  and  housed  in  the  lockup 
07er  night  Strictly  speaking,  no  lodgers  are  cared  for;  all  persons  ad- 
mitted to  the  lockup  are  placed  under  arrest  and  taken  to  court  in  the 
morning.  With  the  improvements  which  have  been  made  since  the  last  in- 
spection this  lockup  is  in  a  satisfactory  condition. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— WEBSTER 

MONROE  COUNTY 

Inspected  July  10,  1916.  George  G.  Mason,  village  president  and  chief 
of  police. 

The  population  of  Webster  is  about  1,500. 

This  lockup  was  fully  described  in  my  report  of  July  10,  1914.  It  is 
substantially  fireproof.  It  occupies  a  rear  room  on  the  first  floor  of  the 
village  hall.  The  room  is  15  ft.  x  20  ft.,  with  a  10  ft.  ceiling  and  concrete 
floor,  separated  from  the  front  end  of  the  haU  by  a  hollow  tile  partition. 

There  are  three  steel  cages  with  open  fronts  and  tops  of  flat  bars  set 
well  apart.  The  cages  face  two  large  windows  in  the  outer  wall.  Since 
the  last  inspection  these  windows  have  been  barred  as  recommended  in 
that  report  and  a  stationary  wash  basin  with  running  water  has  also 
been  installed.  The  president  stated  that  the  village  authorities  contem- 
plate installing  sewers  in  the  village  and  that  as  soon  as  this  is  done  toilets 
will  be  installed  in  the  lockup.  The  lockup  is  cared  for  by  the  janitor  of 
the  building  and  was  clean,  also  the  bedding  on  the  bunks  was  in  good 
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The  arrests  average  about  one  a  week,  I  was  informed,  about  half  of 
whom  are  held  over  night.  During  very  cold  weather  there  are  a  few  lodg- 
ers, sometimes  two  or  three  a  week. 

This  is  a  creditable  lockup  and  when  the  cells  are  equipped  with  toilets 
end  wash  basins,  as  contemplated,  it  will  be  entirely  modern. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


MONTGOMERY  COUNTY 

CITY  JAIL— AMSTERDAM 

Inspected  September  29,  1916. 

The  population  of  Amsterdam  is  about  34,000. 

Since  the  last  inspection  the  work  of  improving  this  jail  has  been  com- 
pleted in  accordance  with  the  plans  approved  by  the  State  Commission  of 
Prisons.  The  improvements  were  fully  described  in  the  last  report  of  In- 
spection. 

The  jail  is  now  light  and  well  ventilated  and  was  found  in  a  clean 
condition.  It  is  fully  equipped  with  modern  toilet  facilities,  steam  heat 
and  electric  lights.    The  hammocks  still  remai.n. 

The  detention  room  for  females  and  juveniles  in  connection  with  the 
Salvation  Army  building  has  been  renovated  and  equipped  with  two  cot 
beds,  chairs,  wash  stand,  and  has  one  large  outer  window  which  has  been 
barred.  Inmates  are  in  care  of  the  wife  of  the  captain  of  the  Army.  The 
total  number  of  arrests  during  the  past  eight  months  was  258. 

The  improvements  to  the  city  jaU  were  made  at  a  cost  of  $2,117.13 
and  are  commendable. 

Respectfully  submitted, 

{Signed)     CLIFFORD  M.  YOUNG, 

Inspector, 


TOWN  AND  VILLAGE  LOCKUP— CANAJOHARIE 

MONTGOMERY     COUNTY 

Inspected  September  30,  1916. 

This  lockup  remains  the  same  as  described  in  the  rei)ort  of  inspection 
dated  August  2,  1915.  It  is  located  in  the  rear  of  the  fire  house  which  is 
a  one-story  stone  building.  There  are  three  steel  cells  with  fronts  and 
rears  of  square  bars.  The  ceiling  and  side  walls  are  wood  and  the  floor 
wood  and  cement.  The  lockup  is  light,  well  ventilated,  and  the  bunks 
were  supplied  with  mattresses  and  blankets  in  good  condition.  There  is  a 
sink  with  running  water  in  the  corridor,  and  an  old  iron  toilet  out  of 
order.  The  lockup  has  electric  Light,  is  heated  with  a  coal  stove,  and  was 
clean. 

The  last  report  contained  the  following  statement: 

"The  toilet  is  of  the  self  flushing  type  with  wooden  top,  and 
was  out  of  order.  The  proper  place  for  the  toilets  is  in  the  cells 
and  the  most  satisfactory  kind  for  lockups  is  the  indestructible 
jail  closet  with  integral  seat  and  operat^  with  a  push  button. 
As  the  lockup  is  already  connected  with  the  water  and  sewer  sys- 
tems, I  respectfully  recommend  that  such  toilets  be  installed.  That 
portion  of  the  floor  which  is  wood  should  be  replaced  with  cement, 
and  everything  possible  done  to  lessen  the  fire  risk.    It  would  be 
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well  to  cover  the  interior  walls  and  ceiling  with  metal  and  thor- 
oughly paint  the  same.    The  cells  should  also  be  painted  a  light 
color." 
The  above  suggestions  would  entail  a  slight  expenditure  and  should 

receive  favorable  action  on  the  part  of  the  town  and  village  authorities. 

The  lockup  would  then  be  sanitary  and  practically  free  from  the  danger  of 

fire.     The  number  of  arrests  averages  about  30  a  year  and  some  lodgers 

are  housed  in  the  lockup. 

Respectfully  submitted, 

{Signed)     CLIFFORD  M.  YOUNG, 

Inspector, 


VILLAGE  AND  TOWN  LOCKUP— FORT  PLAIN 

MONTGOMEBY     COUNTY 

Inspected  September  30,  1916. 

This  lockup  is  of  fireproof  construction,  located  in  the  town  hall.  The 
cell  room  contains  two  steel  cages  with  bunks  and  bedding,  two  large  win- 
dows and  electric  light.  The  windows  are  properly  screened  and  barred. 
There  is  a  flushing  toilet  and  sink  with  running  water  in  an  adjoining 
room.  Adjacent  to  the  cell  room  are  quarters  fitted  up  for  the  separate 
housing  of  lodgers.  This  room  has  several  wooden  bunks,  closet  and  run- 
ning water.  The  lockup  is  heated  from  a  hot  air  furnace,  which  is  said 
to  be  entirely  adequate  in  cold  weather. 

There  is  a  room  on  the  second  floor  which  can  be  used  for  women  or 
juveniles  should  occasion  arise. 

The  nimiber  of  arrests  a^-erages  from  200  to  250  per  year,  and  a  con- 
siderable number  of  lodgers  are  housed. 

The  lockup  was  found  in  good  condition. 

Respectfully  submitted, 

{Signed)     CLIFFORD  M.  YOUNG, 

Inspector. 


VILLAGE  LOCKUP— ST.  JOHNSVILLE 

MONTGOMEBY     COUNTY 

Inspected  June  13,  1916. 

This  lockup  is  situated  on  the  first  floor  of  the  village  fire  house,  and 
remains  in  practically  the  siame  condition  as  described  in  the  last  report. 
The  building  is  a  t^-o-story  brick  structure  with  no  windows  in  the  side  or 
rear,  rendering  it  dark,  damp,  and  poorly  ventilated.     The  floor  is  flagging. 

There  are  two  steel  cells  with  open  fronts  placed  in  a  rear  comer  be- 
hind the  fire  apparatus.  Each  cell  has  a  steel  bunk  provided  with  blankets. 
The  bedding  showed  lack  of  care  and  the  cell  needed  scrubbing.  The  cells 
have  no  toilet  facilities,  but  there  is  a  sink  with  running  water  and  an  en- 
closed toilet  in  the  hose  room. 

The  room  is  lighted  by  electricity  and  heated  by  means  of  a  hot  air 
furnace  and  wood  stove.  There  seems  to  be  nothing  to  prevent  the  in- 
stallation of  several  windows  in  one  side  of  the  hose  room,  which  would 
niaterially  improve  sanitation. 

The  justice  stated  that  about  200  arrests  were  made  last  year  and 
over  fifty  during  May,  1916.  There  is  no  detention  room  for  women  or  juv- 
eniles as  has  been  recommended  in  previous  reports.  It  was  stated  that  a 
room  of  this  kind  is  at  times  needed  and  the  same  is  again  urgently  rec- 
ommended.   An  officer  is  on  duty  during  the  night  and  has  some  supervision 
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of  the  lockup.     Lodgers  are  cared  for  by  the  overseer  of  the  poor. 

St.  Johnsville  seems  to  be  in  need  of  a  town  hall  or  municipal  buUding 
which  would  provide  for  the  various  officers  and  departments  in  an  up-to- 
date  manner,  and  it  is  hoped  that  some  plan  of  this  kind  will  materialize 
in  the  near  future.    In  the  meantime  it  is  recommended : 

First.  That  at  least  three  windows  be  installed  in  the  north  wall  of 
the  fire  apparatus  room,  at  a  height  of  about  five  feet,  properly  barred  or 
screened. 

Second.    That  a  detention  room  for  females  and  juvenUes  be  provided. 

Third.  That  some  one  be  made  responsible  for  the  cleanliness  of  the 
lockup  at  all  times. 

Respectfully  submitted, 

(Signed)     CLIFFORD  M.  YOUNG, 

Inspector. 


NASSAU  COUNTY 

TOWN  LOCKUP--BELLMORE 

Inspected  April  15,  1916.  BUram  R.  Smith,  supervisor,  Freeport; 
Gordon  Morton,  resident  justice,  Wantagh. 

The  population  of  Bellmore  is  about  1,170. 

This  lockup  consists  of  a  single  room  containing  one  cell  on  the  first 
floor  of  the  firemen's  hall,  a  two-story  and  basement  brick  building  com- 
pleted in  January,  1913.  i 

The  cell  has  a  latticed  top  and  door  and  contains  two  wooden  bunis 
with  leather  mattresses  and  two  blankets.  There  is  one  large  window  back 
of  the  cell  which  gives  considerable  light  to  the  interior  through  the  open 
top.  There  is  also  a  window  in  the  partition  in  front  of  the  cell.  The 
entrance  is  from  the  court  room  adjacent.  The  doors  and  floor  of  the  room 
are  wood,  but  the  ceiling  and  side  walls  are  metal.  It  is  heated  by  steam. 
There  is  no  water  in  the  lockup,  but  there  is  a  toilet  in  a  room  adjacent 
to  the  court  room.    The  village  has  no  sewers. 

While  this  lockup  is  supposed  to  also  care  for  the  prisoners  arrested 
in  the  two  adjacent  villages  of  Wantagh  and  Merrick,  there  is  no  justice, 
constable  or  police  oflloer  in  Bellmore. 

The  lockup  is  used  very  little  and  I  was  credibly  informed  that  it 
lias  only  been  occupied  three  times  since  January  1,  1915. 

RECOM  MENDATIONS 

As  the  entire  interior  of  this  building  is  of  wooden  construction,  this 
lockup  should  have  supervision  at  night  when  occupied.  A  human  being 
should  not  be  locked  up  in  this  steel  cage  and  left  alone  through  the  night. 
Some  arrangement  should  be  made  to  have  the  janitor  or  the  oflicer  remain 
in  the  building  during  the  night  when  a  prisoner  is  detained.  As  this 
occurs  very  infrequently,  the  expense  would  be  trifling. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TOWN  LOCKUP— FARMINGDALE 

NASSAU   COUNTY 

Insi>ected  February  10,  1916.    James  H.  Cocks,  supervisor,  Glen  Cove; 
Gilbert  C.  Weiden,  resident  justice. 

The  population  of  Farmingdale,  whloh  is  in  the  town  of  Oyster  Bay, 
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was  1,856  at  the  last  census. 

The  lockup  is  a  new  one-story  brick  addition  in  the  rear  of  the  town 
hall  and  connected  with  it  by  a  brick  enclosed  passageway.  It  has  a 
metal  roof,  concrete  floor,  metal  veiling,  and  iron  doors. 

There  are  two  departments,  one  for  men  and  one  for  women.  That  for 
men  contains  two  steel  cells,  5  ft.  x  7  ft.  x  8  ft.,  each  having  a  niche  closet 
with  an  enameled  seat  covering  the  entire  bottom  of  the  niche  and  a  sta- 
tionary wash  basin,  also  two  bunks  with  rubber  covered  mattresses  and 
some  bedding  in  good  condition.  There  are  two  windows,  one  2  ft.  2  in.  x 
4  ft.  6  in.  and  the  other  2  ft.  6  in.  x  4  ft  6  in. 

The  cells  have  open  fronts  of  round  bars  set  on  41,2  in.  centers  with  a 
wire  screen  on  the  inside  of  the  bars  to  prevent  accident  to  the  prisoners 
when  opening  the  sliding  doors.  One  of  the  cells  is  kept  for  the  exclusive 
use  of  prisoners  under  arrest ;  the  other  is  used  for  lodgers. 

The  women's  room  contains  one  cell  of  the  same  size  and  equipment  as 
those  of  the  men's,  and  has  a  separate  outside  entrance.  It  has  one  window 
2  ft.  2  in.  X  4  ft.  6  in.  The  heat  is  from  a  coal  stove  in  the  men's  room. 
There  is  a  separate  chimney  in  the  women's  room,  but  it  has  not  yet  been 
provided  with  a  stove,  some  arrangement  should  be  made  to  heat  this  room. 

Both  departments  and  the  hallway  connecting  the  lockup  with  the 
town  hall  have  electric  lights. 

The  number  of  arrests  since  April,  1915,  to  the  date  of  inspection  was 
62.  Only  a  few  lodgers  are  housed,  not  over  twenty  since  the  foregoing 
date. 

This  is  a  new  lockup  and  very  commendable;  however,  in  addition  to 
providing  heat  for  the  women's  room  I  would  recommend  that  the  faucets 
for  the  stationary  wash  basins  be  made  self-closing ;  and  that  the  toilet  be 
provided  with  a  better  flush  and  the  flushing  made  easier  by  readjusting 
the  push  buttons  by  which  they  are  operated. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector, 


VILLAGE  LOCKUP— FREEPORT 

NASSAU  COUNTY 

Inspected  April  15,  1916.  Ernest  S.  Randall,  president  and  chief  of 
police ;  S.  B.  Shea,  village  clerk. 

This  is  a  new  lockup,  erected  since  the  last  iaspection.  It  is  located 
on  the  first  floor  of  a  new  two-story  buildiQg  ^ith  a  brick  front.  The 
building  is  rented  by  the  village  and  is  used  for  various  village  purposes. 
The  lockup  is  in  a  room  adjacent  to  police  headquarters,  with  an  entrance 
from  headquarters  and  a  rear  entrance  from  the  street. 

The  room  is  13  ft.  x  17  ft.  and  has  an  11  ft.  metal  ceiling.  It  was  first 
occupied  last  August  and  contains  two  new  cells,  each  5  ft.  x  7  ft.  x  7  ft., 
with  open  fronts  of  round  bars  set  on  4  in.  centers.  Each  cell  has  a  metal 
fictor  and  contains  a  niche  closet  with  push  button  flush  and  one  wide  oak 
bunk.  The  floor  outside  the  cells  is  wood.  There  is  a  sink  in  the  corridor 
for  washing  and  drinking  purposes.  There  is  one  large  window  in  front  of 
the  cells  and  a  section  of  the  outside  door  in  the  rear  is  glass.  The  village 
employs  eight  officers ;  a  portion  of  them  are  on  duty  at  night ;  there  is  al- 
ways an  officer  in  the  headquarters  room. 

I  was  informed  by  the  officer  in  charge  that  the  number  of  prisoners 
looked  up  over  night  averages  about  two  a  month.  During  cold  weather 
there  is  an  occasional  lodger;  there  were  two  or  three  a  month  during 
the  past  winter. 
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This  lockup  was  constructed  without  securing  the  approval  of  plans 
from  the  State  Commission  of  Prisons.  The  interior  is  painted  white,  waa 
well  lighted,  and  presented  a  clean  and  neat  api>earance. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TOWN  LOCKUP— GLEN  COVE 

NASSAU  COUNTY 

Inspected  February  10,  1916.  James  H.  Cocks,  supervisor,  Glen  Cove; 
Frank  E.  McCahill,  chief  of  police. 

The  ix)pulation  of  Glen  Cove  in  winter  is  about  9,500  and  in  summer 
about  12,000. 

This  lockup  consists  of  a  one-story  brick  addition  to  the  town  hall. 
The  cell  room  is  12  ft.  x  28  ft.,  with  a  9  ft.  ceiling,  concrete  floor  and  brick 
-walls,  and  is  supposed  to  be  fireproof.    It  has  steam  heat  and  electric  lights. 

There  are  two  departments,  one  with  four  cells  for  men  and  one  eel) 
for  women. 

This  lockup  was  fully  described  in  my  reix)rt  of  November  18.  1914, 
and  remains  in  the  saiue  condition  except  that  there  has  been  a  new  opening 
made  to  the  drain  so  that  the  water  will  run  out  more  readily  when  the 
floor  is  flushed. 

During  1915  the  number  of  persons  arrested  was  about  400,  most  of 
•whom  were  put  in  the  lockup  for  some  time  and  quite  a  good  many  of  whom 
were  held  over  night.  The  court  sits  every  evening.  About  20  women 
were  arrested  during  the  year.  The  constable,  who  is  also  the  janitor,  lives 
in  the  building  and  his  wife  acts  as  matron  and  takes  care  of  the  women 
when  in  custody.    No  lodgers  are  housed. 

The  lockup  was  clean,  showing  good  care. 

Respectful^  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TOWN  LOCKUP— HEMPSTEAD 

NASSAr  COUNTY 

Inspeoted  October  9.  1916.  Hiram  R.  Smith,  supervisor ;  Robert  D. 
Vandewater,  chief  of  police ;  Walter  R.  Jones,  resident  justice. 

This  lockup  is  used  mostly  by  the  village  of  Hempstead,  which  has 
a  population  of  al>out  6,000. 

The  men's  jail  remains  the  same  as  when  last  inspected  except  that 
a  toilet  with  a  tank  flusli  operates!  by  a  pUvSh  button  and  a  stationary  wash 
basin  have  been  installed  in  the  corridor  in  front  of  the  cells.  Since  that. 
Inspection  a  room  for  women  has  been  provided.  The  small  room  between 
the  justice's  court  room  and  the  cell  room  has  been  entirely  separated  from 
the  cell  room  by  removing  the  wire  screen  at  tlie  top  of  the  partition  and 
su]>stituting  wonckI.  A  .section  of  this  room  next  to  the  windows  has  been 
partitioned  off  from  the  hallway,  makins:  a  nx>m  7  ft.  x  8  ft.  with  two 
large  windows.  This  room  cH^ntains  a  toilet  with  tank  flush,  stationary 
wash  basin,  and  iin  iron  cot  with  wire  .springs,  mattress  and  blanket.  The 
1  >wer  part  of  the  partition  between  tiio  luiliway  and  the  women's  room  Is 
wood  and  the  upi>er  section  is  wire  screen. 
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The   two  departments   together  make  a  fairly   satisfactory  lockup. 

One  of  the  upper  bunks  in  the  men's  room  has  been  taken  out  and  laid 
on  top  of  the  cells,  which  keeps  out  the  sunlight.  This  should  be  removed, 
a5  at  best  there  is  not  too  much  light  in  this  room. 

The  number  of  prisoners  detained  the  past  year  was  forty-five  men  and 
Dine  women. 

The  lockup  was  clean,  showing  good  care. 

Respectfully  submitted, 

(Signed  \     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

TOWN  LOCKUP— HICKSVILLE 

NASSAU  COUNTY 

Inspected  February  10,  1916.  James  Cocks,  supervisor,  Glen  Cove; 
Joseph  Steinert.  resident  justice. 

The  population  of  Hicksville,  which  is  in  the  town  of  Oyster  Bay,  is 
about  2,600. 

The  lockup  consists  of  a  new  one-story  brick  building,  about  16  ft.  x 
20  ft.  in  size,  located  in  tJie  rear  of  the  town  hall  and  connected  with  it  by 
a  brick  enclosed  passageway.  It  has  a  concrete  floor,  metal  ceiling,  iron 
doors,  and  metal  roof.  It  contains  two  departments,  one  for  men  and  one 
for  women.  The  men's  department  contains  two  steel  cells,  each  5  ft.  x 
7  ft.  X  8  ft.,  with  a  niche  closet  having  an  enameled  seat  covering  the  entire 
bottom  of  the  niche,  a  stationary  wash  basin,  and  two  bunks,  each  having 
a  rubber  covered  mattress  and  some  bedding  in  good  condition. 

The  cells  have  entire  open  fronts  of  round  bars  set  on  4^^  in.  centers 
with  a  wire  screen  on  the  inside  of  the  bars  to  prevent  accident  to  the 
prisoners  when  opening  the  sliding  doors.  One  of  the  cells  is  kept  for  the 
ex(*lusive  use  of  prisoners  under  arrest ;  lodgers  are  allowed  to  sleep  in  the 
other  cell. 

The  women's  room  contains  one  cell  of  the  same  size  and  equipment  as 
those  of  the  men's  and  has  a  separate  outside  entrance.  The  heat  is  from  a 
coal  stove  in  the  men's  room.  There  is  a  separate  chimney  in  the  women's 
room,  but  it  has  not  yet  been  provided  with  a  stove;  some  arrangement 
should  be  made  to  heat  this  room.  Both  departments  and  the  hallway  con- 
nected with  the  town  hall  have  electric  lights. 

There  are  two  windows,  one  2  ft.  2  in.  x  4  ft.  6  in.  and  the  other  2  ft. 
6  in.  X  4  ft.  6  in.,  in  the  men's  department,  and  one  window  2  ft.  2  in.  x 
4  ft.  6  in.,  in  the  women's  room.  , 

The  number  of  arrests  averages  about  50  a  year.  There  have  been 
only  four  so  far  this  year.  There  are  about  100  lodgers  a  year,  seldom 
more  than  two  at  a  time,  usually  only  one.  Very  few  women  are  arrested, 
I  was  informed  usually  not  more  than  one  in  two  years. 

While  this  is  a  new  lockup  and  very  commendable,  there  are  a  few 
things  that  have  not  been  perfected.  In  addition  to  providing  heat  for  the 
women's  room,  the  faucet  for  the  stationary  wash  basins  should  be  self 
closing,  the  push  buttons  by  which  the  toilets  are  operated  should  be  read- 
justed so  that  they  can  be  more  easily  flushed,  and  a  better  flush  should 
be  provided. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

TOWN  LOCKUP— LAWRENCE 

NASSAU  COUNTY 

Inspected  October  11,  1916.     C.  C.  Adams,  village  president;  William 
Ryan,  captain  of  police.    The  total  police  force  of  the  village  is  eleven. 
Lawrence  has  a  population  of  about  1,500. 
The  lockup  is  located  on  the  first  floor  of  the  village  hall,  adjacent  to 


320  TWENTY-SECOND  ANNUAL  REPORT  OF  THE 

police  headquarters  and  the  police  court  room.  There  is  an  officer  on  duty  at 
police  headquarters  at  night  and  the  janitor  is  in  charge  of  the  building 
during  the  day. 

The  lockup  consists  of  a  single  room  with  a  large  window  in  tlie  rear 
of.  and  somewhat  higher  than,  the  cells.  As  the  cells  are  oim?i1  on  all  sides 
and  the  top,  they  get  some  Ught  from  this  window.  There  are  steini  heat 
and  electric  lights.  Since  the  last  inspection  a  section  of  the  room  then  used 
for  the  lockup  has  been  partitioned  off  into  an  office  for  the  court.  This 
took  out  the  one  half  window  mentioned  in  my  former  report  and  leaves 
the  room  quite  small  for  four  cages ;  otherwise,  conditions  are  practically 
the  same  as  at  the  time  of  my  visit,  November  14,  1914. 

The  lockup  was  clean,  showing  good  care. 

There  are  two  rooms  between  the  lockup  and  the  front  entrance — a  long 
court  room  and  a  store  room.  By  shifting  the  partitions  between  these 
rooms  and  between  the  store  room  and  the  lockup,  the  lockup  could  be  en- 
larged and  an  additional  window  taken  in,  and  it  seems  to  me  there  would 
still  be  room  left  for  the  court  room  and  the  store  room.  I  recommend 
this  change. 

The  justice  stated  that  the  number  of  arrests  during  the  past  yeiir  was 
about  1,000,  but  that  only  about  ten  per  cent,  of  these  were  locked  up,  and 
about  a  quarter  of  those  locked  up  were  held  all  night.  Among  those  ar- 
rested were  fifteen  females  (seven  charged  with  intoxication).  Some  of 
these  were  put  in  the  lockup,  but  I  was  informed  that  none  was  held  all 
night  when  the  lockup  was  occupied  by  a  man,  but  were  sent  to  the  county 
jail  at  Mineola. 

Police  court  is  held  practically  all  day  and  up  to  twelve  o'clock  at 
night,  if  there  is  any  business.  No  lodgers  are  cared  for.  Tramps  seek- 
ing shelter  are  arrested  and  taken  to  court. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— LONG  BEACH 

NASSAU  COUNTY 

Inspected  October  11,  1916.  John  G.  Gerhart,  village  president ;  Auboly 
Pettit,  chief  of  police,  assisted  by  six  i>atrolmen  who  serve  on  eight-hour 
shifts,  two  on  duty  at  all  times. 

The  resident  population  of  Ix)ng  Beach  is  about  400,  but  it  is  a  summer 
resort  and  during  the  season  there  is  a  population  of  between  2,500  and 
3.000. 

This  Is  a  prosperous  village  and  Is  rapidly  growing.  The  village  has 
construi'.ted  for  temporary  use  a  one-story  wooden  building  in  the  rear  of 
police  headquarters  for  the  storing  of  the  fire  apparatus  and  for  a  lockup. 
The  two  steel  cages  formerly  in  the  basement  have  been  moved  into  this 
building.  It  is  without  heat  and  it  is  not  the  purpose  of  the  \'illage  author- 
ities to  use  it  except  during  the  summer.  It  has  electric  lights,  cold  water 
faucet,  and  two  small  windows.  During  cold  weather  prisoners  are  taken 
to  Lynbrook.  I  was  informed  by  the  local  police  that  only  about  fifteen 
arrests  were  made  during  the  past  summer,  only  two  or  three  of  whom  were 
held  all  night  In  the  lockup. 

The  cells  need  painting,  as  they  have  become  rusted. 

The  village  is  advertising  a  sale  of  bonds  to  the  amount  of  ?45.000  to 
build  a  ^"illage  hall.  This  hall  should  contain  a  village  lockup,  constructed 
find  arranged  on  plans  approved  by  the  State  Commission  of  Prisons. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


1 


STATE  COMMISSION  OF  PRISONS  321 

TOWN  LOCKUP— LYNBROOK 

NASSAU  COUNTY 

Inspected  October  11,  1916.  Hiram  Smith,  supervisor,  P.  O.,  Freeport; 
Edward  T.  Neii,  resident  justice. 

The  population  of  the  village  of  Lynbrook  is  about  6,000. 

This  is  a  prosperous  and  rapidly  growing  village,  and  while  the  lockup 
is  owned  by  the  town  it  is  used  principally  by  the  village  which  has  an 
independent  police  force. 

The  lockup  still  consists  of  a  single  room  on  the  second  floor  of  a 
business  building  on  the  main  street.  The  only  change  since  the  last  in- 
sjiection,  November  14,  1914,.  is  the  installation  of  an  electric  light  in  the 
cell  room. 

There  are  t^vo  steel  cells  with  open  tops  and  latticed  doors,  each 
equipped  with  a  wooden  bunk  with  a  leather  mattress  and  some  bedding  in 
goo<^l  condition.  The  heat  is  from  a  coal  stove  in  the  court  room  adjacent. 
I  was  informetl  that  the  owner  of  the  building  now  proposes  to  install  steam 
heat  in  the  entire  building  and  put  a  radiator  in  the  court  room  and  one 
in  the  back  room.  The  lockup  is  between  these  two  rooms.  The  only  day- 
light in  the  lockup  is  from  a  small  skylight  directly  over  the  cells.  There 
is  a  wash  basin  with  a  faucet  in  the  rear  room  in  front  of  the  cells  and  a 
toilet  in  a  closet  off  of  this  room.  The  only  time  this  room  is  in  use,  I  was 
informed,  is  when  there  has  been  a  jury  trial  in  the  courtroom,  when  this 
is  used  as  a  retiring  room  for  the  jury. 

The  number  of  arrests  from  January  1,  to  date  of  inspection  was  66, 
all  held  in  the  lockup  over  night,  seldom  more  than  two  at  once.  Other  ar- 
rests were  disposed  of  without  the  use  of  the  lockup.  Occasionally  there  is 
a  woman  in  custody,  and  there  is  no  separate  place  for  her  confinement.  I 
was  toM  of  one  instance  where  a  woman  was  detained  in  one  of  the  cages 
when  the  other  cage  in  the  same  room  was  occupied  by  a  m^n.  This  is 
illegal  and  should  not  be  permitted.  A  prosperous  village  of  6,000  people 
should  have  a  separate  room  for  women  prisoners.  I  suggested  that  the 
room  now  used  as  the  jury  room  might  easily  be  fitted  up  as  a  suitable 
place  for  women.  If  the  window  were  screened  and  an  iron  bed  furnished 
in  this  toom  and  an  additional  solid  door  iastalled  betwetMi  it  -md  the 
present  cell  room,  it  Avould  make  a  suitable  and  convenient  place  for  the 
detention  of  women,  and  it  is  recomjnended  that  this  be  doae  or  some  other 
i'la;"0  be  provlJodc 

An  officer  on  duty  at  nigM  gives  the  lockup  supervision.  This  is  im- 
portant on  j.ooount  of  tie  danger  from  lire. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TOWN  LOCKUP— MANHASSET 

NASSAU  COUNTY 

Inspected  February  11,  1916.  Philip  Christ,  supervisor,  New  Hyde 
Park ;  William  Dodge,  justice.  Great  Neck. 

The  village  of  Manhasset  in  the  town  of  North  Hempstead  is  not  in- 
corporated but  has  a  population  with  its  suburbs  variously  estimated  at 
from  1,500  to  3,000. 

This  lockup  was  fully  described  in  my  report  of  inspection  of  Novem- 
ber 18,  1914,  and  remains  in  practicaDy  the  same  condition. 

The  number  of  inmates  seems  to  have  been  somewhat  less  during  the 
past  year.  The  number  of  persons  arrested,  actually  charged  with  crime, 
a\eraged  about  five  a  month,  most  of  whom  were  held  over  night.  From 
30  to  40  lodgers  a  month  are  cared  for  in  winter  and   about  half  that 
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number  in  summer.  These  are  all  committed  either  by  the  overseer  of  the 
poor  or  by  the  resident  justice,  and  all  are  taken  to  court  the  following 
day  and  either  discharged  or  sentenced  as  vagrants.  The  Janitor  furnish- 
es supper  and  breakfast  (to  those  held  over  night  and  dinner  if  stUl  in  cus- 
tody at  noon.  More  or  less  of  the  inmates  need  the  attention  of  a  doctor 
snd  some  are  sent  to  the  hospital ;  others  receive  treatment  at  the  lockup. 
The  lockup  was  clean  and  still  seems  to  have  good  care,  but  as  stated  In 
my  former  report,  it  is  not  large  enough  to  properly  house  the  large  num- 
ber of  persons  committed  thereto.  The  authoritiee  should  seriously  con- 
sider the  erection  of  an  adequate  and  modern  lockup  on  plans  approved 
by  the  State  Commission  of  Prisons.  I  was  informed  that  such  action  is 
in  contemplation,  but  was  unable  to  see  any  of  the  town  authorities  to 
get  definite  information  in  relation  thereto. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

TOWN  LOOKUP— OYSTER  BAY 

NASSAU  OOXTNTY 

Inspected  February  10,  1916.  James  H.  Cocks,  supervisor,  Glen  Cove; 
Robert  N.  DuvaU,  resident  juattce. 

The  village  of  Oyster  Bay,  where  this  lockup  is  located,  lias  a  popula- 
tion of  about  four  or  five  thousand.    It  is  not  incorporated. 

TMs  lockup  was  fully  described  in  my  report  of  inspection  of  Novem- 
ber 18,  1914,  and  remains  In  practically  the  same  condition.  It  is  located 
on  ithe  first  floor  of  a  two-story  addlition  to  the  town  hall  adjacent  to  the 
justice's  court  room.  The  cell  room  is  about  12  ft.  x  20  ft.,  with  an  11  ft. 
ceiling.  It  has  a  concrete  floor  and  electric  lights.  There  are  three  small 
windows  In  the  rear  of  the  cells,  a  larger  window  at  the  end  of  the  room, 
and  a  glass  panel  in  the  door.  None  of  the  windows  gives  any  light  In 
the  cells,  and  while  the  cells  have  open  fronts,  the  arrangement  is  such 
tbM  a  ray  of  sunlight  never  enters  their  interior. 

There  are  three  steel  cells,  each  5  ft.  x  7  ft.  x  7  ft.,  with  open  fronts 
and  equipped  with  two  bunks  with  mattresses.  There  Is  no  water  in  the 
cells,  but  there  is  a  toilet  in  the  room  outside  of  the  cells.  The  lockup  has 
no  drinking  or  washing  facilities. 

Most  of  the  villages  in  this  town  have  modem  lockups  and  the  one  at 
Oyster  Bay  should  be  improved. 

There  is  no  separaite  place  for  women,  and  I  was  informed  that  while 
tlie  arrest  of  a  woman  is  not  frequent,  yet  when  one  is  detained  she  is  locked 
up  in  one  of  these  three  cells.  This  does  not  provide  proper  separate  segre- 
gation from  the  male  prisoners.  ■ 

RECOMMENDATIONS  ^ 

(1).  The  open  end  of  the  cells  should  face  the  windows.  This  would 
require  that  the  cells  be  pushed  closer  to  the  partition,  separating  it  from 
•the  justices'  court  room  and  would  probably  require  the  removal  of  the 
stairway  now  occupying  a  section  of  the  lockup.  Doubtless  some  means 
could  be  provided  for  access  to  the  floor  above  other  than  through  the 
lockup. 

(2)  Each  cell  should  be  provided  with  a  toilet  and  lavatory. 

(3)  A  separate  department  should  be  provided  for  women.  The  num- 
l>er  of  arrests  in  this  village  averages  from  150  to  200  a  year,  according  to 
the  best  information  I  could  obtain.  While  very  few  of  those  arrested 
are  women,  yet  tlie  law  and  common  decency  require  that  they  shall  be 
detained  in  a  room  separate  from  the  male  prisoners. 

Respectfullv  submit  tod. 

{Signed)     GEORGE  McLAUGHLIN. 

Chief  Inspector. 
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TOWN  LOCKUP— PORT  WASHINGTON 

NASSAU  COUNTY 

Inspected  February  11,  1916.  PMlip  Christ,  supervisor.  New  Hyde 
Park ;  Isaac  Smith,  constable  and  chief  of  police. 

The  village  of  Port  Washington,  in  the  town  of  North  Hempstead, 
where  this  lockup  is  located,  has  a  population  of  between  5,000  and  6,000. 

This  lockup  was  fully  described  in  my  report  of  November  18,  1914, 
and  remains  in  the  same  condition.  Very  few  arrests  are  made  in  this 
village ;  only  six  lasit  year,  about  one  half  of  whom  were  held  in  the  lockup 
over  night.  The  others  were  held  for  an  hour  or  two.  No  lodgers  ore 
housed.  The  janitor  lives  in  the  buUding  aaid  has  supervision  of  the  lock- 
up and  feeds  the  prisoners  if  any  are  in  custody  at  meal  time.  When  a 
woman  is  arrested,  which  seldom  occurs,  she  is  oared  for  by  the  wife  of 
the  janitor. 

As  this  village  has  both  public  water  and  sewers,  a  toilet  and  lavatory 
should  be  installed  in  the  lockup. 

The  lockup  was  clean,  showing  good  care. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Ohdef  Inspector. 
VILLAGE  LOCKUP— SEA  CLIFF 

NASSAU  COUNTY 

Inspected  Febru^iry  10,  1916.  Charles  Deingdr,  village  president; 
Charles  Whittenburg,  captain  of  police. 

The  population  of  Sea  Cliff  at  the  time  of  the  last  census  was  1,981 
and  increases  to  4,000  or  5,000  in  summer.  During  the  winter  there  are 
two  police  officers  and  in  the  summer,  four. 

This  lockup  is  new  and  was  first  occupied  last  April.  It  is  located  in  one 
end  of  the  basement  of  the  village  hall  which  is  situated  on  a  side  hill  and 
the  section  of  the  basement  containing  the  lockup  is  about  two-thirds 
above  grade.  The  room  is  about  12  ft.  x  24  ft.,  has  a  concrete  floor  and 
ceiling,  metal  doors,  and  brick  partitions  separating  it  from  other  sections 
of  the  basement. 

It  consists  of  two  departments,  one  for  men  and  one  for  women,  each 
having  a  separate  entrance.  Each  department  has  a  brick  cell  7  ft.  x  7  ft. 
6  in.  X  8  ft.,  with  open  front  facing  an  outside  window  and  contains  a  toilet, 
stationary  wash  basin  with  a  self-closing  faucet,  and  one  steel  folding 
bunk  with  a  leather  covered  mattress. 

The  lockup  contains  three  outside  windows,  two  of  them  3  ft:  x  3  ft. 
6  in.  and  one  3  ft.  x  4  ft.    It  has  electric  light  and  is  heated  by  steam. 

Few  arrests  are  made,  usually  not  more  than  eight  or  nine  a  year, 
the  officer  stated.  There  are  very  few  lodgers,  not  more  than  three  so 
far  this  winter. 

The  lockup  was  clean,  showing  good  care.  It  was  in  good  order  and  is 
a  credit  to  the  village  of  Sea  Cliff. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


NIAGARA    COUNTY 

TOWN  AND  VILLAGE  LOCKUP— MIDDLEPORT 

Inspected  July  12.  1916.  E.  F.  Lahey,  supervisor;  R.  L.  Wheeler,  vil- 
lage president. 

The  village  of  Middlei>ort  has  a  i)opulation  of  about  1,  500.  The  lockup 
is  used  both  by  the  village  and  the  town  of  Royalton.    The  village  owns 
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the  building  and  fthe  town  takes  care  of  it.  The  lockup  is  located  in  a  rear 
room  on  the  first  floor  of  the  fire  house  building,  a  two-sitory  brick  struc- 
iture.  The  president  stated  that  there  had  been  no  change  in  the  lockup 
since  the  last  inspection  except  that  it  had  been  cleaned  and  new  bedding 
furnished. 

The  interior  of  the  room  is  wood,  including  the  ceiling.  There  is  one 
large  window  at  the  end  of  the  corridor.  It  is  heated  by  steam  and  lighted 
by  electricity.  The  village  has  public  water  and  sewers,  but  there  is  no 
water  in  the  lockup.  There  are  two  toilets  and  a  sink  with  running  water 
adjacent. 

There  are  two  steel  cages  with  open  fronts  and  tops ;  one  is  also  open 
on  the  side.  The  open  part  consists  of  round  bars  set  on  about  3  in.  centers. 
They  have  metal  floors.  There  is  one  bunk  in  each  furnished  with  a  mat- 
tress and  blankets  vtnhich  were  in  good  condition. 

The  president  stated  the  lockup  was  mostly. used  during  the  fruit  gath- 
ering season  in  the  fall  when  there  is  a  large  floating  turbulent  population 
in  the  town.  During  that  time  the  number  of  prisoners  held  in  the  lockup 
averages  six  or  eight  a  week ;  during  the  rest  of  the  year,  only  about  one 
or  two  a  week.  He  estimated  that  the  total  number  for  the  year,  was 
about  150,  about  twenty-five  per  cent,  of  whom  were  held  all  night.  When 
the  lockup  is  occupied  an  ofiicer  remains  in  the  building.  This  is  very  im- 
portant, as  the  danger  from  fire  is  very  considerable. 

RECOMMENDATIONS 

As  this  lockup  is  considerably  used  it  should  be  materially  improved. 
First,  the  floor  should  be  concreted  and  a  metal  celling  installed. 
Second,  a  toilet  and  wash  basin  should  be  installed  in  each  cell. 

This  is  required  of  all  new  lockups  in  towns  having  sewers  and  public 
water,  and  there  is  no  good  reason  why  this  town  which  has  these  accommo- 
dations should  not  install  them  in  its  lockup. 

Third,  the  lockup  lacks  sunlight.  The  interior  should  be  improved  by 
painting  the  steel  w^ork  and  the  walls  a  light  color. 

Respectfully  submitted, 

i8lgned)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


POLICE  HEADQUARTERS  AND  CITY  JAII^-^IAGARA  FALLS 

NIAGARA    COUNTY 

Inspected  May  30.  1916.     John  A  Curry,  superintendent  of  ix>lice. 

I  made  this  inspection  primarily  to  ascertain  whether  any  progress 
had  been  made  in  the  construction  of  the  city  jail  under  the  mandatory 
proceedings  instituted  by  the  Staite  Commission  of  Prisons, 

I  found  that  no  changes  had  been  made  and  that  the  jail  was  in  prac- 
tically the  same  condition  as  described  in  my  last  report. 

The  women  prisoners  are  taken  to  police  station  No.  2  and  a  matron 
is  provided  whenever  women  are  under  detention. 

I  was  informed  that  the  construction  of  the  new  city  jail  would  soon 
be  under  way :  that  the  city  government  had  made  arrangements  to  rent 
204  Niagara  street,  a  store  building,  across  the  i^treet  from  ix)lice  head- 
quarters;  and  that  a  new  jail  will  be  erected  on  the  site  of  the  present 
jail  in  accordance  with  the  plans  and  specifications  approve<l  by  the  Com- 
mission. 

Respectfully  submitted, 

iSigfied)     FRANK  B.  WADE, 

Commissioier, 
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ONEIDA  COUNTY 

VILLAGE  LOOKUP— BOONVILLE  * 

Inspected  May  29,  1916. 

There  has  been  no  change  in  this  lockup  since  the  last  inspection. 
It  is  located  on  the  second  floor  of  a  two-story  brick  building  making  it 
difficuLt  to  get  intoxicated  persons  up  the  stairs.  It  should  be  located  on 
ihe  first  floor  and  properly  equipped  with  sanitary  facilities.  I  discussed 
the  matter  with  the  vUlage  officials.  Boonville  is  a  prosperous  village  and 
should  have  a  modern  lockup. 

Respectfully  submitted, 

(Signed)     JAMES  T.  MURPHY, 

Commissioner, 


VILLAGE  LOCKUP— BOONVILLE 

ONEIDA  COUNTY 

Inspected  August  5,  1916. 

Boonville  is  an  incorporated  village  with  a  population  of  about  2,000. 
The  building  in  which  the  lockup  is  located  was  erected  in  1909  and  the 
village  authorities  were  advised  at  that  time  that  plans  should  be  submitted 
to  the  State  Commission  of  Prisons  for  approval  as  required  by  law.  The 
sketch  submitted  was  unsatisfactory  and  was  not  approved.  Instead  of 
locating  the  lockup  on  the  first  floor  of  the  building  two  latticed  steel  cages 
were  placed  in  a  small,  triangular  shaped  room  on  the  second  floor  with  but 
one  small  window  in  the  rear.  Subsequently  the  cages  were  removed  to  a 
front  room  on  the  same  floor  where  they  are  now  located.  Each  cell  has 
two  bunks  and  blankets  but  are  without  modern  sanitary  facilities,  necessi- 
tating the  use  of  buckets. 

The  lockup  should  have  been  located  on  the  flrst  floor  as  it  is  diflacult 
to  get  an  intoxicated  person  upstairs.  The  present  room  is  well  lighted 
and  ventilated  but  its  location  is  objectionable.  At  the  time  of  inspection 
the  room  showed  lack  of  proper  care. 

RECOMMENDATIONS 

That  the  lockup  be  removed  to  the  first  floor  and  the  cells  equipped 
with  toilets  and  lavatories. 

That  the  lockup  be  given  supervision  when  occupied  on  account  of  the 
danger  of  fire. 

Resi)ectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN, 

Secretary, 


VILLAGE  LOCKUP-hCLINTON 

ONEIDA  COUNTY 

Inspected  September  25,  1916,  Dr.  George  R.  Taylor,  village  president ; 
W.  J.  Franklin,  chief  of  police.    The  population  of  Clinton  is  about  1,200. 

Since  the  last  inspection  of  this  lockup  (May  10,  1915)  most  of  the 
recommendations  in  that  report  of  insi>ection  have  been  made.  The  wooden 
cells  have  been  replaced  by  one  steel  cell,  making  two  steel  cells,  which 
have  been  placed  in  the  front  end  of  the  room  facing  outside  windows  and 
about  seven  feet  from  them.  The  wooden  intei-ior  has  been  removed  and 
the  walls  concreted  over  the  brick.  A  metal  ceiling  has  been  installed.  The 
concrete  floor  has  been  repaired  and  a  new  toilet  and  a  faucet  connected 
with  the  public  water  have  been  installed  in  the  room  outside  of  the  cells. 
A  sink  has  been  purchased  and  is  to  be  installed  under  this  faucet.    The 
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cells  have  open  fronts  and  are  intended  to  be  used  exclusively  for  prisoners 
under  arrest.  Each  cell  has  a  steel  bunk  and  two  windows  in  front  of  the 
cells  are  each  2  ft.  6  in.  x  5  ft.  and  are  barred  and  screened.  The  lockup 
has  electric  light  and  is  heated  by  a  large  new  coal  stove.  The  cell  room  is 
about  20  ft.  X  34  ft.  Six  benches  have  been  placed  in  the  lockup  for  lodgers. 
Two  ventilators  have  been  installed  in  the  ceiling,  ventilating  into  a  large 
hose  room  above,  which  has  outside  windows  and  is  used  as  a  storage  room 
for  the  village  apparatus. 

The  floor  of  the  basement  constituting  the  lockup  is  only  a  few  inches 
below  the  grade  in  front  of  that  end  of  the  building.  The  lockup  is  in  the 
care  of  the  janitor  of  the  building  and  needed  sweeping  and  hosing. 

The  nmnber  of  arrests  in  this  village,  I  was  informed  by  the  president 
and  chief  of  police,  would  average  about  12  a  year,  about  half  of  whom  are 
held  in  the  lockup  and  less  than  half  are  held  all  night.  The  chief  stated 
that  the  detention  of  a  prisoner  all  night  in  the  lockup  was  only  occasional- 
ly. There  have  been  no  recent  arrests  of  women  and  former  reports  show 
that  on  an  average  there  was  not  more  than  one  in  five  years  and  she  was 
not  detained  in  the  lockup.  A  few  lodgers  are  cared  for  in  the  winter,  about 
tlfty  during  last  winter,  I  was  informed.  They  are  not  arrested  or  taken 
to  court  The  village  employs  a  night  officer  who  gives  the  lockup  supervi- 
sion at  night. 

The  changes  above  mentioned  have  greatly  improved  this  lockup.  It  is 
now  sufliciently  heated  and  ventilated  and  the  cells  are  fairly  well  lighted. 
"VMiile  the  conditions  are  not  ideal,  yet  as  there  are  only  four  or  five  pris- 
oners held  in  the  lockup  during  the  year  it  would  seem  to  meet  the  needs  of 
this  village. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


CITY  JAII^ROME 

ONEIDA  COUNTY 

Inspected  March  28.  1916.    William  J.  Keating,  chief  of  police. 

During  the  past  year  there  were  1,111  arrests,  1,010  adult  males,  73 
females  and  28  male  minors.  The  highest  number  of  inmates  at  any  time 
was  11.     Frequently  there  is  none. 

The  jail  is  a  brick  annex  to  the  city  hall,  one  story  in  height.  The 
jail  consists  of  three  separate  departments,  one  each  for  men,  women  and 
trjimps.  If  necessary  to  detain  a  juvenile  he  is  kept  in  one  of  the  rooms 
of  police  headquarters.  There  are  eight  steel  cages  in  the  men's  depart- 
ment, four  on  each  side,  placed  back  to  back.  One  is  a  padded  cell.  The 
women's  department  contains  two  steel  cells.  The  department  for  lodgers 
is  entirely  separate  and  contains  sleeping  platforms  and  toilet  facilities. 

The  floors  are  concrete.  The  closets  in  the  men's  cells  are  flushed  from 
the  outside.  Those  in  the  women's  cells  are  full  flushing.  The  bunks  are 
provided  with  rubber  covered  mattresses  and  blankets.  The  jail  is  well 
lighted  both  by  day  and  night,  and  is  heated  by  steam.  This  is  an  excellent 
city  Jail. 

A  matron  is  called  when  there  are  women  prisoners.  Two  officers  are 
on  duty  in  headquarters  at  all  times. 

Respectfully  submitted, 

(Signed)     PHILIP  G.  ROOSA, 

Inspector, 


M 
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CITY  JAID— UTICA 

ONEIDA  COUNTY 

Inspected  March  29,  1916.    Joihn  J.  Coakley,  chief  of  i>olice. 

There  were  four  prisoners  in  custody  at  the  time  of  inspection  including 
a  boy  of  seventeen,  who  was  awaiting  the  arrival  of  an  oflScer  from  Boon- 
vlUe. 

The  following  statement  shows  the  number  of  arrests  during  the  first 
three  months  of  1916 : 

Adults                   Minors  Juveniles  Lodgers 

Months                     Male    Female  Male    Female  Male    Female 

January    230            18  26             ..  20              9          560 

February    288           20  14             2  17             5          346 

March   254            11  18             2  31             4          346 

The  highest  number  at  any  one  time  during  the  paat  year,  exclusive 
of  lodgers,  was  17. 

This  jail  has  been  minutely  described  in  several  previous  reports. 
There  are  ten  steel  cells  for  men,  and  two  for  boys.  The  women's  depart- 
ment consists  of  a  room  witti  two  beds,  a  cell  with  the  usual  equipment,  a 
bath  room  and  a  matron's  room.  There  are  also  ten  brick  cells  in  the 
basement. 

Of  the  juveniles  arrested  during  the  first  three  months  of  the  present 
year,  four  males  and  one  female  were  detained  in  the  police  station  during 
January,  two  males  during  February,  and  eleven  males  and  one  female 
during  March,  according  to  a  statement  by  the  chief  of  police.  He  adds 
that  "the  basement  is  used  occasionally  for  a  male  prisoner  who  Is  boister- 
ous, etc.  The  lodgers  are  placed  in  the  cell  room  on  opposite  side  to  the 
prisoners." 

Respectfully  submitted, 

{Signed)     PHILIP  G.  ROOSA, 

In9p€Ctor, 


ONONDAGA     COUNTY 

VILLAGE  LOCKUP— EAST  SYRACUSE 

Inspected  June  9,  1916.    I^.  H.  Marcy,  village  president. 

The  population  of  Bast  Syracuse  is  about  3,500. 

There  are  two  police  officers,  both  town  constables,  one  known  as  the 
night  officer  and  the  other  the  day  officer. 

The  lockup  consists  of  a  single  room  on  the  first  floor  of  the  village 
hall,  a  two-story  building  of  concrete  blocks.  The  lockup  is  adjacent  to 
the  police  court  room  and  was  intended  to  be  fireproof.  It  has  concrete 
floor,  steel  doors,  two  outside  windows,  and  contains  four  steel  cages  open 
on  all  sides  except  the  rear  and  partitions.  There  is  a  full  flushing  toilet 
and  a  stationary  wash  basin  in  the  corridor.  The  lockup  has  steam  heat, 
is  under  the  care  of  a  janitor  and  was  clean. 

I  was  not  able  to  see  the  president  of  the  village  or  the  police  justice, 
but  learned  from  the  two  police  officers  that  the  number  of  arrests  would 
average  from  fifty  to  sixty  a  year ;  that  most  of  the  arrests  were  made  on 
warrants  by  the  day  officer,  not  so  many  by  the  night  officer.  The  high- 
est number  he  estimated  to  be  about  ten  a  year,  most  of  whom  were  held 
in  the  lockup  over  night  About  two-fifths  of  those  arrested  by  the  day 
officer  are  held  over  night. 

The  officer  stated  there  were  about  ten  women  and  as  many  or  more 
children  arrested  in  a  year.    No  provision  is  made  for  them  in  the  lockup. 
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The  officer  stated  that  he  had  to  detain  them  in  one  of  the  officers'  rooms 
ui>stairs  or  take  them  to  the  city  jail  in  Syracuse.  A  good  many  lodgers 
are  housed  during  cold  weather.  There  were  about  fifty  a  week,  the  offi- 
cer staited ;  they  are  not  arrested  or  taken  to  court. 

RECOMMENDATIONS 

(1)  The  village  vshould  provide  a  separate  place  for  the  custody  of 
women  and  children  under  arrest. 

(2)  It  would  be  very  much  better  if  there  were  a  separate  place  for 
lodgers,  and  until  such  place  is  provided  two  of  the  four  cells  should  be 
kept  for  the  exclusive  use  of  persons  under  arrest  and  lodgers  excluded 
therefrom. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIX, 

Chief  Inspector. 


VILLAGE  LOCKUP— ELBRIDGE 

ONONDAGA  COUNTY 

Inspected  June  7,  1916.  R.  B.  Sweet,  village  president;  Frank  Ding- 
man,  chief  of  police. 

The  population  of  Elbridge  in  1915  was    475. 

This  lockup  was  found  in  substantially  the  same  condition  as  described 
In  my  report  of  September  18,  1914.  The  floor  was  dirty  and  needed 
sweeping  and  scrubbing,  causing  the  interior  of  the  lockup  to  present  a 
neglected  appearance.  In  my  last  report  I  stated  that  I  was  then  informed 
by  tbe  village  clerk  "that  it  has  not  been  occupied  at  all  during  the  past 
year ;  that  for  the  last  several  years  the  arrests  would  not  average  more 
than  two  a  year  in  cases  where  the  prisoners  are  detained  over  night  in 
the  lockup."  I  was  informed  at  the  time  of  this  inspection  by  the  same 
officer  that  it  had  not  been  used  at  all  since  my  previous  inspection,  near- 
ly two  years  ago,  except  on  one  occasion  when  a  prisoner  was  held  in  the 
lockup  for  a  few  hours  during  the  day. 

This  is  a  wooden  building.  The  village  board  in  accordance  with 
the  recommendation  made  in  my  report  adopted  a  resolution  directing  that 
\Nhen  a  prisoner  is  detained  in  the  lockup  over  night  an  officer  must  re- 
main with  him.  This  should  not  be  neglected  on  account  of  the  danger 
from  fire,  and  the  lockup  should  have  proper  care  whether  used  much  or 
little. 

RespectfuUv  submitted, 

(Signed)     GEORGE  McLAUGHLIX. 

Chief  Inspector. 


VILLAGE  LOCKUP— JORDAN 

ONONDAGA  COUNTY 

Inspected  June  7.  1916.     C.  L.  Meoch,  village  president. 

Jordan  is  an  incorporated  village  and  its  population  In  1915  was  1,063. 

The  lockup  is  located  on  the  fir.st  floor  of  the  village  hall,  a  two-story 
brick  building  in  good  condition.  The  room  is  alx>ut  15  ft.  x  18  ft.  and 
has  a  concrete  floor,  metal  ceiling,  and  one  large  window.  The  upper 
half  of  the  large  outside  door  is  glass  and  tJhere  is  a  transom  over  it,  so 
that  the  room  is  well  lighted.  There  is  also  a  door  entering  from  the  hall 
In  the  front  part  of  the  building  leading  from  the  police  court  room.     The 
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outside  entrance  is  seldom  used.  The  room  is  heated  by  steam  and  lighted 
by  electricity. 

There  are  two  steel  cages  with  open  fronts  and  backs,  each  equipped 
with  two  bunks  with  mattresses  and  blankets  which  were  in  fairly  good 
condition.  There  is  no  water  in  the  lockup.  The  village  has  public  water 
but  no  sewers.     There  is  water  in  the  hose  room  adjacent. 

The  lockup  is  intended  to  be  fireproof,  but  the  door  separating  it  from 
the  front  section  of  the  building  is  wood.  The  floor  was  dirty  and  badly 
littered. 

I  was  informed  by  one  of  the  trustees  that  the  number  of  persons  ar- 
rested and  detained  in  the  lockup  ordinarily  does  not  exceed  ten  a  year. 
About  twenty  lodgers  were  housed  during  cold  weather. 

EECOMMENDATIONS 

(1)  Clean  the  room  and  make  it  the  business  of  somebody  to  give  it 
proper  care. 

(2)  Substitute  a  metal  door  for  the  one  separating  the  lockup  from 
the  rest  of  the  building  or  cover  the  present  one  with  metal. 

(3)  Install  a  toilet  and  lavatory  in  each  cell.  The  plumbing  speci- 
fication should  be  submitted  to  the  State  Commission  of  Prisons  for  approv- 
al as  required  by  law. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— SOLV AY 

ONONDAGA  COUNTY 

Inspected  June  10,  1916.  William  P.  Kanar,  village  president;  H.  J. 
Hunt,  chief  of  police.  The  police  force  consists  of  seven  oflBcers,  some  of 
whom  are  on  duty  at  headquarters  at  all  times. 

The  population  of  Solvay  was  5,886  in  1915. 

This  lockup  is  located  in  the  basement  of  the  new  municipal  buUding, 
a  two-story  and  basement  brick  structure.  It  has  two  departments,  one  for 
men  and  one  for  women  and  children  .  It  is  a  comparatively  new  lockup, 
built  along  modern  lines,  and  was  fully  described  in  my  report  of  February 
15,  1915. 

Bach  of  the  four  cells  in  the  men's  room  is  furnished  witli  one  bunk, 
niclie  toilet,  and  a  drinking  faucet.  The  women's  department  contains 
two  cells  of  the  same  size  and  equipment  as  those  of  the  men.  This  room 
also  has  five  outside  windows.    There  is  no  bedding  on  the  bunks. 

The  basement  floor  is  on  the  level  with  the  ground  on  two  sides  of 
the  lockup.  On  the  other  two  sides  it  is  about  half  under  ground.  On  the 
day  of  inspection,  owing  to  the  damp  and  chilly  weather,  the  lockup  was 
damp  and  cold,  causing  the  single  inmate  to  complain.  Besides  being  a 
basement  lockup  its  dampness  was  further  increased  by  being  frequently 
hosed  out  by  the  janitor  and  left  to  dry  without  any  artificial  heat.  The 
janitor  is  not  subject  to  the  direction  of  the  police.  I  advised  the  village 
president  that  as  no  blankets  were  furnished  for  the  bunks  there  should 
be  some  heat  to  keep  the  lockup  dry  and  comfortable  in  wet  chilly  weather, 
and  especially  it  should  be  dried  out  after  hosing. 

It  is  recommended  that  so  far  as  the  care  of  the  police  portion  of  the 
building,  including  the  lockup,  is  concerned  the  janitor  be  subject  to  orders 
from  the  chief  of  police  who  is  in  the  building  and  knows  the  conditions. 
Most  prisoners  are  underfed  and  not  very  warmly  clothed,  and  where  no 
bedding  is  furnished  artificial  heat  should  be  provided  at  the  request  of  the 
police. 
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The  interior  of  the  lockup  was  painted  white,  but  the  Lnmates  have 
defaced  it  with  pencil  marks  and  it  now  needs  repainting.  It  is  recom- 
mended that  a  printed  placard  be  hung  in  each  room,  forbidding  the  de- 
facing of  ithe  walls  and  that  prisoners  be  searched  and  pencils  and  other 
similar  instruments  be  taken  from  them. 

In  addition  to  the  facilities  of  the  cell  rooms  there  is  a  cot  bed  in  an 
adjacent  room  where  the  police  officers'  lockers  are  located.  This  bed  is 
furnished  with  a  mattress  and  is  used  in  case  of  sickness  or  other  emer- 
gency. 

Since  the  last  inspection  ithere  has  also  been  installed  in  the  police 
office  a  desk  with  appliances  for  first  aid  to  persons  who  are  injured,  to 
be  used  either  by  the  police  or  the  physician  who  m-ay  be  called  in  an  emer- 
gency. 

No  lodgers  are  housed.  All  tramps  seeking  shelter  are  put  under 
arrest,  taken  to  court,  and  many  of  them  committed  to  jail ;  therefore  they 
arc  not  frequenting  the  village. 

The  numt>er  of  persons  arrested  during  1915  was  843,  about  eighty  per 
cent,  of  whom  were  held  in  the  lockup  and  about  forty  per  cent,  the  chief 
stated,  were  detained  over  night.  This  number  included  twelve  women  and 
about  forty  children  who  were  detained  In  the  women's  room.  Most  of  the 
children  had  been  arrested  for  stealing.  They  were  itaken  to  court,  some  of 
them  put  on  probation  in  the  care  of  ithe  county  probation  officer  under  a 
suspended  sentence,  and  others  oonmiltted  to  institutions. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


CITY  JAIL^-SYRACUSE 

ONONDAGA  COUNTY 

Inspected  July  17,  1916.  M.  L.  Cadtn,  chief  of  police,  The  total  police 
force  of  Syracuse  consists  of  211  officers.  This  city  is  not  divided  into 
precincts,  the  police  work  being  administered  from  a  central  station. 

The  number  of  arrests  in  this  dty  for  the  year  1915  was  as  follows: 
By  the  police,  4,230 ;  by  detectives,  1,412.  These  figures  include  juveniles  under 
sixteen  of  whom  ithere  were  about  250.  Juveniles  are  not  detained  in  the 
police  station  but  are  cared  for  by  a  custodian  and  his  wife  at  the  juvenile 
detention  room  located  on  the  opposite  side  of  the  street.  About  ninety 
per  cent,  of  those  arrested,  except  the  children,  are  held  in  the  jail  for 
some  time. 

The  jail  was  found  in  the  same  condition  as  at  the  time  of  my  last  in- 
spection October  11,  1915.  There  are  44  cells,  22  on  each  side  in  two  tiers ; 
those  on  one  side  face  large  outside  windows  and  there  is  a  large  corridor 
between  the  cells  and  the  windows.  Those  on  the  other  side  face  a  brick 
wall  and  are  practically  without  sunlight.  The  officer  in  charge  stated  that 
they  made  very  little  use  of  the  dark  cells  as  the  number  of  prisoners  sel- 
dom exceeds  22,  and  unless  there  are  more  than  that  number  the  light  cells 
are  used  exclusively.  Each  cell  has  two  bunks,  a  toilet,  and  stationary 
wash  basin.  The  upper  bunk  is  seldom  used.  Two-thirds  of  the  front  of 
the  cells  is  made  of  round  bars  set  well  apart  so  that  the  cells  on  the  win- 
dow side  are  well  lighted.  Prisoners  In  custody  are  given  three  meals  a 
day. 

The  entire  jail  is  well  ventilated,  there  being  a  system  of  forced  ven- 
tilation in  operation.  A  doctor's  room  has  recently  been  provided  with  ap- 
pliances for  temporary  relief  in  case  of  emergency.  The  jail  was  clean, 
showing  excellent  care. 

The  women's  department  Is  on  the  second  floor  and  is  under  the  care 
of  three  matrons  serving  on  eight-hour  shifts.  This  department  has  three 
dormitories :  two  have  four  beds  each,  and  one  three  beds.    The  beds  are 
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iron  cots  with  mattresses,  sheets,  blankets,  and  pillows  with  slips,  and 
presented  a  very  neat  appearance.  Each  dormitory  has  outside  windows, 
toilets,  shower  baths,  and  stationary  wash  basins. 

There  is  a  small  additional  room  with  two  steel  cells  for  the  tempo- 
rary detention  of  women  who  are  so  intoxicated  as  to  need  restrainjt. 
There  are  six  women  inmates  on  the  day  of  inspection.  The  matron  stated 
after  looking  over  the  records  for  three  months  that  the  average  was  about 
three  a  day. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


ONTARIO   COUNTY 

CITY  JAIL— CANANDAIGUA 

Visited  May  19,  1916. 

At  the  request  of  the  city  authorities  I  visited  Canandaigua  to  confer 
with  them  in  relation  to  improvements  to  the  city  jaiil  which  was  closed 
last  November  by  order  of  the  State  Commission  of  Prisons.  The  confer- 
ence was  attended  by  the  mayor,  chairman  of  the  board  of  public  works 
and  one  of  the  members,  ithe  architect,  city  clerk,  and  chief  of  police. 

The  authorities  are  remodeling  the  entlTe  basement  of  the  city  haH. 
An  areaway  eight  feet  wide  has  been  excavated  on  the  front  and  both 
sides  of  the  building  and  two  feet  below  the  grade  of  the  new  floor  which 
is  to  be  installed  in  ithe  basement.  This  areaway  is  to  be  filled  up  with 
a  concrete  foundation  1^4  feet,  leaving  the  walk  six  inches  below  the  floor 
of  the  basement.  A  one-story  addition  is  also  to  be  added  in  the  rear  to 
contain  on  one  side  the  oflfice  of  the  board  of  public  works  and  on  the  other 
a  room  for  women  and  children  The  rear  end  of  this  building  is  at  grade 
without  excavation. 

The  reconsitruoted  basement  is  to  contain,  in  addition  to  the  present 
cell  room,  a  new  cell  room  with  three  new  modem  cells  facing  large  win- 
dows and  equipped  with  toilets  and  wash  basins.  The  present  cell  room 
contains  five  steel  cells,  eaah  4  f t.  x  7  ft.  x  7  ft.  6  in.  high  with  barred 
fronts  and  rears.  These  bars  are  %  inch  square  and  set  on 
4  in.  centers  with  cross  bars  set  on  12  in.  centers.  The  cells  are  in  good 
condition  and  each  is  to  be  furnished  with  a  new  toilet  and  wash  basin. 
Large  windows  are  to  be  installed  in  front  of  them.  A  separate  room 
provided  for  tramps  or  lodgers.  Ordinarily,  the  three  new  cells  on  the 
south  side  of  the  building  will  be  the  only  ones  required. 

The  authorities  stated  that  they  had  received  from  the  Secretary  of 
the  State  Commission  of  Prisons  the  plumbing  specifications  of  the  Commis- 
sion and  expected  to  comply  with  them. 

The  excavation  in  the  basement  is  to  be  deep  enough  so  that  after 
there  has  beer,  a  cinder  and  concrete  fill  of  about  two  feet  there  will  be 
eight  and  a  half  feet  between  the  concrete  floor  and  the  ceiling,  which  I 
understand  is  to  be  metal. 

The  number  of  arrests  for  the  last  six  months  of  1915  was  347.  In 
addition  to  these  there  were  97  tramps  who  were  also  arrested  and  taken  to 
court.    The  practice  has  prevailed  here  of  putting  all  lodgers  under  arrest. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 
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CITY  JAIL— CANADAIGUA 

ONTABIO   COUNTY 

Inspectecl  October  27,  1916.     Peter  P.  Turner,  mayor. 

Tlie  work  of  remodeling  the  city  jail  is  not  completed  and  the  police 
are  still  occupying  temporary  quarters. 

The  changes  in  the  outside  walls,  the  partitions  in  the  basement,  the 
placing  of  new  windows,  and  the  construction  of  the  addition  as  a  deten- 
tion room  for  women,  have  been  coihpleted.  The  new  cells  for  men  have 
also  been  installed.  These  are  each  5  ft.  x  7  ft.,  with  open  fronts  and 
perforated  tops.  The  fronts  are  made  of  round  bars  set  on  about  4  %  in. 
centers,  facing  two  large  windows.  Two  new  windows  have  been  put  in 
the  old  cell  room,  each  3  ft.  x  6  ft.  The  building  has  been  wired  for  electric 
lights  but  the  fixtures  have  not  been  attached.  The  concrete  floors  have 
not  been  completed  and  none  of  the  plumbing  installed.  The  Mayor  prom- 
ised to  see  that  plans  for  the  plumbing  would  be  forwarded  at  once.  I 
was  advised  on  my  foi-mer  visit  that  the  plumbing  specifications  furnished 
by  the  Commission  would  be  adopted,  but  the  architect  has  failed  to  for- 
ward a  copy. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— CLIFTON  SPRINGS 

ONTARIO   COUNTY 

Inspected  May  18,  1916.  C.  L.  Bailey,  village  president ;  John  Sweeney, 
chief  of  police. 

This  lockup  was  fully  described  In  my  report  of  July  9,  1914.  It 
occupies  a  front  room  in  one  corner  of  the  ^^age  hall,  a  brick  building  with 
slate  roof.  The  rubbish  which  then  occunied  considerable  sections  of  the 
lockup  has  been  removed  and  the  lockup  cleaned.  A  door  has  been  cut 
between  the  lockup  and  the  entrance  hall  of  the  building  and  is  kept  lock- 
ed.   It  has  electric  lights. 

New  cells  were  purchased  two  or  three  years  ago.  They  are  4  ft.  x  7  ft. 
X  7  ft.  high  with  open  fronts  and  tops,  solid  sides,  and  metal  floors.  The 
bar  work  consists  of  Vo  in.  square  bars  set  on  4  in.  centers  with  cross  bars 
12  in.  apart.  The  village  authorities  contemplate  remodeling  the  mam  floor 
of  this  building  so  as  to  use  the  front  section  of  the  opera  house  as  quar- 
ters for  the  post  office,  the  middle  section  for  storing  the  village  fire  ap- 
paratus, and  t)he  rear  section  for  a  lockup  and  an  office  for  the  superintend- 
ent of  public  works.  The  cells  would  face  windows  in  this  room  and 
would  be  equippe<l  with  toilets  and  lavatories. 

Tlie  number  of  persons  locked  up  in  this  village,  I  was  informed  by 
the  chief  of  police,  is  about  35  a  year.  No  woman  has  been  arrested  in 
recent  years,  but  if  such  an  arrest  should  occur  she  would  be  taken  to  a 
hotel  and  placed  in  the  care  of  a  woman.  Prisoners  in  custody  at  meal  time 
are  given  food  by  the  officer.  About  thirty  lodgers  were  housed  during  the 
past  winter  between  November  and  May. 

Respeotfullv  submitted, 

iSiirned)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

CITY  JAir^— GENEVA 

ONTARIO    COUNTY 

InspcH'ted  May  18,  1916.  Reul>en  H.  Culvin.  mayor:  David  Kane,  chief 
of  police.    There  are  also  one  cai>tain  and  eight  patrolmen. 
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The  population  of  Geneva  at  the  last  census  was  18,232. 
The  jail  is  located  in  the  basement  of  the  three-story  and  basement 
b/ick  municipal  building.    The  chief's  office  is  on  the  principal  floor  and  the 
other  offices  are  in  the  basement.     The  jail  has  been  fully  described  in 
former  reports.    In  an  inspection  which  I  made  March  3,  1914,  I  stated : 
"The   bunks   had   mattresses,   blankets,   and  pillows.     As   yet 
the  mattresses  are  without  sheets  and  the  pillows  without  slips. 
This  practice  will  soon  render  both  mattresses  and  pillows  unfit 
for  use,  and  I  recommend  that  sheets  or  other  equipment  for  pro- 
tecting the  mattresses  and  slips  for  the  pillows  be  provided,  both 
as  a  matter  of  economy  to  the  State  and  for  the  protection  of  the 
health  of  the  prisoners." 

This  has  not  been  done,  with  the  result  that  the  mattresses  and  pil- 
lows are  now  fit  only  for  a  bonfire  and  should  be  immediately  consigned  to 
that  fate.  The  bedding  of  a  police  station  is  apt  to  become  a  distributor 
of  infectious  diseases.  Mattresses  should  be  enclosed  in  waterproof  slips 
so  they  could  be  frequently  hosed. 

The  bunks  are  so  constructed  that  they  need  some  sort  of  a  covering. 
This  is  recommended.  Except  for  the  bedding  this  jail  was  found  in  ex- 
cellent condition  and  showed  good  care.  It  has  tihree  departments,  one 
for  male  adults,  one  for  females,  and  one  for  juveniles. 

The  number  of  arrests  for  1915  was  as  follows :  Males,  629 ;  females, 
28.  The  ix)lice  records  show  the  following  disposition  of  these  cases. 
Sentenced  to  jail,  192 ;  held  for  the  grand  jury,  5 ;  one  gave  bail  to  appear 
before  the  grand  jury ;  one  was  sent  to  the  penitentiary ;  345  paid  fines ; 
and  61  forfeited  bail. 

The  police  department  paid  to  the  State  treasury  for  automobile  fines, 
$111.00.  and  to  the  city  treasury  for  various  fines,  $2,197.50.  The  amount 
of  sureties  forfeited  was  $268.00;  costs  paid,  $10.60;  dog  jines  collected, 
120.00;  total  collected,  $2,607.10. 

In  addition  to  the  prisoners  there  were  808  lodgers  housed  during 
1015.  The  practice,  however,  of  keeping  lodgers  has  been  largely  dis- 
continued by  or.ler  of  the  chief  of  police,  so  thf;re  were  only  139  during  the 
past  winter. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TOWN  LOCKUP— ^PHELPS 

ONTARIO    COUNTY 

Inspected  ^lay  18,  1916.  E.  H.  Miller,  supervisor;  C.  Louden,  town 
clerk  and  janitor. 

The  population  of  Phelps  is  about  1,300. 

This  lockup  consists  of  a  room  on  the  first  floor  of  the  town  hall,  a 
practically  new  building,  first  occupied  in  1914.  The  building  is  supposed 
to  be  fireproof,  also  the  lockup.     It  has  steam  heat  and  electric  lights. 

There  are  two  steel  cages  with  open  tops,  sides  and  fronts,  and  solid 
partitions  and  backs.  Each  cage  contains  two  steel  bunks  with  some  bed- 
ding in  good  condition  and  a  toilet  with  a  tank  flush  which  has  been  iu- 
scalled  since  the  last  inspection.  There  is  a  stationary  wash  basin  in  the 
corridor  outside  of  the  cells.  Since  the  last  inspection  the  passageway 
from  the  back  yard  to  the  public  alleyway  passing  the  lockup  has  been 
closed  as  recommended  in  that  report,  so  that  the  public  does  not  now  have 
access  to  the  window,  removing  the  necessity  for  a  screen  over  it. 

In  order  to  install  the  closets  and  wash  basin  a  cesspool  was  con- 
structed in  the  rear  yard,  as  suggested  in  that  report. 

The  cell  nearest  the  window  is  well  lighted  and  is  the  only  one  used. 
I  was  informed  by  the  janitor.  Paper  towels  and  toilet  paper  are  furnish' 
ed  the  prisoners. 
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The  arrest  of  a  woman  Is  practically  unlmowii  and  for  this  reason 
tihe  town  authorities  have  not  deemed  It  necessary  to  fit  up  a  room  on  the 
second  floor  for  women.  The  town  clerk  stated  that  no  woman  had  been 
arrested  there  in  several  years  and  that  if  such  an  arrest  occurred  she 
would  not  be  put  in  the  lockup.  The  number  of  men  arrested  does  not 
exceed  three  or  four  a  year.  About  seventy-five  lodgers  were  housed  during 
last  winter.  They  were  allowed  to  occupy  the  cell  not  used  for  prisoners 
and  the  corridor  at  times. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TOWN  LOCKUP— VICTOR 

ONTABIO   COUNTY 

Inspected  May  19,  1916.  William  Turner,  supervisor,  Victor,  R.  F.  D. ; 
Charles  Brown,  town  clerk. 

The  population  of  Victor  is  about  1,050. 

This  lockup  was  fully  described  in  my  report  of  inspection  of  July  10, 
1914.  It  is  located  In  a  room  on  the  first  floor  of  the  town  hall,  a  brick 
building  with  slate  roof.  It  is  heated  by  steam  and  lighted  by  electricity 
and  contains  two  steel  cells.  Since  the  last  inspection  these  cells  have 
been  turned  around  so  as  to  face  the  window,  as  recommended  in  that  re- 
port. This  is  a  desirable  improvement  and  both  cells  are  now  fairly  well 
lighted.  There  is  no  water  in  the  lockup,  but  there  are  a  toilet  and  wash 
basin  In  a  small  room  just  outside  the  lockup  door.  The  village  has  a 
water  system  but  no  sewers.  The  drainage  from  this  building  is  into  a 
septic  tank.    The  janitor  lives  next  door  and  has  supervision  at  night 

The  number  of  arrests,  I  was  informed,  averages  about  one  a  week, 
most  of  whom  are  held  over  night.  There  were  few  lodgers  last  winter, 
not  exceeding  twenty-five  it  was  stated.  They  are  admitted  by  the  poor 
master.    The  lockup  was  clean  and  api)eared  to  be  in  sanitary  condition. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

ORANGE  COUNTY 

VILLAGE  LOCKUP— CHESTER 

Inspected  June  21,  1916.     Fred  Volmer,  village  president. 

The  population  of  Chester  is  about  1,300. 

Very  few  arrests  are  made  in  this  village,  not  over  a  dozen  a  year  I 
was  informed,  and  no  lodgers  are  cared  for. 

The  lockup  is  located  in  the  basement  of  the  village  fire  house,  a  two- 
story  and  basement  brick  building.  The  basement  is  entirely  above  grade. 
The  lockup  consists  of  two  small  rooms  and  a  small  corridor.  The  back 
walls  are  stone  and  the  side  walls  and  partitions  are  brick.  The  fronts  of 
the  rooms  consist  of  round  steel  bars  set  on  5  inch  centers.  The  bars  are 
covered  with  a  heavy  metal  screen.  The  floor  is  concrete.  There  is  a 
window  in  the  corridor  and  also  a  window  in  one  of  the  cells  opening  into 
the  furnace  room,  so  that  when  these  windows  are  open  there  is  a  good 
current  of  air  in  the  lockup.  Each  room  has  a  toilet  and  stationary  wash 
basin.  The  ceiling  is  10  ft.  high.  One  room  has  one  bunk  and  the  other, 
two;  no  bedding  is  furnished.  The  lockup  is  heated  by  steam  and  lighted 
by  electricity. 
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In  addition  to  the  water  in  ithe  cells  there  is  a  faucet  in  the  corridor 
for  flushing.  The  lockup  was  clean  and  evidently  is  suflScient  for  the 
needs  of  the  village. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— GOSHEN 

OBANGE  COUNTY 

Inspected  May  13,  1916.  George  Gregg,  village  president;  Robert  W. 
Bruce,  chief  of  police.  The  police  force  of  the  village  consists  of  three 
regular  and  one  special  officer. 

The  population  of  Goshen  is  about  3,500. 

This  lockup  was  improved  in  1914  by  the  installation  of  two  new  win- 
dows and  concrete  floor  in  the  section  occupied  by  the  cells.  It  consists 
of  three  steel  cages  set  up  in  the  rear  end  of  police  headquarters.  Two  of 
tl'.e  cages  are  4  ft.  x  7  ft.  x  7  ft.,  each  equipped  with  two  steel  bunks,  and 
one  is  8  ft.  X  7  ft.  X  7  ft.,  with  four  steel  bunks.  Each  cell  is  provided  wiith 
a  hopper  closet  which  has  a  poor  flush.  No  bedding  is  furnished.  Wash- 
lug  and  drinking  water  is  from  a  faucet  over  a  sink  in  the  x)olice  section  of 
the  room.    The  room  has  gas  and  electric  lights. 

All  women  arrested  are  taken  to  the  county  jail  under  an  arrangement 
with  the  county.  The  arrest  of  juveniles  is  unusual,  but  should  an  arrest 
occur  he  would  not  be  placed  in  the  lockup  but  taken  care  of  otherwise. 
There  has  been  but  one  such  arrest  during  the  past  four  years — a  supposed 
runaway  who  was  detained  at  a  hotel.  The  niunber  of  male  prisoners  dur- 
in?;'  1915  was  492,  about  one  half  of  whom  were  held  in  the  lockup  over 
night. 

The  only  separation  between  police  headquarters  which  occupies  the  front 
end  of  the  room  and  the  lockup  which  is  in  the  rear  section  is  a  thin  cur- 
tain which  can  be  drawn  aside.  While  this  curtain  furnishes  a  screen  to 
the  cells,  it  is  not  sufficient  or  proper  separation  of  the  lockup  from  the 
iniblic  office.  Conversation  between  prisoners  can  be  heard  tliroughout  the 
entire  room.  The  talk  of  drunken  men  is  not  always  edifying  and  it  is 
ocasionally  necessary  for  women  to  visit  police  headquarters  to  confer  with 
the  officials.  All  conversation  by  the  police  is  also  within  hearing  of  the 
prisoners  in  the  cells.  This  is  sometimes  embarrassing  and  always  un- 
desirable ;  even  a  telephone  conversation,  which  is  often  necessary  in  mak- 
ing inquiries  in  relation  to  the  prisoners  in  the  lockup,  can  be  heard  by  the 
prisoners.  A  partition  of  brick  or  other  fireproof  material  should  be 
erected  with  an  entrance  door.  As  this  lockup  is  now  provided  with  out- 
side windows  it  is  no  longer  necessary  that  the  cells  should  occupy  a  i>or- 
tion  of  police  headquarters.  The  room  is  large  enough  to  be  divided,  isolat- 
ing the  cell  room  from  the  police  office,  and  this  is  recommended. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


CITY  JAII^-MIDDLETOWN 

ORANGE  COUNTY 

Inspected  June  19,  1916.     A.   C.  N.  Thcmapson,  mayor:   John  D.  Mc- 
Coach,  chief  of  police.    The  police  force  of  the  city  has  fifteen  officers. 
The  population  of  Middletown  in  1915  was  16,381. 
The  jail  is  located  in  the  basement  of  the  city  haU.    The  room  for  men 
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contains  eight  steel  cells  and  the  room  for  women  and  children,  two  cells. 
The  jail  is  fireproof  and  was  built  on  plans  approved  by  the  State  Com- 
mission of  Prisons. 

The  cells  have  modern  equipment.  The  bunks  for  intoxicated  pris- 
oners are  furnished  with  blankets  only,  while  those  for  the  other  prisoners 
have  mattresses  and  blankets. 

The  number  of  arrests  made  in  this  city  during  the  year  ending 
November  30,  1915,  according  to  the  oflScial  report  of  the  police  to  the  city 
authorities,  was  569.  Of  these,  thirty  were  women  arid  thirty-nine  minors. 
The  chief  stated  that  about  ten  of  the  minors  were  under  sixteen  years  of 
age;  that  about  half  of  the  prisoners  arrested  were  held  in  the  jail  over 
night ;  that  about  half  of  the  remainder  were  taken  directly  to  court  and 
their  cases  disposed  of  without  detention  in  the  jail ;  and  the  others  were 
detained  for  a  few  hours  during  the  day.  The  number  of  lodgers  during 
the  past  winter  was  not  as  great  as  formerly ;  still,  there  were  quite  a 
good  many.  The  police  record  shows  the  following:  For  December,  96; 
January,  102 ;  February,  82 ;  March,  107  ;  April,  81 ;  May,  49.  They  are  not 
permitted  to  occupy  the  cells,  but  sleep  on  wooden  bunks  placed  against  the 
side  walls  of  the  jail.  The  bunks  are  furnished  with  blankets.  The  jail 
was  clean. 

EECOMMENDATIONS 

It  is  again  recommended  that  arrangements  be  made  for  a  matron 
when  female  prisoners  lare  detained.  Keeping  the  lodgers  out  of  the  cells 
is  commendable,  but  it  would  be  better  if  a  separate  room  were  provided 
for  them. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  AND  TOWN  LOCKUP— MONROE 

ORANGE  COUNTY 

Inspected  June  21,  1916.  Clarence  S.  Knight,  sui>ervisor ;  Herbert 
Newbury,  village  president;  Henry  Osterhout,  chief  of  police. 

The  population  of  Monroe  was  1,519  in  1915. 
The  old  lockup  having  twc'  wooden  cells  in  the  basement  of  the  t'^wn 
ball  is  still  in  use.  Plans  for  a  new  lockup  to  be  erected  in  the  rear  of 
this  hall  have  been  approved  by  the  State  Commission  of  Prisons  and  the 
foundations  fo>r  same  have  been  completed  and  the  concrete  blocks  assem- 
bled, but  the  work  has  been  held  up  on  account  of  delay  in  getting  the  steel 
work.  As  soon  as  this  difiiculty  can  be  overcome  the  lockup  will  be  com- 
l^leted.  The  ^'illage  officer  stated  that  it  would  have  been  ready  for  use 
l>efore  this  time  except  for  this  delay. 

The  number  of  arrests  in  this  village.  I  was  informed,  would  average 
about  thirty  a  year,  alx)ut  half  of  whom  are  hold  in  the  lockup  over  night ; 
some  of  the  others  are  held  a  few  hours  during  the  day  and  some  are  taken 
direct  to  court  and  not  placed  in  the  lockup.  Police  court  is  subject  to 
call  any  time  when  needed.  The  village  officer  is  on  duty  until  midnight ; 
after  that  the  lockup  has  no  supervision. 

The  new  lockup  will  be  fireproof  and  until  this  is  finished  and  in  use 
there  should  be  supervision  of  tl\e  present  one  tluring  the  entire  night  when 
occupied. 

Respectfully  submit! (^1, 

iSiffncd)     GEORGE  McLAUGHLIN. 

Chief  Inspector. 


i 
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VILLAGE  LOCKUP— MONTGOMERY 

ORANGE  COUNTY 

Inspected  June  19,  1916.     William  Eager,  village  president. 

Montgomery  has  a  i>opulation  of  about  950. 

One  of  the  town  constables  is  also  a  village  officer.  There  is  no  night 
officer.  It  is  an  orderly  village  and  has  only  about  twenty  arrests  a  year, 
about  half  of  whom  are  held  in  the  lockup  over  night. 

The  lockup  is  located  in  the  basement  of  the  new  municipal  building, 
a  two-story  brick  structure.  It  was  fully  described  in  a  report  of  inspec- 
tion dated  May  18,  1914.  and  was  found  in  practically  the  same  condition. 
Briefly  stated,  it  consists  of  two  concrete  cells  about  7  ft.  6  in.  square  fac- 
ing three  windows  in  the  outer  wall.  There  is  also  a  small  window  in  one 
of  the  cells,  so  that  tlie  light  and  ventilation  are  good.  The  cell  doors  are 
2  ft.  4  in.  wide,  made  of  1  in.  bars  set  on  4  in.  centers.  Each  cell  has  a 
wooden  cot  with  iron  springs,  furnished  with  some  bedding  which  was  in 
good  condition,  also  a  toilet  and  stationary  wash  basin.  The  ceiling  is 
metal.  It  is  heated  by  steam  and  lighted  by  electricity.  The  lockup  was 
clean. 

RECOM  MENDATION  S 

While  the  interior  of  this  lockup  is  practically  fireproof,  the  interior 
of  the  building  generally  is  of  wooden  construction  and  if  the  building 
should  burn  up  the  lockup  would  be  destroyed  and  any  person  therein  would 
r»erish.  For  this  reason  it  is  recommended  that  when  a  prisoner  is  detain- 
ed in  the  lockup  over  night  there  should  be  super^i-son ;  either  an  officer  or 
watchman  should  be  employed  to  remain  in  the  building. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


CITY  JAIL— NEWBURGH 

ORANGE  COUNTY 

Inspected  .July  10,  1916.  J.  D.  Wilson,  mayor;  Fred  C.  Brown,  chief 
of  iK>lice. 

The  city  jail  is  situated  in  the  rear  of  the  municipal  building.  It  is 
inadequate  for  a  city  of  the  size  of  Newburgh  which  had  a  population,  ac- 
cording to  the  census  of  1915,  of  27.876. 

The  men's  cell  room  appeared  insanitary.  It  is  about  50  feet  long  by 
15  feet  wide  and  has  no  windows.  The  only  natural  light  comes  from  a  sky- 
light about  4  by  3  feet  and  a  door  at  one  end.  The  skylight  has  no  open- 
ing and  the  ventilation  of  the  room  is  insufficient. 

There  are  only  three  cells  for  men  under  arrest,  each  5  ft.  x  7  ft.  x 
7  ft.,  containing  a  toilet  and  two  sleeping  bunks,  one  above  the  other.  A 
steel  cage,  7  ft.  x  15  ft.,  is  used  for  lodgers.  The  practice  of  housing  lodg- 
ers in  the  same  room  with  men  under  arrest  is  objectionable.  The  cell 
room  is  lighted  by  two  electric  lights  and  hea-ted  by  steam. 

On  the  second  floor  over  the  men's  cell  room  is  a  room  about  13  ft., 
by  15  ft.  which  is  claimed  to  be  used  for  lodgers  when  there  is  an  overflow 
from  the  men's  cell  room.  Adjoining  the  lodgers'  room  are  two  .small  rooms 
al^out  6  ft.  x  8  ft.,  one  intended  for  the  detention  of  women  and  the  other 
for  juveniles.  The  closets  in  these  rooms  are  out  of  repair.  Only  a  tliin 
wooden  partition  separates  the  women's  room  from  the  so-called  lodgers' 
room  and  the  juveniles'  room  from  the  women's  rooms. 

Although  the  general  city  law  makes  the  employment  of  a  police  matron 
mandatory  in  all  cities  of  a  population  of  25.000  or  over  when  women  are 
detained.     Newburgh  has  no  matron.     We  examined  the  records  for  1916 
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and  found  that  three  women  were  detained  in  January,  two  in  February, 
tivo  in  March,  two  in  April,  six  in  May,  and  two  in  June.  It  is  disgraceful 
as  well  as  unlawful  to  have  these  women  attended  by  men. 

It  was  stated  that  children  under  sixteen  years  of  age  are  usually 
detained  each  month. 

Newburgh  needs  a  new  city  jail.  In  the  meantime  the  present  jail 
should  be  improved.  Conditions  in  tlie  men's  cell  room  could  be  materially 
improved  by  turning  the  cells  around  so  as  to  face  the  rear  wall  in  which 
windows  should  be  placed.  The  lodgers'  cell  should  be  taken  out  and  ad- 
ditional cells  provided  for  men  under  arrest.  The  present  floor  of  stone 
flagging  should  be  replaced  by  a  cement  floor  pitched  to  a  drain  to  permit 
flushing.  The  skylight  should  be  reriaired  to  pei-mit  it  to  be  used  to  improve 
the  ventilation. 

The  floor  above  the  men's  cell  room  should  be  used  exclusively  for 
lodgers  so  as  to  do  away  with  the  reprehensible  practice  of  mingling  this 
class  with  men  under  arrest.  Rooms  for  the  detention  of  women  and 
children  should  be  provided  in  another  portion  of  the  building  apart  from 
the  lodgers'  room  and  quarters  also  should  be  provided  for  a  matron  in 
connection  with  these  rooms. 

BECOMMENDAnONS 

(1)  That  a  new  modern  city  jail  be  provided. 

(2)  That  a  matron  be  employed  when  women  are  detained,  as  re- 
quired by  the  general  city  law. 

(3)  That  until  such  time  as  a  new  jail  is  provided,  improvements 
as  suggested  in  the  foregoing  be  made  in  the  present  jail. 

(4)  That  unless  the  authorities  of  the  ctiy  of  Newburgh  file  plans  with 
the  State  Commission  of  Prisons  shovmig  substantial  improvements  with 
a  view  to  making  the  jail  adequate  and  sanitary  before  the  2nd  of  October, 
and  also  make  provision  for  a  police  matron  when  women  are  under  deten- 
tion, tliey  be  cited  at  the  November  meeting  of  the  Commission  to  show 
cause  why  the  jail  should  not  be  closed. 

Respectfully  submitted, 

(Signed)     FRANK  E.  WADE. 

Commissioner. 
JOHN  F.  TREMAIN. 

Secretary. 


CITY  JAIIr— PORT  JERVIS 

ORANGE  COUNTY 

Inspected  June  20.  1916.  Peter  E.  Gumaer.  mayor ;  Frank  A.  Brown, 
chief  of  police.  The  police  force  of  the  city  consists  of  eight  ofllcers.  Police 
headquarters  is  in  the  same  building  with  the  city  jail  where  -there  is  al- 
ways an  officer  on  duty. 

Port  Jervis  had  a  population  of  9,413  in  1915. 

The  men's  jail  is  in  the  basement  of  the  city  hall,  a  three-story  brick 
structure.  It  has  a  concrete  floor,  steam  heat,  electric  lights,  and  four 
large  outside  windows  in  front  of  the  cells. 

There  are  three  steel  cells,  one  double  and  two  single.  The  former 
has  two  bunks  and  each  of  the  others,  two.  They  are  furnished  with  bed- 
ding which  was  in  good  condition.  Each  cell  has  a  toilet  with  a  faucet  over 
it. 

There  Is  a  room  for  women  on  the  third  floor  with  a  hath  room  adjacent 
containing  a  tub,  toilet,  and  stationary  wash  basin.  The  room  has  two  out- 
side windows  and  contains  one  steel  cage  with  two  bunks  and  some  bed- 
ding which  was  in  fair  condition.    This  department  Is  not  much  used.    But 
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few  women  axe  arrested  and  most  of  them  are  taken  at  once  to  court  with- 
out being  locked  up.  Police  court  is  held  r^ularly  every  morning  and  the 
judge  is  subject  to  call  at  any  time  when  needed.  The  matron  is  subject 
to  calL 

The  number  of  arrests  for  the  year  ending  January  31,  1916,  was  696. 
The  nimiber  for  the  preceding  year  was  808.  Of  those  arrested  during  the 
past  year  24  were  women  and  129  were  under  twenty-one.  Of  the  latter 
a  few  were  children  under  sixteen  who  were  lost,  runaways  or  truants. 
Very  few  of  them  were  detained  in  the  jaU,  but  when  necessary  to  keep  one 
he  was  placed  in  the  women's  room.  There  were  seldom  more  than  two  or 
three  prisoners  at  a  time  except  when  the  railroad  detectives  made  a  raid 
on  the  train  riders.  The  total  number  of  arrests  for  train  riding  was  197. 
The  next  largest  number  was  169  for  public  intoxication  and  109  for  disor- 
derly conduct 

This  is  an  old  building  with  a  wooden  interior  and  if  once  afire  would 
bum  rapidly.  It  might  easily  be  impossible  to  rescue  a  woman  on  the 
third  floor.  Another  reason  why  there  should  be  new  quarters  for  women 
is  that  it  is  necessary  to  go  up  two  flights  of  narrow  wooden  stairs  to  reach 
the  women's  room.  Frequently  women  are  crazy  drunk  when  arrested  and 
to  expect  the  police  officers  to  carry  such  a  woman  up  these  stairs  is  un- 
reasonable, not  to  say  demoralizing.  I  was  informed  that  the  city  author- 
ities were  expecting  to  build  an  addition  to  the  present  building  which 
would  provide  new  quarters  for  women  on  the  first  floor.  This  is  strongly 
recommended.  The  plans  should  be  submitted  to  the  State  Commission  of 
Prisons  for  approval  as  required  by  law. 

The  separate  room  for  lodgers  is  still  in  use.  It  is  located  on  the 
first  floor,  has  two  large  outside  windows,  elevated  sleeping  platform,  a 
toilet,  and  stationary  wash  basin.    It  was  in  good  condition. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TOWN  LOCKUP— TUXEDO 

ORANGE  COUNTY 

Inspected  June  21,  1916.  C.  S.  Patterson,  supervisor;  G.  O.  Bush, 
chief  of  the  park  police. 

The  town  of  Tuxedo  has  a  population  of  between  3,500  and  4,000.  The 
lockup  is  owned  by  the  Tuxedo  Park  Association  but  is  rented  by  the  town. 

The  lockup  consists  of  a  small  addition  to  the  gatehouse  at  the  en- 
trance of  the  Tuxedo  Park  grounds.  The  gatehouse  and  the  lockup  are 
constructed  of  stone  and  supposed  to  be  fireproof.  The  room  has  hot  water 
heat,  two  outside  windows,  concrete  floor,  electric  lights,  and  three  steel 
cells  with  latticed  fronts  and  tops,  the  rest  solid.  The  bars  of  the  cells 
are  set  well  apart.  There  is  a  toilet  in  one  of  the  cells  and  a  wash  basin 
in  the  officers'  room  adjacent.  One  of  the  cells  has  one  bunk  and  the  other 
two  cells,  two  bunks  each.  Bedding  is  furnished  when  occupied  at  night. 
Police  headquarters  is  in  this  gatehouse  and  there  is  always  an  officer  on 
duty.  The  lockup  was  clean.  The  cells  are  under  size,  being  only  4  ft 
wide,  and  the  room  is  small ;  otherwise  the  lockup  is  a  commendable  improve- 
ment. It  was  constructed  a  few  years  ago  without  submitting  plans  to  the 
State  Commission  of  Prisons.  This  the  officials  now  regret,  but  at  the  time 
they  took  the  recommendation  of  the  steel  men  who  furnished  the  cells.  I 
was  informed  both  by  the  supervisor  and  chief  that  before  next  winter 
ventilators  will  be  installed  in  the  windows,  which  is  necessary  in  this 
small  lockup. 
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The  number  of  arrests  in  1915  was  64.  Very  rarely  a  prisoner  is  held 
over  night.  The  chief  stated  that  not  over  six  of  those  arrested  last  year 
were  so  held.  A  good  many  lodgers  are  cared  for.  The  chief  stated  they 
would  average  one  a  night. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— UNIONA^ILLE 

ORANGE  COUNTY 

Inspected  June  20,  1916. 

Unionville  is  a  small  incorporated  village  with  about  500  inhabitants 
and  arrests  are  infrequent.  I  was  informed  by  the  president  that  they 
would  not  exceed  a  dozen  in  a  year  and  that  not  over  half  of  these  were 
hold  in  the  lockup  over  night.  Most  of  the  arrests  were  for  intoxication. 
The  village  otficials  require  that  an  officer  making  an  arrest  remain  in  the 
building  when  the  prisoner  is  detained  in  the  lockup  over  night. 

The  lockup  consists  of  two  steel  cages  placed  in  the  rear  section  of  the 
first  floor  of  the  village  fire  house.  This  portion  of  the  room  has  a  con- 
crete floor.  It  is  lighted  by  three  outside  windows  and  a  sash  door.  The 
front  part  of  the  room  is  used  for  storing  the  village  fire  apparatus.  The 
cages  consist  of  flat  bars  set  well  apart ;  the  partition  between  them  is 
solid.  Each  cage  has  two  bunks  with  some  bedding  which  was  in  good 
condition.  No  lodgers  are  cared  for.  Night  buckets  are  used.  There  is  a 
wash  bowl  with  running  water  at  the  front  end  of  the  room. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— WARWICK 

ORANGE   COUNTY 

Inspected  ,Iune  21.  1916.  .1.  H.  Wood,  village  president:  J.  C.  Tx>ng- 
well.  cliief  of  police.  The  chief  is  cm  duty  at  night  and  the  village  also  has 
a  day  ofl1c*or. 

Warwick  has  a  population  of  about  2.500. 

The  lockup  is  located  in  the  basement  of  the  village  fire  house,  a  two- 
story  and  basement  building.  The  room  is  14  ft.  x  24  ft.,  has  a  concrete 
floor,  electric  lights,  a  toilet,  and  a  faucet  with  a  pail  stiiuding  under  it. 
The  \'illage  has  jmblic  water  but  no  i^ewers.  There  are  some  private 
sewers.  This  building  has  a  sewer  to  a  nearby  creek.  There  are  two  win- 
dows at  the  end  of  the  corridor  in  front  of  the  cells.  Three  of  the  walls  are 
the  stone  foundation  of  the  building.  The  i)artition  between  the  hx^kup 
und  the  room  in  front  of  it  is  lath  and  plaster.  The  hx'kup  is  practically 
below  grade  and  the  windows  have  small  areaways.  The  heat  is  from  a 
furnace  in  the  room  which  heats  the  entire  building. 

There  are  three  steel  cells.  A  section  of  the  rear  of  eacli  cell  and  all 
of  ithe  front  is  of  latticed  bars  2  inches  wi<le  on  4  inch  centers  l>oth  ways. 
Sii  that  the  openings  are  only  2  inches  scinare.  The  cells  are  .')  ft.  x  S  ft., 
each  contains  an  iron  cot  furnishixl  with  a  mattress  and  some  blankets 
v.liich  were  in  fair  condition.  The  interior  of  the  cells  is  not  well  liu:ht(xi ; 
the  only  windows  in  the  room  are  at  the  end  of  the  corridor  and  the  flat 
bars  set  .so  closely  together  do  not  permit  very  much  light  to  enter  the  cells. 
During  oold  weather  there  is  always  a  fire  in  the  furnace,  which  keeps  the 
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lockup  dry,  and  the  oflicer  stated  that  during  the  rest  of  the  year  he  always 
makes  a  wood  fire  in  the  furnace  when  any  person  is  in  tie  lockup,  and 
that  even  when  it  is  not  in  use  he  makes  a  fire  at  least  once  a  week.  The 
lockup  is  naturally  damp  in  warm  weather. 

Since  the  last  inspection  the  cells,  the  furnace,  and  the  harred  work 
enclosing  the  furnace  have  been  painted  and  the  walls  of  the  lockup  white- 
washed. 

There  were  forty-five  arrests  last  year,  about  two-thirds  of  whom  were 
held  in  the  lockup  over  night.  There  were  two  women  arrested ;  they  were 
not  put  in  the  lockup  but  were  taken  by  the  officer  to  his  home.  Most  of 
the  arrests  are  for  public  intoxication.  Police  court  is  held  every  day.  No 
lodgers  are  cared  for.    The  lockup  was  clean  throughout,  showing  good  care. 

BECOM  MEND  ATION  S 

(1)  One  half  the  bars  in  the  front  of  the  cells  should  be  removed; 
this  would  admit  more  air  and  sunlight  into  the  cells  and  the  remaining 
bars  would  still  be  close  enough  for  security.  The  hars  now  constitute 
eeventy-five  per  cent,  of  the  cell  front,  leaving  only  twenty-five  per  cent, 
open.  By  removing  every  altemate  bar  each  way  there  would  be  seventy- 
five  per  cent,  open  and  only  twenty-five  per  cent,  of  bar. 

(2)  This  lockup  is  practically  a  cellar  and  requires  a  constant  fire 
when  in  use  to  keep  it  free  from  extreme  dampness.  The  outer  room  in 
front  of  the  lockup  would  be  a  very  much  better  place,  as  this  room  is  at 
grade  and  has  plenty  of  sunlight.  Only  a  small  portion  of  this  room  is 
now  in  use  by  the  firemen,  and  it  is  recommended  that  the  lockup  be  re- 
moved into  this  room  and  furnished  with  a  concrete  floor,  or  that  another 
location  be  found  with  better  sunlight  and  less  dampness.  Plans  for  any 
changes  contemplated  should  be  submitted  to  the  State  Commission  of 
Prisons  for  approval. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

VILLAGE  AND  TOWN  LOCKUP— WASHINGTONVILLE 

ORANGE  COUNTY 

Inspected  May  15,  1916.  Dr.  W.  E.  Reed,  village  president;  Edward 
Schuman,  chief  of  police;  W.  N,  Leonard,  supervisor. 

The  population  of  WashingtonHlle  is  about  635. 

This  lockup  was  found  in  the  same  condition  as  at  the  time  of  the  last 
inspection.  It  consists  of  two  steel  cells,  5  ft.  x  8  ft.  x  8  ft.,  located  in  a 
small  room  on  the  first  floor  of  the  fire  house,  a  wooden  building.  The 
cells  have  open  fronts  and  tops  and  a  section  of  the  rear.  The  grated  part 
consists  of  flat  bars  2^4  in.  wide  set  on  4^^  in.  centers.  The  partition 
between  the  cell  room  and  the  hose  room  consists  of  large  sliding  doors 
which  can  be  left  open  when  the  cells  are  occupied,  giving  light  and  ven- 
tilation.    The  bunks  are  furnished  with  blankets. 

The  number  of  arrests,  I  was  told  by  the  village  policeman,  would  not 
exceed  four  or  five  a  year :  most  of  them  simply  held  to  sober  up.  Occa- 
sionally one  is  held  over  night.  Prisoners  are  fed  if  in  custody  at  meal 
time.    No  lodgers  are  cared  for. 

The  lockup  is  heated  from  a  coal  stove  in  the  hose  room  and  lighted  by 
electricity.  An  officer  remains  in  the  building  at  night  when  the  lockup 
is  occupied. 

There  is  no  water  in  the  building.  Night  buckets  are  used.  The 
village  has  pubic  water  but  no  sewers.  It  would  be  an  improvement  to 
iistall  water. 

Resi>ectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 
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ORLEANS   COUNTY 

VILLAGE  LOCKUP— ALBION 

Inspected   July   12,   1916.     Schuyler   Hazzard,   village   president. 

The  village  authorities  of  Albion  have  an  arrangement  with  the  board 
of  supeH'isors  of  Orleans  county  to  use  a  room  in  (the  basement  of  the 
county  jail  as  a  village  lockup.  The  county  furnishes  the  room  together 
with  the  equipment  and  the  sheriff  furnishes  whatever  food  is  necessary  for 
the  prisoners  for  which  the  village  pays.  The  village  police  have  keys  to  the 
lockup  and  take  their  prisoners  there  and  remove  them  without  assistance 
from  the  sheriff.  The  number  admitted  to  the  lockup  for  the  year  1915 
was  250.  The  number  of  meals  furnished  by  the  county  for  the  year  which 
ended  October  1st  was  661. 

The  lockup  is  large,  has  several  outside  windows,  a  toilet,  shower 
bath,  a  sink  with  running  water,  a  roll  towel,  and  several  folding  bunks 
with  mattresses,  blankets  and  ipillows.  The  room  was  in  good  order  and 
clean.  The  only  criticism  I  made  was  the  use  of  roll  towels.  Sanitary 
paper  towels  should  be  substituted. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TOWN  AND  VILLAGE  LOCKUP— HOLLEY 

ORLEANS   COUNTY 

Inspected  July  12,  1916.  N.  L.  Cole,  village  president ;  Jolin  Langham, 
8Ui>ervisor. 

The  population  of  HoUey  is  about  1,700. 

The  lockup  is  located  in  the  basement  of  the  village  building.  Plans 
have  been  approved  by  (the  State  Commission  of  Prisons  for  remodeling 
tlie  lockup,  but  owing  to  some  unavoidable  delay  in  in^alling  a  new  steam 
heating  plant  the  other  proposed  changes  have  been  delayed  and  the  presi- 
dent stated  that  the  work  would  be  commenced  immediately. 

The  present  cages  are  to  be  used  in  the  remodeled  lookup.  There  are 
three,  each  5  ft.  x  6  ft.  x  6  ft.,  made  of  1%  in.  flat  bars  set  on  4^^  in.  cen- 
ters both  ways,  leaving  a  3  in.  opening.  They  are  open  on  all  sides  and  the 
top. 

The  entire  basement  has  a  concrete  floor  and  the  lockup  section  is  to 
have  fireproof  partitions  surrounding  it  and  will  consist  of  a  room  about 
14  ft.  X  20  ft.  There  is  to  be  a  metal  ceiling,  two  outside  windows  in 
front  of  the  cells,  each  2  ft.  4  in.  x  4  ft.  6  in.  The  entrance  door  is  to  be 
metal  or  metal  covered.  A  toilet  and  wash  basin  are  to  be  Installed  in 
each  cell.  The  floor  of  the  lockup  is  on  the  level  with  the  grade  of  the 
exterior.  When  these  improvements  are  made  it  will  be  a  very  satisfactory 
lockup. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TOWN  LOCKUP— KENDALL 

ORLEANS   COUNTY 

Inspected  July  11,  1916.    Ray  McDonald,   supervisor:  J.   L.   Wright, 
town  clerk. 

The  i)opulation  of  Kendall  is  about  1,600. 

This  town  has  a  new  lockup,  located  in  the  village  of  Kendall.    It 
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(Kcupies  a  room  on  the  first  floor  of  the  rear  section  of  the  fire  hall.  The 
entire  building  is  constructed  of  hollow  tile  with  galvanized  iron  roof  and 
concrete  floor  throughout  and  is  supposed  to  be  fireproof.  There  is  a  solid 
partition  of  hollow  tile  between  the  lockup  and  the  hose  room  in  front. 
The  interior  of  the  room  constituting  the  lockup  is  15  ft.  x  22  ft.  6  in. 
There  is  a  metal  ceiling  11  ft.  high.  It  has  one  large  window  about  3  ft. 
X  6  ft.,  a  glass  sash  in  the  door  21  in.  x  36  in.,  and  a  transom  over  the  door 
18  in.  X  28  in.,  which  give  the  lockup  a  fairly  good  light  and  as  they  are 
situated  at  opposite  ends  of  the  room,  furnish  a  good  circulation  of  air. 
The  village  has  neither  water  nor  sewers  and  of  course  there  is  no  water 
in  the  lockup.    It  is  heated  by  a  coal  stove. 

There  are  two  steel  cages  set  in  opposite  corners  of  the  room,  each  5 
ft.  X  6  ft.  X  6  ft.,  open  on  all  sides,  made  of  flat  bars  1^  in.  set  on  4^^  in. 
centers  both  ways.  The  cages  are  not  new  but  were  in  use  in  the  old  lock- 
up. They  have  metal  floors  and  each  is  furnished  with  one  steel  folding 
bunk. 

The  lockup  is  not  quite  finished,  the  town  clerk  stated,  and  has  not 
been  used.  The  appropriation  has  been  exhausted,  but  the  authorities  ex- 
pect to  repaint  the  cells  and  put  a  coat  of  concrete  plaster  over  the  side 
walls.  Part  of  the  material  for  this  purpose  is  on  hand ;  also  new  bedding 
is  to  be  furnished. 

The  town  clerk  stated  that  the  number  of  those  arrested  who  are 
placed  in  the  lockup  would  average  about  two  a  year.  No  lodgers  are  cared 
for.    When  completed  this  will  be  a  very  creditable  lockup. 

Respectfully  submitted, 

iSiffned)     GEORGE  MCLAUGHLIN, 

Chief  Inspector. 


TOWN  LOCKUP— LYNDONVILLE 

ORLEANS   COUNTY 

Inspected  July  11,  1916.  Frank  S.  Plummer,  supervisor ;  Bert  Thomas, 
chief  of  police. 

The  population  of  Lyndonville,  where  this  lockup  is  located,  is  about 
800.  While  the  lockup  is  owned  by  the  town  it  is  also  used  by  the  village. 
It  is  situated  in  a  rear  room  on  the  first  floor  of  the  town  hall,  a  two-story 
brick  building.  The  front  section  of  this  floor  is  occupied  as  a  store.  The 
village  has  neither  public  water  nor  sewers  and  there  is  no  water  in  the 
lockup.  The  room  is  large,  with  a  high  ceiling,  and  well  lighted,  has 
a  concrete  floor,  is  heated  by  a  coal  stove,  and  has  one  electric  light  outside 
the  entrance  door  and  also  in  the  lockup.  The  floor  was  somewhat  Ut- 
tered, as  the  merchant  in  the  front  part  of  the  building  passes  his  refuse 
paper  and  other  combustible  material  into  the  lockup  for  the  oflScer  to  use  in 
making  fires  in  the  stove.  A  suitable  box  should  be  provided  in  which  to 
keep  this  material  and  it  should  not  be  scattered  around  the  floor. 

There  are  two  cages  with  latticed  bars  set  well  apart.  One  was  better 
lighted  than  the  other  and  the  oflScer  stated  that  he  used  this  cage  when 
there  is  only  one  prisoner,  which  was  usually  the  case.  The  cages  have 
steel  bunks  supplied  with  bedding  which  was  in  good  condition. 

The  number  of  arrests  averages  about  100  a  year,  practically  all  of 
whom  are  held  over  night.  Most  of  these  arrests  occur  in  the  fall  during 
the  fruit  gathering  season  when  there  is  a  large  floating  and  somewhat 
turbulent  population  in  this  section  of  the  State.  There  are  few  lodgers 
cared  for.  During  last  winter  there  were  from  20  to  25.  They  were  not 
arrested. 

RECOMMENDATIONS 

In  addition  to  providing  a  receptacle  for  the  kindling  and  rubbish, 
above  suggested,  provision  should  be  made  to  prevent  surface  water  during 
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heavy  rain  storms  from  flooding  the  floor  of  the  lockup  from  the  premises 
adjacent  to  the  entrance  door. 

The  installation  of  water  and,  if  possible,  a  full  flushing  toilet  would 
be  a  desirable  improvement. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VII;LAGE  LOCKUP-^IEDINA 

ORLEANS   COUNTY 

Inspected  July  12,  1916.  John  Crowley,  village  president ;  J.  S.  Brain- 
ard,  chief  of  police.     The  total  police  force  consists  of  five  oflficers. 

The  population  of  Medina  is  about  6,800. 

This  is  a  modern  lockup,  in  a  building  supposed  to  be  fireproof.  It  has 
been  fully  described  in  former  reports  of  inspection  and  was  found  in  good 
condition.  It  is  located  ia  the  basement  or  lower  fioor  of  the  village  hall, 
a  large  three-story  stone  building.  It  has  a  concrete  fioor,  is  heated  by 
hot  water  and  lighted  by  electricity,  and  each  department  has  a  wash 
bowl  and  running  water  in  the  corridor. 

The  men's  jail  has  four  steel  cells  with  open  fronts,  each  provided 
with  a  sanitary  closet  and  an  oak  bunk.  There  are  two  windows  in  front 
of  the  cells  and  two  ventilators  in  the  vrall. 

The  department  for  women  is  in  a  separate  room  which  has  one  out- 
side window  and  contains  one  steel  cell  equipped  with  a  bunk  furnished 
with  some  bedding  when  in  use,  a  toilet,  and  stationary  wash  basin. 

Police  headquarters  is  in  the  same  building  where  an  officer  is  on  duty 
every  night  untU  2  A.  M.  and  Saturday  night  until  3  A.  M. 

The  niunber  of  arres^ts  last  year  was  550,  about  ten  of  whom  were 
women  and  twenty-five  children.  About  sixty  per  cent,  of  the  adults  are 
held  over  night.  No  children  are  held  over  night.  A  number  of  lodgers 
are  also  cared  for.  The  officer  in  charge  stated  they  would  average  from 
twenty  to  twenty-five  a  month  during  the  winter  season.  They  are  not  ar- 
rested or  taken  to  court.  The  former  practice  in  this  respect  has  been  dis- 
continued. 

Last  October  the  interior  of  the  lockup  was  repainted — ^the  walls  a 
light  color,  and  the  cells  a  dark  color  which  was  a  mistake.  As  recom- 
mended in  the  last  report,  the  iron  work  should  also  have  been  painted 
a  light  color,  as  the  windows  are  rather  small  and  every  reasonable  oppor- 
tunity should  be  improved  to  increase  the  light  in  both  departments. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


OSWEGO  COUNTY 

CITY  J AII^— FULTON. 

Inspected  January  27,  1916.  Victor  C.  Lewis,  mayor;  Edward  J. 
Dyer,  chief  of  police. 

The  population  of  Fulton  is  about  12,000. 

The  city  hall  and  ix>lice  station  consist  of  a  two-story  brick  building, 
originally  a  private  residence.  In  the  rear  and  attached  is  a  long  frame 
structure  covere<l  with  metal,  used  as  a  gj-mnasium.  dance  hall,  etc.  In 
the  rear  end  farthest  from  the  street  is  a  stage  and  underneath  the  stage 
Is  the  Jail,  consisting  of  a  cell  room  for  men  and  a  detention  room  for 
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women  and  juveniles.  The  jail  portion  is  of  brick  construction  with  plas- 
tered walls  and  cement  floor.     The  ceiling  is  of  metal. 

The  room  for  men  has  three  steel  cells  of  S(iuare  bars  on  all  sides, 
size  5  ft.  X  7  ft.  x  7  ft.  Each  cell  has  two  steel  bunks  withiout  bedding. 
There  is  a  sink  with  running  water  and  a  common  flushing  closet  in  the 
cell  room.     This  portion  has  three  good  sized  windows. 

The  detention  room  is  adjacent  wth  separate  entrance.  It  is  furnished 
with  two  cot  beds  and  bedding,  but  there  are  no  toilets  or  wasihlng  facilities. 
Both  rooms  are  heated  bj^  steam  and  lighted  by  electricity.  The  jail  is 
reached  by  passing  through  the  yard  of  the  building. 

The  jail  was  found  in  a  fairly  clean  condition  but  an  odor  was  present 
in  the  men's  department.  The  cells  are  painted  black  and  the  interior 
of  the  room  a  rather  dark  color ;  a  light  color  should  be  used. 

The  number  of  arrests  during  1915  was  438,  of  which  number  18  were 
women  and  5  were  boys.  About  200  lodgers  were  housed  during  the  year 
and  were  permitted  to  use  the  cell  room. 

This  Is  a  fairly  good  jail  but  the  location  is  not  the  best.  Wlhen 
a  new  city  hall  is  constructed,  provision  should  be  made  for  a  modern  police 
station  and  jail. 

EECOMMENDATIONS 

(1)  That  modern  jail  toilets  be  installed  in  the  cells. 

(2)  That  a  toilet  and  lavatory  be  placed  in  the  detention  room. 

Respectfully  submitted, 

(Signed)     CLIFFORD  M.  YOUNG, 

Inspector. 


CITY  JAIL— OSWEGO 

OSWEGO  COUNTY 

Inspected  March  22,  1916.    Thomas  Mowatt,  chief  of  police. 

The  records  of  the  police  department  show  tliat  there  were  685  arrests 
made  during  the  year  1915.  Fourteen  of  these  were  women.  Only  two  of 
the  women  were  locked  up  and  one  of  these  was  arrested  four  times  for 
public  intoxication,  so  that  in  reality  only  eleven  different  women  were 
arrested.  The  records  of  the  justice  show  that  17  boys  and  one  girl  six- 
teen years  of  age  appeared  before  him  during  the  year  ending  February 
20,  1916,  also  one  boy  of  seventeen  and  a  family  of  six,  whose  ages  ranged 
from  ten  months  to  twelve  years.  None  of  these  was  locked  up  according 
to  a  statement  made  by  the  chief  of  police.  Five  of  the  boys  were  placed 
on  probation,  eleven  boys  and  the  girl  were  sent  to  industrial  schools  or 
homes  and  the  cases  of  two  of  the  boys  were  adjourned.  The  boy  of  seven- 
teen was  sent  to  the  county  jail  and  the  family  was  cared  for  by  the  Chari- 
ties Department.  The  average  number  of  inmates  during  1915  was  two 
and  the  highest  number  at  any  one  time  was  eight. 

The  jail  consists  of  tw^o  rooms  in  the  basement  of  the  city  hall,  a 
t^vo-story  and  basement  stone  structure.  Each  room  is  about  28^^  ft.  x 
lHy2  ft.  with  ceilings  10  ft.  2  In.  high.  One  room  has  two  windows  at  the 
end  about  5  ft.  6  iiL  x  3  ft.  3  in.,  and  two  small  windows  about  18  in.  x 
10%  in.  The  other  room  has  two  windows  of  the  latter  size  only.  Both 
rooms  have  openings  18  in.  x  lOV,  in.  into  air  shafts  in  the  side 
walls.  The  floors  are  of  concrete.  There  are  six  steel  cells  in  each  room. 
In  both  rooms  they  are  placed  back  to  back,  three  opening  toward  one  side 
of  the  room  and  three  toward  the  other  side.  They  have  open  fronts  of 
round  bars  with  solid  tops  and  sides.  There  is  a  metal  bunk  in  each  cell. 
Three  of  these  are  provided  with  oilcloth  covered  mattresses.  There  is 
no  other  bedding.  There  is  an  old  style  hopper  closet  in  each  cell.  The  jail 
Is  lighted  by  electricity,  (gas  can  also  be  used)  and  heated  by  steam  There 
Is  also  a  stove  which  is  used  before  the  main  heating  plant  is  started. 
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There  are  no  washing  facilities  in  the  jail,  but  there  are  washbowls  with 
ninning  water  in  the  hall  just  outside  the  cell  rooms.  Prisoners  are  fur- 
nished with  food  when  necessary. 

There  is  an  officer  on  duty  in  the  room  adjoining  the  jail  at  all  times. 
A  matron  is  called  when  needed  and  there  is  a  room  provided  for  her. 

After  inspecting  the  jail  we  conferred  with  the  Mayor,  three  members 
of  the  Ck)mmon  Council,  the  Corporation  Counsel  and  the  City  Chamberlain. 
It  is  proposed  to  divide  the  rear  room  into  two  parts  and  use  three  of  the 
cells  for  women  or  juveniles.  The  front  room  is  also  to  be  divided  and 
three  of  the  cells  removed.  The  portion  from  which  the  cells  are  taken 
Is  to  be  used  as  a  tramp  room.  Two  windows  are  to  be  placed  in  the  room 
for  women  and  two  in  the  tramp  room.  They  are  each  to  be  4  ft.  6  in.  x 
4  ft.  Glass  is  also  to  be  placed  in  the  door  opening  into  the  rear  room. 
This  will  light  the  corridor  in  front  of  three  more  cells.  New  closets  are 
to  be  installed  in  each  of  the  cells  and  in  the  tramp  room,  The  ventila- 
tors in  the  side  walls -are  to  remain.  These  changes  are  shown  in  the 
blue  prints  attached.  It  is  recommended  that  instead  of  placing  the  lava- 
tories in  the  rooms  as  shown  on  the  above  mentioned  blue  prints,  that  one 
be  placed  in  each  cell  and  that  the  slop  sink,  as  shown,  be  set  in  the  tramp 
room.  It  is  also  recommended  that  the  cells  be  made  of  steel,  that  paint 
Instead  of  whitewash  be  used  on  the  side  walls  and  that  the  steel  work 
be  repainted  a  light  color. 

The  city  authorities  stated  tiiat  In  the  event  of  a  woman  and  a  juven- 
ile being  detained  at  the  same  time,  they  will  ait  once  send  the  woman  to 
the  county  jail,  in  the  patrol  wagon. 

The  City  Chamberlain,  presented  a  financial  statement  which  shows 
that  not  over  $1,500.00  is  available  for  these  proposed  changes. 

A  sketch  showing  the  location  of  the  dty  hall,  as  to  streets  and  ad- 
joining buildings,  which  was  furnished  by  the  City  Engineer  is  attached. 

Respectfully  submitted, 

(Signed)     JAMES  T.  MURPHY, 

Commissioner. 
PHILIP  G.  ROOSA, 

Inspector. 


VILLAGE  LOCKUP— PHOENIX 

OSWEGO  COUNTY 

Inspected  July  17, 1916.  N.  A.  Hughes,  village  president ;  R.  D.  Lathrop, 
police  justice. 

The  population  of  Phoenix  is  about  1,800. 

This  is  a  village  lockup  bu(t  the  town  also  uses  It  when  necessary  and 
pays  rent.  It  is  in  the  same  condition  as  at;  the  time  of  my  last  inspection, 
September  9,  1914.  It  is  located  in  a  room  In  the  village  fire  station,  a 
two-story  wooden  building.  The  room  has  two  windows,  one  at  the  end  of 
tlie  corridor  and  the  other  in  one  of  the  cells.  The  heat  is  from  a  coal 
Btove  and  there  are  electric  lights. 

There  are  three  cells  with  barred  fronts.  Each  cell  Is  provided  wWh  a 
single  bunk  furnished  with  a  mattress,  blanket,  and  pillow,  which  were  In 
fairly  good  condition.    The  room  needed  sweeping  and  hosing. 

The  village  has  both  public  water  and  sewers.  The  only  water  in 
the  lockup  is  a  faucet  in  the  corridor  over  a  slop  sink.  I  was  informed 
that  this  sink  is  used  to  some  extent  as  a  toilet  and  at  times  emitted  a 
very  disagreeable  odor. 

The  justice  stated  that  the  arrests  continue  about  the  same  as  form- 
erly,— about  fifty  a  year.    The  majority  are  held  over  night  in  the  lockup. 
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Those  arrested  on  Saturday  niglit  are  held  until  Monday  morning,  as  there 
Is  no  Sunday  court.  Prisoners  are  fed  at  the  village  hotel  if  detained  any 
length  of  time.    The  lockup  has  no  supervision  at  night. 

RECOMMENDATIONS 

(1)  Put  outside  windows  in  the  other  two  cells.  This  is  quite  nec- 
essary to  give  them  proper  sunlight  and  ventilation. 

(2)  Provide  the  lockup  with  full  flushing  sanitary  toilets,  preferably 
one  in  each  cell,  and  provide  drinking  and  washing  wat^r  in  the  cells,  either 
by  a  faucet  over  the  toilet  or  by  a  stationary  wash  basin.  Cells  in  new 
lockups  ai'e  so  equipped  in  towns  having  public  waiter  and  sewers,  and  as 
this  town  has  these  improvements  they  should  be  extended  to  the  lockup. 
Specifications  of  the  toilets  and  lavatories  should  be  submitted  to  the  State 
Commission  of  Prisons  for  approval  before  being  installed. 

(3)  Furnish  supervision  when  the  lockup  is  occupied  at  night.  It  is 
a  fire  trap  and  somewhat  inaccessible  and  a  watchman  should  be  employed 
to  remain  in  the  building  when  the  lockup  is  occupied.  As  this  happens 
only  two  or  three  times  a  month  it  would  not  be  a  serious  expense.  A 
more  desirable  arrangement  would  be  a  small  detached  fireproof  building 
with  modem  equijMnent  which  would  not  require  sui)ervlsion  at  night. 

Respectfully  submitted, 

(Signed)     GEORGE  MCLAUGHLIN, 

Chief  Inspector, 


OTSEGO  COUNTY 

VILLAGE  LOCKUP— CHERRY  VALLEY 

Inspected  May  2,  1916.  John  Cooke,  village  president  and  chief  of 
iwlice. 

The  population  of  Cherry  Valley  is  about  760. 

The  lockup  consists  of  two  steel  cages  open  on  all  sides  except  the 
partitions,  placed  in  the  furnace  room  of  tlie  village  hall.  The  concrete 
fioor  is  slightly  below  the  level  of  the  ground  on  the  outside.  There  is  no 
water,  either  In  the  cages  or  in  the  room,  Imt  there  is  a  wash  baeln  with 
cold  water  faucet  in  an  adjacent  room. 

These  cages  have  been  in  use  about  four  years.  I  stated  in  my  former 
report  that  they  had  then  been  installed  two  years  but  had  never  been 
used ;  since  that  time  they  have  been  used  on  two  occasions,  once  when  a 
prisoner  was  locked  up  for  a  few  hours  during  the  day  and  another  time 
when  a  lodger  was  permitted  to  occupy  one  of  the  cells  over  night  There 
is  an  electric  light  in  the  basement.    The  village  has  water  but  no  sewers. 

The  lockup  was  in  the  same  condition  as  at  the  time  of  my  last  in- 
spection on  August  28,  1914.  I  then  stated  that  the  cages  were  placed  in 
a  basement  with  furnace  between  them  and  the  windows,  practically  ex- 
cluding all  sunlight,  and  recommended  that  they  be  moved  to  the  window 
side  of  the  furnace  so  they  would  face  the  windows ;  that  a  concrete  floor 
be  placed  in  that  section  of  the  basement;  and  that  in  addition  to  the 
window  a  glass  panel  be  placed  in  the  outside  door  for  additional  light. 
This  has  not  been  done.  The  president  stated  that  the  village  authorities 
expected  to  comply  with  these  reconunendations,  but  as  they  were  seldom 
using  the  lockup  they  had  not  felt  that  the  matter  was  urgent  at  the  present 
time. 

There  is  one  bunk  and  some  bedding  in  good  condition  in  each  cage. 
As  the  building  is  not  fireproof  the  lockup  should  have  supervision  when  a 
prisoner  is  detained  at  night,  and  a  closet  and  wash  basin  with  running 
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water  should  be  placed  In  at  least  one  of  the  cells.  Specifications  of  the 
closets  and  lavatories  should  be  submitted  to  the  State  Commission  of 
Prisons  for  approval  before  they  are  installed. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN. 

Chief  Inspector. 


VILLAGE  LOCKUP— MORRIS 

OTSEGO  COUNTY 

Inspected  September  21,  1916.  B.  D.  Phillipps,  village  president;  G. 
Gardner,  chief  of  police. 

Morris  is  an  incorporated  village  and  has  a  population  of  about  500. 
It  has  a  fire  department  and  public  water,  but  no  sewers. 

The  lockup  is  located  in  one  of  the  rooms  on  the  first  floor  of  the 
village  hall,  a  two-story  frame  building.  It  consists  of  a  section  of  this 
room,  6  ft.  x  10  ft.  in  size,  partitioned  off  from  the  rest  of  the  room  with 
two  by  four  studding  set  upright  from  the  floor  to  the  ceiling  four  inches 
apart.  The  only  equipment  was  a  badly  soiled  mattress  on  the  floor.  There 
was  no  cot  or  bunk  of  any  kind.  The  floor  was  dirty.  The  room  outside 
the  cell  seemed  to  be  a  miscellaneous  storage  room,  in  a  disordered  condi- 
tion, the  floor  badly  littered  and  dirty.  It  was  without  heat,  artificial 
light,  or  means  of  heating  or  lighting.  There  is  a  stove  in  the  next  room, 
but  too  far  away  from  the  connecting  door  to  afford  adequaite  heat  to  the 
cell  in  cold  weather. 

I  was  directed  to  the  village  clerk  for  full  information  about  the  lock- 
up, but  he  could  not  or  would  not  tell  me  how  much  the  lockup  was  used 
or  when  it  was  built  or  give  me  any  other  information  about  it.  However, 
I  learned  from  other  citizens  that  it  was  built  within  the  past  two  or  three 
years,  that  it  was  used  at  least  three  times  the  past  year  and  possibly 
oftener,  and  that  at  one  time  there  had  been  a  wooden  cot  which  a  pris- 
oner had  destroyed  but  was  never  replaced. 

This  lockup  was  built  without  submitting  any  plans  to  the  State  Com- 
mission of  Prisons  for  approval  as  required  by  law.  In  my  judgment  it  is 
utterly  unfi't  for  use  as  a  lockup  <and  I  recommend  that  it  be  closed  and  the 
village  notified  that  if  It  desires  to  maintain  a  lockup  it  present  plans  for 
a  new  lockup  to  the  State  Commission  of  Prisons. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


CITY  JATI^— ONEONTA 

OTSEGO  COUNTY 

At  the  request  of  the  local  autliorities  I  visited  Oueonta  May  5.  1916, 
and  conferred  M^th  them  in  relation  to  improvements  to  their  city  Jail. 
Plans  for  a  considerable  addition  to  the  municipal  building,  including  a 
new  city  jail,  were  presented  to  the  State  Commission  of  Prisons  some  time 
ago  and  approved.  Later,  they  were  modified  and  a  new  plan  was  submit- 
ted which  proposed  to  provide  a  temporary  jail.  It  was  estimated  the  first 
plan  would  cost  about  $15,000.  tbe  second.  .$5,000.  The  membership  of  the 
common  council  was  chnnged  somewhat  at  the  recent  election,  and  it  is  the 
intention  as  soon  as  practicable  to  enlarge  the  municipal  building  along  the 
flrst  plan  proposed,  which  would  be  a  permanent  improvement  and  is  needed 
by  the  city  not  only  so  far  as  a  new  jail  is  concerned  but  for  other  quarters 
as  well. 
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On  further  consideration  it  was  concluded  it  would  not  be  wise  to 
expend  $5,000  for  a  temporary  addition  whicli  later  would  have  to  be  torn 
down.  It  was  stated  that  the  city  is  required  this  year  to  construct  a  new 
sewage  disposal  plant  which  will  cost  about  $60,000  and  the  authorities  feel 
that  this  is  about  all  the  expenditure  they  can  afford  to  make  at  the  pres- 
ent time. 

It  is  now  proposed  to  remodel  the  existing  nail  so  it  may  be  used 
until  such  time  as  the  permanent  addition  to  the  municipal  building  is 
erected.  The  present  jail,  a  one-story  stone  building,  is  located  in  the  rear 
of  the  municipal  building.  The  chief  criticism  of  this  jail  has  been  as 
follows : 

(1)  It  does  not  afford  any  separate  place  for  women. 

(2)  Lodgers  are  housed  in  the  jail  with  the  prisoners. 

(3)  It  is  dark  and  lacks  sunlight. 

(4)  It  is  deficient  in  ventilation. 

The  city  authorities  propose  to  remove  these  causes  of  criticism 
by  housing  the  lodgers  in  a  room  in  the  basement  of  the  municipal  building 
entirely  separate  from  the  jail ;  by  providing  quarters  for  women  and  child- 
ren in  a  room  on  the  second  floor  of  the  municipal  building,  which  is  good 
sized,  contains  a  large  outside  window  and  is  furnished  with  cot  bed,  toilet 
and  wash  basin ;  by  installing  in  the  men's  jail  a  large  window  at  the  end 
of  the  corridor  in  place  of  the  present  small  window ;  and  by  putting  large 
skylights  in  the  roof.  The  new  window  and  skylights  are  to  be  made  as 
large  as  conditions  require. 

This  jail  has  six  steel  cages,  three  on  each  side  facing  a  central  cor- 
ridor. They  consist  of  flat  bars  1%  in.  wide  set  on  5%  in.  centers  each 
way,  so  that  the  openings  between  the  bars  are  4  in.  square.  The  tops  are 
open,  admitting  light  from  the  roof.  A  satisfactory  system  of  ventilation 
would  be  installed  and  each  cell  would  be  furnished  with  a  toilet  and 
stationary  wash  basin.  Solid  partitions  would  be  placed  between  the  cells. 
The  back  of  the  cells  would  be  against  the  outside  wall. 

The  floor  of  the  jail  is  concrete.  The  six  cells  are  sufficient  for  the 
present  needs  of  the  city  for  male  prisoners. 

I  suggested  that  plans  showing  these  various  improvements  be  pre- 
pared and  submitted  to  the  State  Commission  of  Prisons. 

These  improvements  apparently  would  remove  the  principal  causes  of 
criticism  of  the  present  jail  and  the  city  authorities  are  very  solicitous 
that  they  be  accepted  until  such  time  as  the  finances  of  the  city  will  permit 
them  to  enlarge  the  municipal  building  according  to  the  plans  first  pre- 
sented. 

Resi)ectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— RICHFIELD  SPRINGS 

OTSEGO  COUNTY 

Inspected  June  2,  1916.  I.  J.  Kent,  village  president ;  Barney  Dickin- 
son, chief  of  police. 

The  population  of  Richfield  Springs  was  1,623  in  1915. 

This  lockup  consists  of  a  one-story  wooden  building,  about  16  ft.  x  24 
ft.  in  size.  It  is  divided  into  an  entrance  hallway  and  three  small  rooms 
opening  off  the  hallway.  The  doors  between  are  barred.  There  is  also  a 
barred  section  over  each  door.  Each  room  is  furnished  with  an  iron  cot, 
mattress,  blankets,  and  sheets.  The  beds  and  also  the  entire  lockup  was 
clean.  There  are  two  barred  windows  in  the  hallway  in  front  of  the  cells, 
each  about  3  feet  square.  Electric  lights  bave  been  Installed  since  the 
last  inspection  and  the  lockup  cleaned. 


350  TWENTY-SECOND  ANNUAX.  REPORT  OF  THE 

Police  headquarters  Is  in  the  fire  house  adjacent  and  a  night  officer 
is  maintained  the  year  around  and  gives  the  lockup  some  supervision. 

The  lockup  is  not  very  much  used.  There  has  been  only  one  prisoner 
during  the  past  two  months,  who  was  held  for  only  a  few  hours  during  the 
day.  I  was  informed  by  the  village  clerk  that  the  number  of  prisoners 
placed  in  the  lockup  would,  not  exceed  twenty-five  a  year.  No  lodgers  are 
housed. 

BECOM  M  ENDATION  S 

(1)  This  lockup  should  have  constant  supervision  when  occupied. 

(2)  At  least  one  or  two  of  the  cell  rooms  should  be  provided  with  a 
full  flushing  toilet ;  as  seldom  more  than  one  of  the  rooms  is  occupied  at  a 
time,  perhaps  It  Is  not  necessary  to  require  that  each  room  should  have  a 
toilet ;  the  dry  closet  should  be  aibolished  and  washing  and  drinking  facili- 
ties should  be  provided. 

(3)  The  rooms  are  without  ventilation  except  through  the  door  and 
the  windows  in  the  haUway.  A  small  barred  window  should  be  placed  in 
each  cell  room. 

(4)  A  more  satisfactory  improvement  would  be  a  small  fireproof  lock- 
up with  steel  cells  and  modem  equipment. 

Respectfully  submitted, 

(Siffned)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


PUTNAM     COUNTY 

TOWN  LOCKUP— BREWSTER 

Inspected  September  22,  1916.     Oscar  Bailey,  supervisor. 

The  village  of  Brewster  has  a  population  of  about  1,400. 

This  lockup  has  been  fully  described  in  former  reports.  Since  the  laat 
inspection  a  lavatory  has  been  installed.  The  lockup  was  never  properly 
planned,  as  the  cells  are  placed  so  as  to  face  solid  brick  walls.  To  relieve 
the  darkness  somewhat,  two  skylights  were  installed  last  year  over  the 
cells.  If  the  cell  tops  were  of  bars  instead  of  plate  steel,  the  cells  would 
be  very  light. 

There  are  two  massive  steel  cells,  size  6  ft  6  in.  x  8  ft.  x  7  ft.,  one  of 
which  is  furnished  with  la  steel  bunk  and  bedding  which  was  in  good  condi- 
tion. The  other  cell  is  used  as  a  lodging  place  for  tramps  and  has  no  bunks. 
Each  cell  has  a  flushing  closet. 

The  only  provision  for  beating  is  a  coil  of  pipes  attached  to  the  oeil- 
injr  at  one  side  of  the  room.  This  is  said  to  be  entirely  inadequate  in  oold 
weather,  and  during  the  late  fall  and  spring  the  heating  plant  in  the  town 
hall  adjacent  which  supplies  the  lockup  is  not  kept  running.  This  matter 
should  be  investigated  by  the  town  authorities  and  if  the  lockup  is  found 
to  be  improperly  heated,  an  additional  radiator  should  be  installed. 

The  number  of  arrests  averages  75  to  100  per  year,  and  during  the 
winter  from  56  to  60  lodgers  a  week  are  housed  in  the  lockup.  IxKigers 
should  not  be  permitted  to  occupy  the  lockup.  Either  the  cells  should  be 
removed  and  a  lockup  fitted  up  in  the  basement  of  the  town  hall  or  a  room 
for  lodgers  provided  elsewhere. 

Resx)ectfully  submitted, 

(Signed)     CLIFFORD  M.  YOUNG, 

Inspector, 
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TOWN  LOCKUP— COLD  SPRING 

PUTNAM  COUNTY 

Inspected  November  15,  1916.  Martin  Adams,  supervisor;  Andrew 
Reilley,  chief  of  police. 

The  population  of  the  village  of  Cold  Spring  is  about  1,000. 

The  lockup  of  this  town  is  located  on  the  first  floor  of  the  town  hall, 
a  two-story  frame  structure  in  the  hill  section  of  the  village.  Since  the 
last  inspection  in  May,  1914,  this  lockup  has  been  improved  as  recommended 
in  that  report  by  the  installation  of  electric  lights  and  a  separate  outside 
eatrance.  It  formerly  was  heated  by  steam  and  a  stove.  An  additional 
radiator  has  been  installed  and  the  stove  removed,  thereby  lessening  the 
fire  risk.  The  lockup  otherwise  remains  in  practically  the  same  condition, 
but  the  number  of  prisoners  has  greatly  decreased  during  the  last  two 
years.  This  is  ascribed  to  the  fact  that  some  public  works  which  were  under 
the  process  of  construction  in  this  vicinity  have  been  completed  and  in- 
stead of  75  arrests  a  year,  as  formerly,  there  are  now  only  about  ten. 

There  are  still  a  few  lodgers,  an  average  of  about  two  a  week  in  cold 
weather,  I  was  informed.    They  are  admitted  on  the  order  of  the  supervisor. 

There  are  three  cells  with  barred  fronts  facing  outside  windows.  One 
is  metal  lined  throughout  and  the  others  are  wood.  Each  has  an  iron  oot 
with  wire  springs,  a  mattress,  and  some  blankets  In  good  condition,  also  a 
toilet  with  good  flush.  There  is  a  sink  with  running  water  in  a  room  out- 
side the  cells. 

The  lockup  was  clean,  showing  good  care.  The  janitress  lives  in  a 
portion  of  the  building  in  adjacent  quarters  and  has  a  key  to  the  lockup  so 
as  to  be  able  to  release  prisoners  in  case  of  fire.  I  was  informed  the  town 
proposes  to  further  improve  the  lockup  by  installing  a  concrete  floor  and 
concrete  plaster  throughout  instead  of  the  present  ordinary  lath  and  plaster. 

This  would  be  a  desirable  improvement  and  would  tend  to  make  the 
lockup  more  sanitary.  There  is  an  officer  on  duty  in  the  viUage  during  the 
night  until  4  A.  M.  who  gives  the  lockup  supervision  in  addition  to  the 
janltress. 

The  lodgers  are  now  allowed  to  sleep  In  the  cells.  It  is  recommended 
that  one  of  the  cells  be  kept  for  the  exclusive  use  of  prisoners. 

RespectfuUy  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

TOWN  LOCKUP— PATTERSON 

PUTNAM   COUNTY 

Inspected  September  22,  1916. 

Patterson  is  a  small  hamlet  having  a  population  of  400  to  500. 

The  lockup  is  a  small  one-story  brick  and  stone  building,  situated  in 
the  field  about  a  third  of  a  mile  from  the  central  portion  of  the  village.  It 
is  said  to  belong  to  private  parties  and  is  rented  to  the  township. 

The  equipment  consists  of  two  steel  cages  4  ft.  6  in.  x  6  ft.  x  8  ft.,  each 
provided  with  a  steel  bunk  with  a  small  amount  of  bedding,  and  the  room 
is  heated  with  a  coal  stove  but  there  are  no  toilet  facilities  or  electric 
lights.  Sunlight  and  ventilation  are  by  means  of  three  small  windows. 
There  is  no  fioor,  the  cells  being  placed  upon  the  ground.  The  village  has 
electric  lights  and  the  same  should  be  extended  to  the  lockup.  It  is  said 
that  the  lockup  is  seldom  used.  Its  location  is  very  inconvenient,  and  the 
cells  might  better  be  transferred  to  some  other  suitable  building  more 
accessible.  If  the  present  lockup  is  continued  in  use,  in  addition  to  in- 
stalling an  electric  light  both  inside  and  outside,  the  floor  should  l>e  cement- 
ed and  the  cells  painted. 

Respectfully  submitted, 

{Signed)     CLIFFORD  M.  YOUNG, 

Inspector. 
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RENSSELAER    COUNTY 

VILLAGE  LOCKUP— NASSAU 

Inspected  May  29,  1916.    Le  Roy  Kiiapp.  village  president. 

The  population  of  Nassau  was  597  in  1915. 

This  lockup  consists  of  two  steel  cells  placed  on  the  first  floor  of  the 
village  fire  house,  a  two-.«^tory  frame  building.  The  room  has  a  hard  pine 
floor  and  ceiling. 

The  cells  are  4  ft.  x  7  ft.  x  7  ft.  The  front  of  the  cell  is  on  the  7-foot 
side.  The  open  part  consists  of  Vj  in.  square  bars  set  on  4  in.  centers  with 
cross  bars  set  on  12  in.  centers.  The  bimk  in  each  cell  is  furnished  with  a 
mattress  and  some  bedding,  which  were  in  good  condition. 

The  room  has  four  g{X)d  sized  windows,  a  coal  stove,  and  eleictric  lights. 
\ory  few  arrests  are  made  in  this  village,  only  one  having  occurred  during 
the  past  six  months.  An  oflScer  remains  in  the  building  when  the  lockup 
is  occupied.  There  were  from  fifteen  to  twenty  lodgers  during  the  past 
winter ;  they  are  not  placed  under  arres-t. 

The  instiallation  of  the  steel  cells  in  place  of  the  fonner  wowlen  ones 
is  a  commendable  improvement. 

Resi)eictfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


POLICE  HEADQUARTERS— RENSSELAER 

RENSSELAER    COUNTY 

Inspected  March  25,  1916.  John  Mclntyre,  mayor ;  Thomas  Fahey,  chief 
of  ix)lice.  The  total  police  force  of  the  city,  which  has  two  precincts,  is 
twelve,  six  of  whom  are  on  duty  at  nigbt. 

The  ix>pulation  of  Rensselaer  was  11.210  at  the  time  of  the  last  census. 

Police  headquarters  is  in  the  second  precinct  station  house  and  records 
of  the  entire  department  are  kept  there.  The  arrests  of  the  entire  city  for 
the  year  1915  were  as  follows : 

Men  Women 

January    13 

February    16 

March    14 

April    19  1 

May   23  2 

June 14  1 

July   28 

August    10  1 

September    12 

October  16  2 

November 9  2 

December  

I  was  informed  by  the  ix)lice  oflicials  that  none  of  the  women  was 
locked  up  in  either  jail.  Children  if  held  at  all  are  committed  to  the  care 
of  the  Humane  Society  in  Albany.  In  addition  to  the  foregoing  one  woman 
was  held  over  night  for  intoxication  but  was  not  arrested  :  she  was  simply 
taken  in  for  safe  keeping  and  allowed  to  go  in  the  morning.  I  was  in- 
f firmed  she  was  held  at  the  second  precinct  station  and  that  there  were  no 
male  prisoners  in  custody  at  the  time.  About  fifty  per  cent,  of  those  ar- 
rested are  locked  up  and  most  of  them  are  held  over  night.  The  majority 
of  the  arrests  are  either  for  train  riding  or  intoxication.  The  court  sits 
every  morning  at  the  first  precinct  and  again  in  the  evening  if  desired. 
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The  jail  in  this  precinct  remains  the  same  as  at  the  time  of  my  inspec- 
tions on  October  28,  1914,  and  June  22,  1915.  There  are  three  brick  cells 
with  grated  doors ;  one  has  a  wooden  bunk,  the  other  an  iron  cot  bed.  The 
ceiling  and  floors  are  wood.  One  of  the  cells  is  sitUl  used  as  a  store  room. 
There  is  but  one  window,  3  f t.  x  3  ft.  10  in.,  in  the  cell  room.  The  cells 
are  5  ft.  6  in.  X  8  ft.  X  7  ft.  high  and  are  practically  without  sunlight.  The 
grated  door  is  6  ft.  6  in.  x  2  ft.  2  in.  I  was  informed  that  there  were  more 
or  less  bed  bugs  in  the  cells ;  with  the  wooden  floor  and  wooden  ceiling  it 
is  almost  impossible  to  keep  the  cells  free  from  vermin.  The  jail  has  steam 
heat  and  electric  light. 

Prisoners  are  fed  if  in  custody  at  meal  time.  Lodgers  are  still  housed 
in  the  basement  as  described  in  my  former  reports.  It  was  stated  that  dur- 
ing cold  weather  the  number  averages  from  20  to  25  a  night,  but  in  the 
summer  there  are  very  few. 

As  this  jail  is  in  the  same  condition  as  at  the  time  of  my  last  report, 
the  recommendations  contained  In  that  report  are  repeated  as  follows : 
"This  city  needs  a  new  station  house  with  a  new  city  jail  built 
along  modem  lines,  but  until  that  materializes  the  following  im- 
provements should  be  made  to  the  jail  in  this  precinct: 

"First.  An  additional  window  should  be  installed  in  front  of 
the  cells. 

"Second.  Either  the  two  brick  cells  in  use  should  be  entirely 
removed  and  modem  steel  cells  equipped  with  toilets  and  lavatories 
substituted,  or  the  fronts  of  these  cells  should  be  removed  and  a 
l>arred  st^el  front  substituted,  giving  more  light  and  ventilation 
to  the  cells. 

"Third.    Composition  flooring  should  be  installed  over  the  pres- 
ent wooden  flooring  and  metal  ceiling  over  the  entire  room." 
To  the  foregoing  recommendations  I  would  add  that  if  the  present 
cells  are  retained,  each  cell  should  be  furnished  with  a  sanitary  full  flush- 
ing toilet  and  stationary  wash  basin. 

This  is  a  very  old  station  house  and  contains  so  much  wood  that  it  is 
almost  impossible  to  keep  it  free  from  vermin.  Plans  for  improvements 
should  be  submitted  to  the  State  Commission  of  Prisons  for  approval,  as 
required  by  law. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


SECOND  PRECINCT  POLICE  STATION— RENSSELAER 

BENSSELAEB   COUNTY 

Inspected  March  25,  1916.  John  Mclntyre,  mayor;  Thomas  Fahey, 
chief  of  i)olice.  The  population  of  Rensselaer  was  11,210  at  the  time  of 
the  last  census. 

The  jail  portion  of  the  building  occupied  as  the  second  precinct  station 
house  remains  the  same  as  described  in  my  reports  of  inspection  dated 
October  28,  1914  and  June  22,  1915.  It  contains  three  brick  cells,  one  of 
which  is  used  as  a  store  room,  particularly  for  coal.  Part  of  the  heat  Is 
from  a  coal  stove  in  the  front  room  used  as  the  police  ofl5ce.  There  is  also 
steam  heat.  The  ceiling  and  floors  are  wood.  There  is  a  «1nk  with  running 
water  in  the  room  in  front  of  the  cells  and  a  toilet  room  adjacent.  Bach 
cell  has  a  wooden  bimk.  The  cells  are  practically  without  sunlight.  While 
there  are  three  windows,  each  22  in.  x  42  in.,  the  yellow  imint  and  coal  duet 
rendered  them  almost  useless  for  the  admission  of  light 

The  cells  in  this  station  house  are  darker  than  those  in  the  second 
precinct ;  they  are  solid  brick  except  the  grated  doors,  and  only  one  faces 
the  window.  Police  court  is  held  in  the  morning  in  this  station  house,  and 
in  the  evening  when  there  is  business  awaiting  the  court. 
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About  one  third  of  the  arrests  in  the  city  are  made  In  this  precinct. 
No  lodgers  are  kept  here. 

The  only  feasible  improvement  to  this  jail  would  be  to  remove  the 
entire  interior  and  substitute  a  couple  of  steel  cells  with  modern  equipment 
facing  the  windows,  putting  in  composition  floor  and  steel  ceiling.  The 
glass  in  the  windows  should  be  removed  and  glass  substituted  which  will 
admit  light.  It  is  unusual  in  a  city  the  size  of  Rensselaer  to  maintain  two 
police  jails  or  station  houses,  and  considering  the  number  of  arrests  made 
in  this  city  they  are  hardly  necessary.  I  again  repeat  the  suggestion  made 
in  my  last  report — that  one  of  them  be  fitted  up  for  women  and  all  men 
under  arrest  be  confined  in  the  other  one.  This  would  remedy  the  present 
embarrassment  of  not  having  a  separate  place  for  women.  It  would  seem 
that  a  city  of  the  third  class  should  provide  a  detention  place  for  women, 
although  there  are  but  few. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


FIRST  PRECINCT  POLICE   STATION— TROY 

RENSSELAER    COUNTY 

Inspected  September  27,  1916.  Ohas.  A.  Goerold,  chief  of  police ; 
Daniel  Keenehan,  captain,  assisted  by  six  sergeants  and  twenty-four  patrol- 
men. 

The  jail  in  this  station  house  has  been  fully  described  in  former  re- 
ports. There  are  two  departments,  one  for  men  and  one  for  lodgers.  No 
women  are  detained  here  but  are  sent  at  once  to  the  second  precinct  sta- 
tion hous.e 

The  jail  for  men  consists  of  eight  stone  cells,  four  on  each  side  facing 
a  central  corridor.  The  sunlight  is  obtained  from  a  window  at  the  end  of 
the  corridor.  The  room  is  lighted  by  gas  and  heated  by  hot  water.  There 
was  complaint  at  one  time  that  this  room  was  not  sufficiently  heated ;  this 
has  been  remedied  by  installing  two  hot  water  radiators. 

The  cells  are  solid  except  the  doors  which  are  composed  of  flat  steel 
bars  set  well  apart.  Each  cell  has  a  wooden  bunk  and  a  toilet  which  is 
automatically  flushed.  There  is  a  sink  in  the  corridor  with  hot  and  cold 
water  faucets. 

The  jail  was  clean.  I  was  informed  it  is  hosed  out  every  day  or  two 
and  is  always  flushed  after  using. 

The  number  of  arrests  in  this  precinct  for  the  year  1915  was  397  males 
and  33  females.  The  captain  estimated  that  about  seventy  per  cent,  of  the 
men  arrested  vsere  held  in  the  station  house  over  night  and  taken  to  court 
at  nine  o'clock  in  the  morning.  All  those  arrested  after  four  P.  M.  are  held 
all  night,  as  there  is  no  evening  court.  Prisoners  in  custody  in  the  after- 
noon not  sufficiently  sol)er  to  be  taken  to  court  by  four  o'clock  are  held 
until  the  next  morning. 

On  tbe  main  floor  is  a  large  rix)m  for  lodgers  which  contains  four 
large  windows,  hot  water  radiators,  gas  jets,  and  low  wooden  platforms 
upon  which  the  lodgers  sleep.  The  number  of  lodgers  housed  here  during 
tlie  year  1915  was  1,416.  There  were  comparatively  few  during  the  summer 
months.  The  captain  stated  that  at  times  in  winter  there  were  as  many 
as  18  or  20  at  once.  This  room  is  also  provideil  with  a  full  flushing  toilet 
and  sink  with  hot  and  cold  water  faucets.  Tlie  room  was  clean.  It  had 
not  been  much  used  during  tlie  summer.  The  old  register  In  the  floor, 
mentioned  in  former  reports,  still  remains,  but  it  is  claimed  it  is  now  kept 
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clean.  It  would  be  very  much  better  to  remove  it  and  board  up  the  hole, 
as  it  is  a  catchall  for  dirt  and  it  is  practically  imi)ossible  to  keep  it  in  a 
sanitary  condition. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

SECOND  PRECINCT  POLICE  STATION— TROY 

RENSSELAER    COUNTY 

Inspected  September  28.  1916.  Charles  A.  Goerold,  chief  of  police; 
James  P.  Shaughnessey,  captain,  assisted  by  six  sergeants  and  thirty-six 
patrolmen. 

There  are  two  departments  in  the  jail  section  of  this  station  house. 
The  room  for  women  is  located  in  the  basement  which  is  mostly  above 
grade  and  has  under  it  a  subcellar  containing  the  heating  plant.  It  has  two 
large  grated  outside  windows  with  wooden  shutters  on  the  Interior,  hot 
air  heat,  gas,  and  five  iron  cot  beds  furnished  with  mattresses,  white  sheets, 
blankets,  and  pillows  with  white  slips.  This  room  makes  a  very  satis- 
factory sanitary  quarters  for  the  care  of  women,  and  all  women  arrested 
anywhere  in  the  city  of  Troy  are  sent  to  this  station.  The  number  of  women 
arrested  in  the  various  precincts  during  1915  was:  First,  24;  second,  68; 
third,  30 ;  fourth,  12 ;  by  the  detective  bureau,  33 ;  total,  167.  I  was  in- 
formed thwait  the  five  beds  in  this  room  were  ample  for  the  accommodation 
of  the  women  arrested.  If,  however,  this  should  prove  not  to  be  the  case, 
there  is  plenty  of  room  for  two  additional  cot  beds. 

No  lodgers  are  oared  for  in  this  station  house.  Those  applying  for 
lodging  are  directed  to  the  first  and  third  precinct  station  houses. 

The  men's  jail  consists  of  a  single  inside  room  in  the  basement.  It 
has  no  outside  window,  the  only  daylight  coming  from  a  small  skylight  (ex- 
tending up  through  the  two  stories  above  to  the  roof.  The  only  artificial 
light  are  two  open  gas  jets  in  the  corridor.  The  floor  is  flagging,  and  there 
is  a  sink  with  a  faucet  in  the  corridor. 

This  room  contains  thirteen  brick  cells  with  barred  doors,  only  seven 
of  which  are  in  actual  use  at  present.  The  others  are  not  needed  and  are 
used  for  storage  purposes.  The  sergeant  in  charge  stated  that  very  rarely 
there  were  as  many  as  seven  prisoners  at  a  time ;  that  usually  the  number 
did  not  exceed  four  or  five.  Each  cell  is  provided  with  a  wooden  bunk  and 
toilet.  The  toilets  can  only  be  flushed  from  another  room  and  I  w;\s  un- 
able to  learn  how  frequently  this  is  done,  but  from  former  reports  of  inspec- 
tion it  would  aiDpear  they  are  flushed  once  or  twice  a  day  by  the  Janitor. 
The  iiitenor  of  the  cells  ds  absolutely  dark,  so  that  the  otficer  had  to  strike 
matches  to  show  me  the  interior,  although  the  gas  jets  were  burniui,'.  The 
inspecrlon  was  made  at  three  o'clock  in  the  afternoon  on  a  bright  sunny 
d.'iy.  Not  a  ray  of  sunlight  has  ever  entered  one  of  these  cells,  and  even 
dayliglit  does  not  penetrate  them.  Constructed  of  brick,  they  are  like 
caverns  in  the  earth,  damp  and  chilly.  The  only  heat  is  from  a  Lot  air 
register  in  the  wall  in  one  end  of  the  corridor.  I  was  infornn-d  iliat  in 
Colt!  weather  tlie  jail  is  insr.Sieientiy  nenr^?. 

This  is  the  principal  police  station  in  this  city,  centrally  located,  and 
thf;  arresis  are  prji'tically  double  the  number  of  thoi^-e  in  :iny  (vf  the  orher 
precincts.  During  1915  there  were  633  men  and  68  women.  During  the 
same  year  there  were  '-'97  men  and  33  wom.ni  ariested  by  the  detective 
bureau.  I  w^as  informed  that  the  majority  of  those  were  taken  to  the 
second  precinct  station  house,  and  when  held  in  custody  at  all  were  d<v 
tained  in  that  station  house.  Prisoners  arrested  in  the  morning  or  after- 
noon up  to  four  o'clock  are  taken  to  court  on  the  same  day  if  snUiciently 
sober.  Those  arrested  after  four  o'clock  who  do  not  give  bail  and  intoxi  -at- 
ed  prisoners  not  suflSciently  sober  to  go  to  court  previous  to  four  o'clock  are 
held  all  night.  The  court  opens  at  nine  o'clock  in  the  morning,  so  it  appears 
that  more  or  less  of  these  prisoners  are  held  in  these  dark,  damp,  ill  venti- 
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lated  cells  for  seventeen  hours.  I  was  informed  that  at  least  seventy-five 
per  cent,  of  the  prisoners  arrested  in  this  precinct  were  held  over  night 
lor  morning  court.  Prisoners  are  not  given  food  and  the  cells  are  not 
furnished  wiith  bedding.  It  is  well  known  that  most  prisoners  have  low 
vitality,  are  under-fed,  and  not  very  warmly  dressed.  More  or  less  of  them 
have  incipienit  tuberculosis  or  rheumatism ;  and  some  of  them  have  syphi- 
lis or  other  infectious  diseases.  The  condition  of  an  intoxicated  person 
after  a  few  hours  relaxes  and  he  is  easily  chilled.  It  is  self  evident  that 
these  dark  cells,  inhabited  for  many  years  by  these  various  classes  of  pris- 
oners are  insanitary,  and  endanger  the  health  of  the  prisoners.  It  is  also 
well  known  that  sunshine  is  needful  to  keep  any  human  habitation  in  a 
Ijealthful  condition.  The  pretense  that  these  prisoners  are  only  held  at 
night  is  not  quite  accurate,  las  in  the  summer  time  there  are  eight  or  nine 
hours  of  daylight  between  four  o'clock  in  the  afternoon  and  nine  o'clock  in 
the  morning. 

I  am  familiar  with  all  the  jails  in  cities  of  the  second  class  and  nearly 
all  the  jails  in  cities  of  the  third  class  and  the  lockups  In  various  villages 
of  the  State  and  I  am  unable  to  recall  any  cells  elsewhere  in  this  State  as 
objectionable  as  the  cells  for  men  in  this  station  house.  Dark  cells  for 
punishment  purposes  have  been  eliminated  from  all  modem  prisons  and 
jet  here  in  the  city  of  Troy,  in  its  iwriincipal  station  house,  all  the  cells  for 
men  are  dark,  although  these  men  have  not  had  their  day  in  court  and  are 
simply  held  under  the  suspicion  of  the  police  as  offenders. 

In  the  report  of  inspection  of  this  jail,  dated  May  12,  1914,  occurs  the 
following : 

"No  sunlight  enters  the  cells,  a  skylight  in  the  roof  and  gas 
jets  furnish  the  only  light.    The  building  is  equipped  with  a  hot  air 
furnace,  but  it  was  stated  that  it  was  impossible  to  keep  the  place 
warm  during  cold  weather." 
In  another  place  in  this  rejKyrt  is  the  following: 

'The  janitor  said  the  closets  were  flushed  by  him  once  a  day." 

1  was  unable  to  learn  that  there  had  been  any  improvement  In  the 
heating  facilities  since  that  report  was  made.  A  report  dated  September 
23,  1914,  after  commending  the  cleanliness  in  the  station  house  and  the 
provision  that  had  been  made  for  women  prisoners,  contained  the  following : 

"In  our  opinion,  while  these  changes  are  an  improvement,  they 
are  but  a  makeshift.  The  cell  room  is  dark,  and  as  it  is  located 
near  the  center  of  the  building  it  always  will  be.  In  our  judgment 
it  cannot  be  properly  ventilated  or  heated." 

The  report  of  Inspection  made  November  23,  1914,  contains  this  state- 
ment: 

"The  cell  room  was  cold." 
The  report  dated  December  21,  1915,  contains  the  following: 

"In  1914  the  authorities  of  Troy  were  cited  to  show  cause  why 
this  jail  should  not  be  closed.  The  improvements  made  since  that 
time  are  the  fitting  up  of  the  detention  room  for  women,  the  ap- 
pointment of  a  matron,  and  the  elimination  of  lodgers.  While  these 
are  commendable,  I  am  still  of  the  opinion  that  the  cellular  section 
of  this  jail  is  unsuitable  for  lockup  purposes.  In  comparison  with 
the  other  city  jails  throughout  the  State  (a  number  of  which  are 
being  improved)  this  falls  far  below  the  average." 

The^e  conditions  could  be  largely  remedied  temporarily  without  build- 
ing a  new  station  house  or  new  jail.  There  is  a  large  room  adjacent  to 
the  women's  room  22  ft.  3  In.  x  18  ft.  10  in.  x  8  ft.  11  in.,  with  four  large 
barred  outside  windows,  which  is  not  now  in  use  for  any  purpose.  It  ia 
light,  dry,  and  .sanitary,  and  could  be  fitted  up  for  a  jail  for  men  at  very  lit- 
tle expense.  It  could  be  furnished  vrith  four  steel  cells  of  standard  size,  set 
\^ith  their  backs  against  one  of  the  inside  walls,  or  six  cells  if  set  in  a 
double  row  in  the  center  of  the  room.  These  cells  should  have  open  tops 
and  fronts,  and  as  far  as  possible  face  the  outside  windows.    They  should 
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of  course  be  provided  with  bunks,  toilets,  and  atationary  wash  basins.  The 
room  should  have  a  composition  floor  for  sanitary  reasons.  The  room  would 
not  of  course  be  fireproof;  neither  is  any  other  part  of  this  station  house. 
If  the  interior  of  this  building  should  burn  the  prisoners  in  the  present  cella 
in  the  basement  would  perish  unless  released.  As  there  is  always  an  of- 
ficer on  duty  at  the  station  house,  prisoners  could  be  released  in  case  of 
fire  and  the  danger  in  this  proposed  room  would  not  be  greater  than  in  the 
present  cells. 

The  chief  stated  that  an  objection  to  putting  prisoners  in  this  room 
is  that  the  windows  open  on  the  streets.  This  could  be  overcome  by  in- 
stalling Florentine  or  translucent  glass  in  the  windows.  These  windows 
now  have  wooden  shutters  on  the  interior,  so  that  persons  passing  could 
not  be  seen  by  the  prisoners,  and  prisoners  are  not  apt  to  call  out  to  i)eople 
unless  they  see  them.  This  could  be  further  remedied  by  removing  an 
obstreperous  prisoner  from  these  cells  to  one  of  the  dark  cells. 

I  have  been  informed  that  the  usual  number  of  prisoners  in  this  sta- 
tion house  does  not  exceed  four  or  five  at  a  time,  so  that  this  room  would 
practically  meet  the  ordinary  demands.  Some  of  the  other  cells  could  be 
retained  in  case  of  an  overflow.  The  expense  would  be  comparatively 
small,  consisting  almost  entirely  of  the  cost  of  steel  cages  and  the  plumb- 
ing. These  cages  and  the  toilets  and  wash  basins  could  all  be  removed  and 
used  in  the  new  station  house  when  built,  so  that  the  investment  would 
not  be  a  loss  if  a  new  station  house  were  constructed. 

RECOM  MENDATI0N8 

(1)  It  is  recommended  that  the  vacant  room  mentioned  be  fitted  up 
with  steel  cages  with  modern  equipment,  and  used  for  the  confinement  of 
male  prisoners ;  that  nonntran  spa  rent  glass  be  placed  in  the  windows ;  and 
that  composition  flooring  be  placed  over  the  present  wooden  floor.  Plans 
for  this  improvement  should  be  approved  by  the  State  Commission  of  Prisons. 

(2)  That  electric  light  be  substituited  in  this  station  house  and  also 
In  the  first  and  third  precinct  station  houses  in  pMce  of  gas. 

Respectfully  submitted, 

(Siffned)     GEORGE  McLAUGHLIN, 

Chief  Inspector, 

THIRD  PRECINCT  POLICE  STATION— TROY 

RENSSELAER    COUNTY 

Inspected  September  30,  1916.  Charles  A.  Goerold,  chief  of  police; 
Michael  H.  Powers,  captain,  assisted  by  six  sergeants  and  twenty-one  patrol- 
men. 

This  ysdl  occupies  a  separate  two^tory  building  in  the  rear  of  the  sta- 
tion house.  It  has  two  departments,  one  for  men  and  one  for  lodgers.  No 
^x>men  are  detained  here  but  lare  sent  to  the  second  precinct  station  house. 

The  jail  room  contains  six  windows,  is  heated  by  a  stove  and  lighted 
by  gas.  There  are  six  steel  cells  with  open  fronts  facing  windows.  Each 
cell  has  one  wooden  bunk  and  a  toilet  flushed  from  a  tank  with  a  chain. 
One  of  the  cells  was  used  by  the  janitor  for  storage  purposes  and  the  toilet 
in  one  of  the  other  cells  was  out  of  commission.  The  jail  was  clean,  in- 
cluding the  windows. 

The  number  of  arrests  in  this  precinct  for  the  year  1915  was  310  men 
and  30  women.  The  sergeant  in  charge  stated  that  the  number  in  custody 
at  one  time  seldom  exceeds  one  or  two  over  night.  Those  arrested  during 
the  day  are  taken  to  court  at  once  up  to  four  o'clock  in  the  afternoon  and 
some  of  those  arrested  later  give  bail. 

The  lodgers'  room  is  on  the  second  floor  directly  over  the  men's  jail. 
It  is  heated  by  a  coal  stove,  has  a  wooden  floor,  but  is  without  either  wash- 
ing or  toilet  facilities  for  which  the  sergeant  stated  the  lodgers  had  to  go 
down  stairs  to  the  men's  jail.    This  is  objectionable. 

There  is  another  room  on  this  floor  not  in  use  and  not  in  condition  to 
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be  used.  The  lodgers'  quarters  were  clean.  Evidently  this  jail  is  having 
better  care  than  formerly. 

The  number  of  lodgers  cared  for  during  1915,  mostly  during  oold 
weather,  was  1,959.  I  was  informed  that  the  average  during  the  winter 
was  fifteen  a  night. 

The  light  in  both  departments  is  by  gas. 

BECOM  MENDATION  S 

(1)  Install  in  the  lodgers'  room  a  full  flushing  sanitary  toilet  and 
stationary  wash  basin. 

(2)  Substitute  electric  light  for  gas  for  lighting  purposes. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

FOURTH  PRECINCT  POLICE  STATION— TROY 

EENSSELAEB    COUNTY 

Inspected  September  80,  1916.  Charles  A.  Goerold,  chief  of  police; 
James  N.  O'Brien,  captain,  assisted  by  six  sergeants  and  sixteen  patrol- 
men. 

This  is  known  as  the  Lanstngburgh  station  house  and  is  loaited  on 
Second  avenue  near  Sixteenth  street. 

The  jail  is  located  in  a  room  on  ithe  first  floor  in  the  rear  section  of 
the  stajtion  house,  a  three-story  brick  building,  lighted  throughout  by  elec- 
tricity and  heated  by  steam.  The  jail  room  is  well  lighted  wth  five  outside 
windows  and  one  In  an  air  shaft 

There  are  four  latticed  steel  cages  in  the  center  of  the  room,  each  con- 
taining two  steel  bunks  and  a  toilet  with  a  tank  flush.  There  is  a  sink  in 
tie  room  with  hot  and  cold  water  faucets.  The  jail  was  in  a  satisfactory 
condition  of  cleanllneM. 

This  precinct  covers  a  residential  section  of  the  city  and  there  are  not 
many  arrests.  It  is  very  imusual  to  have  more  than  two  in  custody  at  the 
same  time.  All  women  arrested  in  this  precinct  are  sent  to  the  second 
precinct  station  house  where  there  are  a  women's  room  and  a  matron. 

The  number  of  arrests  for  the  year  1915,  according  to  the  record,  was 
in  men  and  12  women.  All  men  arrested  up  to  three  o'clock  In  the  after- 
noon, If  sufficit»ntly  sober,  are  taken  t/O  court  the  same  day ;  the  others  are 
held  all  night  until  morning  court.  I  was  informed  by  the  sergeant  in 
charge  that  in  his  judgment  about  seventy-five  per  cent,  of  those  arrested 
ere  held  for  morning  court. 

There  is  a  lodgers'  room  In  the  basement.  It  is  fairly  well  lighted  with 
outside  windows  and  contains  a  toilet,  sink  with  faucet,  and  several  sleep- 
ing platforms.  The  floor  is  concrete  and  was  dean.  During  1915  there 
were  1,906  lodgers  cared  for.  They  are  not  arrested  or  taken  to  court  or 
given  food. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


ROCKLAND  COUNTY 

TOWN  AND  VILLAGE  LOCKUP— HA VERSTR AW 

Inspected  February  12,  1916.  H.  M.  Purdy,  supervisor;  Thomas  J. 
FreeiTjan,  village  president;  M.  A.  Ford,  chief  of  police.  There  are  four 
I>olice  ofl^cers,  two  on  duty  during  the  day  and  two  at  night.  Police  head- 
quarters is  adjacent  to  the  lockup  and  there  is  an  officer  on  duty  both  day 
and  night. 


'  i 
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The  iwpulation  of  the  village  is  5,418  and  the  number  of  arrests  aver- 
ages from  30  to  40  a  year,  a  very  few  of  whom  are  held  over  night.  The 
police  court  sit«  at  any  time  during  the  day  or  evening  and  even  those  who 
have  had  their  hearings  in  the  evening  are,  as  a  rule,  taken  to  the  county 
jail  at  New  City  the  same  evening.  A  good  many  lodgers  are  housed. 
During  the  cold  weather  they  range  from  5  to  15  a  night;  there  were  15 
on  the  night  preceding  the  Inspection. 

Very  few  women  are  arrested,  usually  not  more  than  three  or  four  a 
year.  I  was  informed  that  women  are  not  held  in  the  lockup  over  night  but 
have  f  heir  hearing  during  the  same  day  or  evening  and  are  either  discharged 
or  sent  to  New  City. 

This  lockup  was  fully  described  in  my  report  of  inspection  of  March 
22,  1915,  and  is  still  in  the  same  condition.  However,  a  contract  has  been 
let  by  the  town  and  village  boards  to  install  all  the  improvements?  recom- 
mended in  that  report.  This  will  make  the  lockup  14  ft.  x  19  ft.  with  a  9 
ft.  ceiling.  The  lower  floor  will  be  concrete  and  the  upper,  composition. 
There  wiU  be  one  room  on  the  upper  floor  for  lodgers  and  two  on  the  lower 
floor,  one  for  men  and  one  for  women,  each  with  a  large  outside  window, 
steam  heat,  stationary  wash  basin,  and  toilet.  Each  department  will  have 
a  separate  outside  entrance. 

Resi)ect.fully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

OMef  Inspector. 
VILLAGE  LOCKUP— HILLBURN 

ROCKLAND  COUNTY 

Inspected  June  27,  1916.    John  Creelman,  village  president. 

This  lockup  has  been  somewhat  improved  since  the  last  inspection. 
The  entire  steel  cage  containing  tlie  two  cells  and  a  corridor  has  been  turn- 
ed partly  around  so  that  tihe  window  at  the  end  of  the  corridor  now  codn- 
cides  with  an  outside  window  in  the  building,  giving  the  interior  of  the  lock- 
up sunlight.  The  window  at  the  other  end  of  the  corridor  oi)ens  into  a  large 
hose  room,  giving  some  light,  and  the  two  windows  together  afford  ventila- 
tion. It  has  electric  lights,  and  there  is  now  an  outside  entrance  instead 
of  an  entrance  through  the  hose  room  as  formerly.  Supervision  is  furn- 
ished at  night  when  the  lockup  is  occupied,  so  that  all  the  recommend atione 
contained  in  my  last  report  of  inspection  have  been  complied  with  except 
Ihe  installation  of  water  in  the  lockup.  I  was  informed  by  the  president 
that  this  would  be  done  during  the  present  summer. 

The  president  stated  that  most  of  the  prisoners  arresited  in  the  village 
have  a  hearing  the  same  day.  During  the  past  year  not  over  two  or  three 
were  detained  in  the  lockup  over  night. 

The  authorities  do  not  make  a  practice  of  allowing  lodgers  in  the  lock- 
up and  only  under  exceptional  circmnstances  is  one  allowed  to  occupy  it. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TOWN  AND  VILLAGE  LOCKUP— SUFFERN 

ROCKLAND  COUNTY 

Inspected  June  22,  1916.  James  J.  Brown,  supervisor;  S.  S.  Mapes, 
village  president ;  A.  R.  Schults,  chief  of  police.  The  total  police  force  of 
Suffem  consists  of  four  oflioers. 

The  population  of  the  village  of  Suffem  in  1915  was  2,781. 

An  appropriation  of  $1,300  has  been  voted  by  the  village  to  build  a 
ne\\   lockup  and  the  village  authorities  are  considering  the  selection  of  a 
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new  site.  A  system  of  sewers  for  the  village  is  just  about  completed  and 
the  delay  in  the  matter  of  a  new  lockup  has  been  partly  caused  by  await- 
ing bhe  completion  of  the  sewers,  I  was  linformed.  The  old  lockup  was 
ordered  closed  June  8,  1916,  by  the  State  Commission  of  Prisons,  but  is 
still  in  use.  as  the  village  authorities  understood  they  had  permission  tJO 
use  it  until  the  construction  of  the  new  one. 

The  number  of  arrests  averages  three  or  four  a  week,  practically  all 
of  whom  are  held  over  night.  The  chief  stated  that  the  number  of  women 
arrested  was  about  25  or  30  a  year.  In  oold  weather  the  number  of  lodgers 
averages  two  or  three  a  night. 

A  new  lockup  is  very  much  needed  and  its  construction  should  be 
expedited.  I  understand  that  plans  have  been  drawn  but  have  not  yet 
been  forwarded  to  the  Commission  for  approval  but  will  be  before  the  lock- 
up is  constructed. 

Respectfully  submitJted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


ST.   LAWRENCE    COUNTY 

TOWN  LOCKUP— CANTON 

Inspected  August  14,  1916.    Ceylon  G.  Chaney,  supervisor. 

The  village  of  Canton  has  a  population  of  about  2,700. 

The  lockup  is  located  in  the  basement  of  the  town  hall  which  is  above 
grade.  There  are  three  steel  cells  in  the  department  for  males,  each  pro- 
vided with  bunk,  mattress,  blanket  and  pillow.  There  is  a  lavatory  In  the 
cell  room. 

When  the  lockup  was  constructed  two  rooms  were  set  apart  for  the  use 
of  women  and  juveniles  but  there  are  so  few  arrests  of  this  class  that  one 
of  these  rooms  is  now  being  used  as  a  court  room  for  the  justice. 

The  lockup  is  lighted  by  electricity,  heated  by  steam  and  was  found  in 
a  satisfactory  state  of  cleanliness. 

Respectfully  submitteii, 

(Signed)     JAMES  T.  MURPHY, 

Oommiaiion^. 
JOHN  F.  TRBMAIN, 

Secretary. 


VILLAGE  LOCKUP— MASSENA 

ST.  LAWRENCE  COUNTY 

Inspected  July  1,  1916. 

The  village  of  Massena  had  a  population  in  1915  of  4,614. 

The  lockup  Is  in  the  basement  of  the  town  hall,  containing  two  steel 
cells  in  the  department  for  men,  and  a  separate  room  for  women.  The 
village  has  a  large  population  of  iPoreigners  and  the  number  of  arrests  dur- 
ing the  past  few  months  has  been  more  than  usual.  The  lockup  appeared 
to  be  well  oared  for.  If  the  number  of  arrests  continues  to  increase  the 
village  authorities  should  consider  the  advisability  of  adding  to  the  preeent 
facilities. 

Respectfully  submitted, 

(Signed)     JAMES  T.  MURPHY, 

Commitsioner. 
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VILLAGE  LOCKUP— MORRISTOWN 

ST.  LAWRENCE  COUNTY 

Inspected  August  12,  1916. 

This  lockup  is  located  in  the  rear  of  what  is  known  as  Comstock  Hall, 
a  large  wooden  building  and  contains  two  steel  cells  with  bunks  and  bed- 
ding. There  are  no  sanitary  facilities  except  buckets.  The  building  has 
electric  lights.  The  lockup  is  of  wooden  construction  and  should  have 
constant  supervision  when  occupied  by  prisoners  because  of  the  danger  of 
Art.   Few  arrairti  are  made. 

Respectfully  submitted, 

(Signed)     JAMES  T.  MURPHY, 

OommUsionef. 
JOHN  F.  TREMAIN, 

Secretary. 


CITY  JAIL— OGDENSBURG 

ST.  LAWRENCE  COUNTY 

Inspected  August  11,  1916.  Julius  Frank,  mayor;  M.  T.  Powers,  chief 
of  police. 

This  Jan  was  described  in  detail  in  a  report  of  inspection  dated  March 
11,  1915,  from  which  the  following  is  quoted: 

"The  jail  is  not  a  proper  one  for  a  city  of  over  16,000  inhabi- 
tants. It  does  not  seem  possible  to  make  it  into  a  suitable  place  of 
detention.  The  cells  are  simply  vaults.  The  officers  have  great 
difficulty  in  taking  prisoners  down  the  narrow  staircase  and  about 
the  only  way  to  get  a  'drunk'  down  is  to  drag  him  down  on  his 
back. 

**Tramps,  drunks  and  minors  can  not  be  kept  separate.  Sick 
prisoners  can  not  be  properly  cared  for,  and  women  can  not  be  seg- 
regated as  they  should  be.  In  fact,  the  whole  arrangement  Is  a 
disgrace  to  such  a  thriving  municipality. 

"The  city  of  Ogdensburg  needs  a  proper  jaU,  which  ^ould  con- 
tain ample  quarters  for  the  care  and  separation  of  prisoners.  T^e 
city  authorities  should  give  this  important  matter  very  serious 
consideration  and  then  take  prompt  action." 

Conditions  have  not  changed  since  this  report  was  made,  and  so  far 
as  the  State  Commission  of  Prisons  is  aware  no  steps  have  been  taken  by 
the  city  authorities  to  provide  better  quarters.  T^e  mayor  stated  that  the 
dty  was  willing  to  make  "reasonable  improvements",  but  did  not  Indicate 
how  far  the  city  was  prepared  to  go. 

The  jail  was  clean  at  the  time  of  inspection,  but  the  cells  lack  light, 
ventilation  and  modern  sahitary  equipment. 

The  records  of  the  police  show  that  859  arrests  were  made  during  the 
year  1915,  of  which  number  347  were  males  and  12  females. 

The  city  authorities  should  again  be  urged  to  provide  an  adequate  and 
sanitary  place  of  detention. 

Resi)€ctfully  submitted, 

(Signed)     JAMES  T.  MURPHY, 

Oommittioner. 

JOHN  F.  TREMAIN, 
.  -  . Secretary, 
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VILLAGE  LOCKUP— POTSDAM     . 

ST,  LAWRENCE  COUNTY 

Inspected  August  14,  1916.  John  Pert,  village  president;  James  H. 
Teahy,  chief  of  police. 

The  village  of  Potsdam  has  a  population  of  about  4,200. 

This  lockup  is  located  in  the  old  fire  engine  house,  a  two-story  brick 
structure,  centrally  located.  The  officers'  quarters  and  men's  department 
are  on  the  first  floor,  and  three  rooms  on  the  second  floor  are  used  for  fe- 
males, juveniles  and  lodgers.  There  are  six  steel  cells  in  the  men's  depart- 
ment each  equipped  with  bunk,  mattress,  toilet  and  running  water  and 
there  is  also  a  lavatory  in  the  corridor.  The  room  is  heated  by  steam  and 
is  well  lighted  and  ventilated.  The  other  rooms  are  equipped  with  sanitary 
facilities. 

The  lockup  was  clean  and  apparently  has  good  care. 

Respectfully  submitted, 

(Signed)     JAMES  T.  MURPHY, 

Commissioner. 
JOHN  F.  TREMAIN, 

Secretary. 


SARATOGA     COUNTY 

TOWN   AND   VILLAGE   LOCKUP— CORINTH 

Inspected  July  1,  1916.    Edgar  E.  Costello,  supervisor. 

The  village  of  Corinth  is  incorporated  and  had  a  population  of  2,214 
in  1915.  •  -  ■%:} 

The  lockup  is  in  a  room  in  the  rear  of  the  town  and  village  hall,  a 
one-story  frame  building.  The  room  is  well  lighted  and  ventilated  by  win- 
dows and  is  heated  by  a  stove.  There  are  electric  lights.  The  building  is 
constructed  of  combustible  material  and  the  lockup  should  have  constant 
supervision  at  night  when  occupied  because  of  the  fire  risk.  It  is  stated 
that  such  supervision  dis  given. 

There  are  three  steel  cells,  each  equipped  with  two  bunks  and  a  buck- 
et. There  is  a  sanitary  toilet  and  lavatory  in  an  enclosure  in  one  corner 
of  the  room.  One  of  the  cells  intended  for  the  detention  of  women  had  a 
solid  plate  front  with  barred  door.  The  wife  of  the  deputy  sheriff  aots 
as  matron  when  a  woman  is  arrested,  which  is  infrequent.  No  women 
should  be  detained  in  the  lockup  when  a  male  prisoner  is  in  custody. 

The  lockup  was  clean  and  evidently  has  proper  care. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN, 

Secretanf, 

CITY  JAIL— MECHANICVILLE 

SARATOGA  COUNTY 

Inspected  August  9,  1916. 

This  is  a  new  building,  built  on  plans  approved  by  the  State  Com- 
mission of  Prisons.  I  would  recommend  that  the  cliief  of  police  be  asked 
to  see  that  the  Jail  is  kept  cleaner  than  it  was  at  the  time  of  my  visit. 

Respectfully  submitted, 

(Signed)     HENRY  SOLOMON, 

Commissioner. 
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CITY  JAII^-SARATOGA  SPRINGS 

SARATOGA  COUNTY 

Inspected  May  25,  1916.  Walter  T.  Butler,  mayor;  James  H.  King, 
superintendent  of  police.  The  total  police  force  of  the  city  is  usually  12, 
but  from  June  to  September  inclusive  it  is  increased  to  26. 

The  population  of  Saratoga  Springs  was  13,792  in  1915. 

This  jail  is  located  on  the  first  floor  of  the  city  hall,  formerly  the 
town  hall,  and  has  four  departments.  The  men's  jail  occupies  a  room  about 
IS  ft.  X  32  ft.,  with  concrete  floor,  metal  ceiling,  and  nine  outside  windows. 
It  is  heated  by  steam  and  lighted  by  electricity.  There  are  six  steel  cells, 
4  ft.  6  in.  X  6  ft,  6  in.  x  6  ft.  6  in.,  with  open  fronts  and  tops  and  solid  sides 
and  rears.  The  open  part  consists  of  square  bars  set  on  4  in.  centers,  with 
cross  bars  set  on  12  in.  centers.  There  is  one  bunk  in  each  cell,  furnished 
with  a  mattress.  Blankets  are  provided  in  cold  weather.  Each  cell  has  a 
toilet  and  stationary  wash  basin.  There  is  also  a  sink  with  faucet  in  the 
corridor.  In  addition  to  the  bunks  in  the  cells  there  are  five  in  the  cor- 
ridor, used  in  case  of  overflow. 

There  is  a  separate  room  for  juveniles  which  contains  two  windows, 
cot  bed,  toilet,  wash  basin,  and  electric  lights. 

There  is  a  room  for  women  which  contains  one  large  steel  cell  fur- 
nished with  a  bunk,  toilet,  and  stationary  wash  basin.  There  is  also  an 
Iron  cot  bed  in  the  room  outside  of  the  cell  and  another  toilet  and  stationary 
wash  basin.  This  room  has  two  windows.  The  windows  in  all  departments 
are  barred  and  the  glass  is  translucent.  They  are  made  to  swing  open 
from  the  top  inward. 

In  addition  to  the  foregoing  ithere  is  a  room  for  lodgers  in  the  base- 
ment under  the  men's  jail  of  the  same  size  and  practically  the  same  equip- 
ment as  the  jail  for  men,  except  the  windows,  of  which  there  are  eight, 
are  not  so  large.  There  are  four  cells,  each  provided  with  a  toilet  and 
wash  basin.    There  are  also  four  bunks  and  toilet  in  the  corridor. 

This  jail  was  remodeled  in  1915  on  plans  approved  by  the  State  Com- 
iPission  of  Prisons  and  is  now  complete  and  in  excellent  conditon. 

The  number  of  arrests  during  July  and  August  averages  about  250  a 
month,  so  the  superintendent  of  police  stated ;  during  the  other  ten  months 
the  average  is  about  thirty  a  month.  About  twenty-five  per  cent,  of  those 
arrested  are  held  in  the  jail  over  night.  They  are  given  food  if  in  custody 
at  meal  time.  The  number  of  women  arrested  during  the  year  preceding  the 
day  of  inspection  was  54,  about  seventy-five  per  cent,  of  whom  were  put  in 
(the  jail.    Police  court  is  held  every  evening. 

The  number  of  lodgers  during  the  six  months  of  summer  averages 
about  ten  a  month ;  during  the  other  six  months,  about  fifty  a  month. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


CITY  JAIIr— SARATOGA  SPRINGS 

SABATOQA  COUNTY 

Inspected  Sunday,  August  13,  1916. 

This  jail  has  been  recently  overhauled,  on  plans  approved  by  the  State 
C<ommission  of  Prisons,  but  it  was  found  in  a  most  untidy,  filthy  condition, 
which  is  a  disgrace  for  a  place  the  size  of  Saratoga,  and  I  would  recommend 
the  immediate  discharge  of  the  janitor  and  the  employment  of  a  man  who 
at  least  has  some  regard  for  decency  and  the  care  of  a  public  institution. 

Respectfully  submitted, 

(Signed)     HENRY  SOLOMON, 

Commissioner. 
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Reinspeoted  August  15,  1916. 

Since  my  recent  visit  tlie  place  has  been  cleaned,  but  not  as  It  should 
be.  I  saw  Commissioner  King  and  he  said  he  would  discharge  the  cleaner 
for  inefficiency  and  procure  some  one  else,  which  is  sadly  needed. 

HENRY  SOLOMON. 

Commissioner. 


TOWN  LOCKUP— W^ATERFORD 

SARATOGA  COUNTY 

Inspected  December  8.  1916.  H.  R.  Davison,  supervisor;  Joseph  Blied- 
try,  town  clerk ;  W.  G.  Nealer,  resident  constable. 

The  i)opulation  of  the  town  of  Waterford  is  about  7,000,  and  of  the 
village  about  3,200. 

This  to^vn  has  a  new  modern  lockup  which  has  been  in  use  more  than  a 
year.  It  was  inspected  July  23,  1915,  and  remains  in  practically  the  same 
condition  as  at  that  time.  It  is  located  on  the  first  floor  of  the  town  hall 
and  has  two  departments,  one  for  men  and  one  for  women.  The  room  for 
men  is  about  12  feet  square,  has  a  concrete  floor,  electric  light,  steam  heat, 
and  is  fairly  well  lighted  by  two  outside  windows.  There  are  two  steel 
cells  with  perforated  tops  and  open  fronts.  Each  has  one  steel  bunk,  toilet, 
and  stationary  wash  basin.  The  bunk  consists  of  iron  slats  in  a  steel 
frame.  The  edge  of  the  frame  extends  about  two  indies  above  the  slats. 
It  is  not  supplied  with  mattress  or  blankets.  A  bunk  of  this  character  is 
neither  suitable  for  a  seat  or  a  bed  without  a  mattress;  it  should  have  a 
waterproof  mattress  which  could  be  hosed  off. 

In  my  report  of  last  year  I  called  attention  to  the  neglected  condition 
of  the  enamel  of  the  plumbing.  No  attention  seems  to  have  been  paid  to 
this  matter  and  the  plumbing  now  presents  more  discolor  and  neglect  than 
at  that  time.  I  was  informed  that  the  lockup  is  in  the  care  of  the  janitor 
of  the  hall.  It  is  inexcusable  to  allow  this  new  plumbing  to  become  so 
neglected. 

The  department  for  women  consists  of  a  single  room  with  an  outside 
entrance.  It  has  an  outside  window,  concrete  floor,  toilet,  and  stationary 
wash  basin.  The  plumbing  in  this  room  is  also  in  a  n^lected  condition, 
and  the  room  has  not  been  provided  with  electric  light  or  bed.  It  has  not 
been  used,  as  only  one  woman  was  arrested  during  the  year  and  she  was 
taken  on  the  same  day  to  the  county  jail  at  Ballston.  There  is  no  regular 
village  police,  but  the  town  constables  attend  to  the  work  of  the  police 
oflScers.  Most  of  the  prisoners  are  taken  before  Justice  Van  Kleech  who 
stated  that  the  number  of  arrests  during  the  past  year  was  from  100  to  160, 
most  of  whom  were  held  in  the  lockup  over  night.  No  tramps  or  lodgers  are 
cared  for  except  when  under  arrest 

RECOMMENDATIONS 

(1)  Furnish  the  bunks  in  the  men's  department  with  waterproof 
covered  mattresses. 

(2)  Install  in  the  room  for  women  an  electric  light,  and  an  iron  cot 
with  waterproof  mattress. 

(3)  Make  a  definite  arrangement  with  the  janitor  or  some  other  per- 
son to  clean  the  plumbing  in  both  rooms  and  keep  it  clean. 


Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 
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SCHENECTADY    COUNTY 

CITY  JAIL— SCHENECTADY 

Iiispc^cted  July  5,  1916.  Georse  R.  Liinn,  mayor ;  James  W.  Rynex, 
chief  of  police. 

Schenectady  has  an  estimated  population  of  about  90,000  and  its  total 
lK)lice  force  consists  of  99  officers. 

The  work  of  remodeling  the  city  jail,  in  progress  at  the  time  of  the 
last  inspection  in  June,  1915,  has  been  completed  and  the  jail  has  been 
greatly  improved  by  the  changes.  There  are  now  three  departments.  In 
the  department  for  men  there  are  eight  cells  facing  outside  windows,  each 
equipped  with  a  bunk  and  toilet.  These  cells  now  have  open  fronts  and  a 
ventilator  opening  mto  a  shaft  so  that  they  are  fairly  well  lighted  and 
ventilated.     There  is  a  stationary  wash  basin  in  the  corridor. 

There  is  a  separate  room  for  women  which  contains  one  cell  and 
several  cots  outside  the  cell,  also  a  full-flushing  toilet  and  stationary  wash 
basin.  The  cell  is  intended  for  the  use  of  women  who  need  to  be  separately 
detained.  The  officials  stated  that  as  yet  it  had  not  been  necessary  to  use 
it. 

There  is  also  a  separate  room  for  children  provided  with  a  toilet, 
stationary  wash  basin,  and  cot  bed.  This  is  seldom  used,  as  children  are 
not  usually  detained  in  the  police  station  in  this  city.  It  can,  however,  be 
used  when  necessary  to  afford  an  additional  classification  for  women. 

All  the  rooms  have  outside  windows,  c(»ncrete  floors,  metal  ceilings, 
aLd  have  been  newly  ]>ainted  throughout. 

The  total  number  of  arrests  for  the  year  ending  November  30,  1915, 
was  2,770,  of  which  307  were  juveniles  who  were  not  kept  at  the  jail,  and 
201  were  females.  About  sixty  per  cent,  of  the  prisoners  other  than  juv- 
eniles were  held  over  night,  the  chief  stated.  Lodgers  are  not  kept  in  thia 
jail.  The  city  has  a  municipal  lodging  house  in  another  building  in  charge 
of  another  department. 

While  this  jail  has  recently  been  greatly  improved,  it  is  still  inadequate 
for  a  city  the  size  of  Schenectady,  as  both  the  jail  for  men  and  the  room 
for  women  are  at  times  congested. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

CITY  JAIL— SCHENECTADY 

SCHENECTADY    COUNTY 

Inspected  August  14,  1916. 

This  place  has  recently  been  altered  and  repaired,  but  is  still  far 
from  what  it  should  be.  The  slats  of  the  beds,  nearly  without  exception, 
are  broken  and  need  repairing.  The  rear  windows  open  into  a  yard  which 
is  accessible  to  anyone  who  chooses  to  go  there,  therefore  a  i2-ft.  fence 
should  be  erected  about  ten  feet  from  said  windows. 

The  place  was  found  in  a  dirty  condition  and  to  say  the  least,  it  reflects 
greatly  on  the  management. 

Respectfully  submitted, 

(Signed)     HENRY  SOLOMON, 

Commissioner. 

VILLAGE  LOCKUP— SCOTIA 

SCHENECTADY    COUNTY 

I  visited  Scotia  on  July  5,  1916,  and  was  advised  by  the  village  clerk 
that  this  village  does  not  maintain  a  lockup ;  that  there  is  seldom  an  arrest 
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aud  when  a  prisoner  is  held  he  is  taken  to  the  city  of  Schenectady.  WhU« 
the  village  owns  two  steel  cells  which  are  stored  in  the  cellar  of  the  fire 
house,  they  are  not  used  and  have  not  been  for  some  years,  and  it  is  not 
the  purpose  of  the  village  authorities  to  make  use  of  them  until  such  time 
as  they  can  be  placed  in  a  separate  building  or  other  approved  location. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


SCHOHARIE   COUNTY 

VILLAGE  LOCKUP— COBLE  SKILL 

Inspected  February  5,  1916.  Jay  G.  Cross,  village  president;  O.  B. 
Auohenpaugh,  chief  of  r>olice. 

The  number  of  i)ersons  arrested  in  this  villiage  for  the  year  1915  was 
nine,  most  of  whom  were  held  in  the  lockup  over  night.  The  number  of 
lodgers  during  the  year  was  151 ;  they  were  not  placed  under  arrest.  The 
highest  number  of  lodgers  at  any  one  time  during  the  present  winter,  the 
cLief  stated,  was  four.  This  does  not  include  occasional  batches  of  train 
riders  who  are  held  in  the  lockup  by  the  Delaware  and  Hudson  detectives 
for  the  arrival  of  a  train. 

The  lockup  remains  in  the  same  condition  as  at  the  time  of  the  last 
inspection,  but  the  village  is  preparing  either  to  build  a  new  municipal 
bulding  which  shall  contain  a  new  lockup  or  remodel  the  present  lockup 
along  the  lines  which  have  heretofore  been  recommended  by  the  State  Com- 
mission of  Prisons.  The  village  has  a  surplus  of  several  thousand  dollars 
on  hand,  but  in  order  to  use  this  surplus  for  a  municipal  building  it  will 
have  to  be  appropriated  by  a  vote  of  ithe  people.  It  is  planned  to  have  a 
si)ecial  election  to  pass  upon  this  question  and  some  additional  funds  will 
also  be  required.  The  charter  of  the  village  does  not  authorize  a  special 
election  and  the  local  representatives  in  the  Legislature  are  procuring  an 
amendment  to  the  charter  which  will  permit  such  an  election.  It  is  expect- 
ed that  this  matter  will  be  carried  through  during  the  present  winter  or 
spring.    The  general  sentiment  of  the  village  seems  to  be  favorable  to  it. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— MIDDLEBURG 

SCHOHARIE  COUNTY 

Inspected  February  4,  1916.  Charles  Snyder,  village  president ;  George 
Best,  chief  of  police.  The  population  of  Middleburg  at  the  last  census  was 
1,059. 

This  lookup  is  located  In  a  one-story  wooden  addition  to  the  village 
engine  house,  a  two-story  brick  building.  The  room  is  about  14  ft.  x  24  ft., 
has  two  outside  windows,  a  sink  with  rimning  water,  a  coal  stove,  and 
two  chairs. 

There  are  four  cells,  one  of  which  is  used  as  a  store  room.  Each  of 
the  others  has  a  wooden  bimk  furnished  with  a  mattreiss  and  some  bedding 
which  were  new  and  in  excellent  condition. 

Water  has  been  Installed  in  the  lockup  as  recommended  In  my  last 
report  of  inspection ;  otherwise,  it  remains  in  the  same  condition  as  at 
tliat  time. 


STATE  COMMISSION  OF  PRISONS  367 

The  number  of  prisoners  arrested  in  this  village,  I  was  ixiformed  by 
the  police  justice,  does  not  exceed  ten  or  twelve  a  year.  The  i)olioe  court 
is  in  session  during  the  entire  day  and  the  cases  of  practically  all  persons 
arrested  are  disposed  of  the  same  day.    No  lodgers  are  housed. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

VILLAGE  LOCKUP— RICHMONDVILLE 

SCHOHAKIE  COUNTY 

Inspected  February  5,  1916.  S.  G.  Shafer,  village  president;  Eli  Way- 
man,  constable.  The  population  of  Rdchmondville  at  the  last  census  was 
567. 

This  lockup  was  not  used  at  all  during  the  past  year  and  during  the 
preceding  year  there  were  not  more  than  two  or  three  arrested.  It  was 
clean,  showing  good  care.    No  lodgers  are  housed  in  the  lockup. 

The  two  cages  are  each  4  ft.  6  in.  x  6  ft.  6  in.  x  6  ft.  6  in.  Each  is 
furnished  with  a  bunk,  mattress  and  some  bedding  which  were  in  good  con- 
dition. There  is  no  water  in  the  lockup;  the  village  has  water  but  no 
eewers. 

As  the  lockup  is  located  in  a  wooden  building  it  should  have  supervision 
at  night  when  any  prisoner  is  locked  in  a  cell. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

VILLAGE  LOCKUP— SHARON  SPRINGS 

SCHOHABIE  COUNTY 

Inspected  May  2,  1916.  William  H.  Craig,  village  president;  Arthur 
Ingraham,  chief  of  police. 

The  population  of  Sharon  Springs  is  531  and  itn  the  summer  increases 
to  about  4,000,  it  being  a  summer  resort. 

The  lockup  consists  of  two  cages  in  the  basement  of  the  village  hall, 
a  frame  building  with  concrete  foundations.  The  floor  of  this  portion  of 
the  basement  occupied  by  the  lockup  is  on  the  level  with  the  ground  outside. 
The  cages  are  in  a  room  12  ft.  16  ft.,  with  a  10  ft.  ceiling.  Tlie  floors  of 
the  cages  and  the  section  of  the  room  in  front  is  concrete ;  the  floor  in  the 
rest  of  the  basement  is  dirt.  This  room  has  one  good  sized  window  but  as 
it  is  toward  the  solid  side  of  the  cage  it  is  practically  useless.  There  is  no 
water  in  the  basement.  The  village  has  a  water  and  sewer  system.  Form- 
eily,  there  was  no  heat  in  the  basement  and  the  lockup  was  only  used  in 
summer,  but  heat  has  been  installed  and  the  lockup  can  be  used  any  time 
of  year. 

The  upper  floor  is  used  as  a  fire  station,  and  library  and  reading  room. 
The  basement  is  reached  by  a  stairway  from  the  reading  room  and  also  by 
a  rear  entrance  at  grade.  Usually  prisoners  are  taken  in  from  the  rear  of 
the  building.  There  is  an  electric  light  in  the  basement,  but  none  in  the 
immediate  locality  outside. 

The  number  of  arrests  during  the  summer  ranges  from  15  to  25.  As 
the  lockup  can  now  be  used  in  cold  weather  this  nimiber  will  probably  be 
slightly  increased.  No  lodgers  are  housed.  A  night  officer  bas  supervision 
of  the  lockup  during  the  summer. 

RECOM  MENDATION  S 

(1)  The  cages  should  be  turned  around  so  as  to  face  the  window. 

(2)  The  floor  of  the  entire  interior  of  the  cage  room  should  be  con- 
creted. 
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(3)  A  closet  and  wash  basin  should  be  installed  in  each  cage. 

(4)  An  electric  light  should  be  placed  in  the  approach  to  the  lockup 
on  the  outside. 

These  improvements  were  all  recommended  in  my  former  report.  They 
would  be  inexpensive  and  are  necessary,  and  unless  this  village  is  suf- 
ficiently interested  in  maintaining  a  lockup  to  make  these  improvements,  I 
recommend  that  it  be  discontinued  until  such  time  as  they  are  made.  Speci- 
fications covering  the  improvements  should  be  submitted  to  the  State  Com- 
mission of  Prisons  for  approval  as  required  by  law. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


SCHUYLER  COUNTY 

VILLAGE  LOCKUP— MONTOUR  FALLS 

Inspected  July  22,  1916. 

The  population  of  Montour  Falls  in  1915  was  1,281. 

Two  steel  cages  in  the  engine  room  on  the  first  floor  of  the  fire  house 
on  the  main  business  street  of  the  village  suffice  for  a  lockup  in  this  village. 
The  cells  have  steel  bunks  and  bedding,  but  are  without  toilet  facilities. 
Buckets  are  used.  There  is  a  sink  with  running  water  in  the  room.  Arrests 
are  comparatively  few. 

The  lockup  should  have  supervision  at  night  when  occupied  by  a  pris- 
oner on  account  of  the  danger  of  fire. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TRBMAIN, 
.     ,  Secretary. 


SENECA   COUNTY 

VILLAGE  LOCKUP— SENECA  FALLS 

Inspected  January  19,  1916.  Louis  J.  Avery,  village  president :  John 
McKane,  chariman  of  the  board  of  police  commissioners ;  Stuart  Hill,  chief 
of  police.  The  police  force  consists  of  the  chief  and  three  additional  offi- 
cers, two  of  whom  are  on  duty  all  night. 

The  population  of  Seneca  Falls  is  about  7,000. 

This  lockup  was  fully  described  in  my  reports  dated  July  7,  1914,  and 
I'ebruary  12,  1915.  Practically  all  the  recommendations  for  improvements 
in  those  reports  have  been  complied  with  except  the  installation  of  a  metal 
ceiling.  Concrete  floors  have  bneen  installed  in  the  cells  and  the  cells  have 
been  repainted  with  a  light  color.  The  broken  bunk  has  been  repaired  and 
the  obstruction  over  one  of  the  windows  removed.  The  lockup  was  clean, 
showing  good  care.     It  is  well  heated  with  two  radiators. 

The  number  of  arrests  during  1915  was  somewhat  less  than  the  preced- 
ing' year.  The  Chief  stated  they  would  not  exceed  100  as  against  160  the 
preceding  year.  Only  three  women  were  arrested  during  the  year  and  they 
wtre  at  once  taken  to  the  county  jail  at  Waterloo,  three  miles  distant  with 
an  hourly  trolley  service.  Last  year  there  were  about  600  lodgers,  but 
thi.^  year  so  far  there  have  l)een  only  alwut  100. 

This  lockup  Ls  inconveniently  located,  beini;  almost  half  a  mile  from 
l)ollce  headquarters  and  the  central  portion  of  the  business  section  of  the 
village.  I  am  glad  to  report,  however,  that  a  very  strong  effort  is  being 
made  to  construct  a  new  municipal  building  in  the  central  section  of  the 
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Tillage  in  which  it  is  proposed  to  include  a  new  lockup  with  separate 
quarters  for  lodgers  and  for  women.  A  large  meeting  was  held  in  the  vil- 
lage on  the  evening  of  the  day  of  inspection  for  the  purpose  of  promoting 
this  enterprise.     It  seems  to  have  the  approval  of  the  citizens  generally. 

Resi>eotfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


STEUBEN    COUNTY 

TOWN  LOCKUP— AVOCA 

Inspected  April  19,  1916. 

The  i)opulation  of  the  village  is  about  1,100. 

This  lockup  is  situated  in  the  rear  portion  of  the  new  Masonic  Hall,  a 
portion  of  which  is  also  used  by  the  fire  department.  The  building  is  a 
tv\'o-story  structure  of  concrete  blocks.  The  interior  of  the  lockup  is 
practically  fireproof,  having  a  cement  floor,  concrete  walls,  and  steel  ceiling. 

There  are  two  steel  cells  of  round  bar  construction  except  the  parti- 
tion and  tops  which  are  plate  steel.  Each  cell  has  a  steel  bunk  with  mat- 
tress and  blankets.  The  bedding  and  whole  interior  were  found  in  an  ex- 
cellent state  of  cleanliness,  the  cells  having  been  newly  painted.  The  room 
is  heated  by  steam,  ventilated  by  means  of  one  large  window,  and  has  a 
sanitary  closet  in  the  corridor.  The  building  Is  lighted  by  electricity,  but 
none  Is  provided  in  the  cell  room.  The  adjoining  room,  which  is  used  as  a 
meeting  place  for  the  village  and  town  board,  has  electric  light ;  it  would 
be  a  simple  matter  to  extend  the  same  to  the  cell  room.  The  same  Is 
respectfully  recommended.  The  constable  stated  that  the  lockup  is  used 
about  six  or  eight  times  a  year  for  prisoners.  A  few  lodgers  were  oared 
for  during  cold  weather. 

Respectfully  submitted, 

(Signed)     CLIFFORD  M.  YOUNG, 

Inspector. 


VILLAGE  LOCKUP— CANISTEO 

STEUBEN   COUNTY 

Inspected  October  31,  1916.  Edgar  Northup,  callage  president;  G.  M. 
Halsey,  chief  of  police,  assisted  by  one  night  man  and  two  special  officers. 

The  population  of  Cani.<?teo  is  about  2,300. 

This  lockup  remains  in  the  same  condition  as  at  the  time  of  my  inspec- 
tion on  November  10,  1915.  That  report  noted  several  improvements  which 
had  been  made  'as  recommended.  The  lockup  was  clean  and  lin  fairly 
satisfactory  condition. 

There  are  three  steel  cells  with  bars  set  well  apart,  facing  outside  win- 
dows. The  new  gas  stove  was  in  good  condition.  The  room  is  large  and  is 
also  used  as  police  headquarters.  The  lockup  is  given  supervision  by  a 
night  officer. 

The  number  of  arrests  averages  from  35  to  40  a  year,  most  of  whom  are 
held  in  the  lockup  over  night.  Police  court  is  held  every  morning  except 
Sunday.     One  cell  is  kept  for  the  exclusive  use  of  prisoners. 

There  are  a  good  many  lodgers  during  cold  weather.  There  have  been 
but  seven  or  eight  this  fall  so  far,  but  during  last  winter  they  averaged 
from  100  to  125  a  month.    They  are  locked  up  but  not  taken  to  court. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 
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CITY  JAII^— CORNING 

STEUBEN    COUNTY 

Inspected  Angast  11.  191^).     C.  G.  Hammer,  chief  of  police. 

Corning  has  a  i>opulation  of  «bout  14,000. 

The  totiil  number  of  arrests  during  the  pa«t  twelve  montlis  was  876, 
of  which  number  29  were  females  and  24  juveniles.  About  1,300  lodgers 
were  housed. 

This  jail  and  station  house  have  beeji  fully  described  in  former  reports. 
The  jail  consists  of  a  room  with  five  cells  for  women,  s^ituatiHi  on  the  main 
floor  of  the  city  hall,  a  roonx  with  five  cells  for  men  in  the  basement,  and 
there  is  also  a  large  room  for  lodgers,  through  which  it  is  necessary  to 
pass  bofoi'e  reaching  the  quarters  for  men.  All  departments  are  li^ht,  fair- 
ly well  ventilated,  provided  with  steam  heat,  electric  and  gas  light,  and  each 
cell  has  a  modern  sanitary  closet  and  wash  basin  with  running  water. 
There  is  also  a  toilet  and  lavatory  in  the  corridor  of  each  department  and 
in  the  lodgers'  room. 

The  cells  for  women  are  furnished  with  steel  bunks  >and  good  bed 
clothing  which  was  found  in  a  tidy  condition.  A  police  matron  is  employ- 
ed when  there  are  female  prisoners  or  juveniles,  Tlie  cells  for  men  have 
l.olished  wooden  bunks  without  bedding.  Wooden  floor  bunks  are  provided 
for  lodgers. 

The  jail  throughout,  including  toilet  fixtures,  was  clean  and  the  in- 
terior well  painted. 

Respectfully  submitted, 

(Signed)     CLIFFORD  M.  YOUNG, 

Inspector. 


VILLAGE  LOCKUP— HAIVIMONDSPORT 

STEUBEN   COUNTY 

Inspected  August  9,  1916. 

The  population  of  Hammondsport  in  1915  w^as  1,560. 

This  lockup  is  situated  on  the  first  floor  of  the  municipal  building, 
which  is  a  two  story  structure  of  cement  blocks.  It  is  conveniently  located 
and  the  cell  room  is  reached  from  either  the  front  or  rear  of  the  building. 

There  are  three  modern  steel  cells,  size  5  f t.  x  8  ft.  x  8  ft.,  each  pro- 
vided with  mattress  and  blankets.  There  is  al.so  a  sanitary  closet  and  wash 
basin  with  running  water  in  each  cell.  One  of  the  cells  is  separate  from 
the  others  and  faces  in  an  opposite  direction ;  this  is  intended  for  the  use  of 
special  classes  of  prisoners,  minors,  etc.  It  is  claimed  that  the  arrest  of 
a  woman  requiring  detention  has  not  occurred  in  years. 

The  floor  is  cement,  celling  steel,  and  the  side  walls  are  smooth  plas- 
ter. The  room  has  five  large  windows  with  translucent  glass  in  the  lower 
sash.     The  building  is  heated  by  steam  and  lighted  by  electricity. 

It  is  said  that  the  total  number  of  arrests  in  the  vllli'gr  averages 
about  fifty  per  year. 

This  is  an  excellent  fireproof  lockup  and  was  found  in  good  condition 
except  the  plumbing  waiS  somewhat  rusted  and  the  bedding  not  very  clean. 
The  bedding  should  be  washed  more  frequently  and  the  plumbing  kept 
thoroughly  painted. 

Respectfully  submitted, 

(Binned)     CLIFFORD  M,  YOUNG, 

Inspector. 
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CITY  JAID— HORNELL 

STEUBEN   COUNTY 

Inspected  February  17,  1916.  Edward  J.  Davis,  mayor;  Clarence 
Bailey,  cliief  of  i)olice. 

Conditions  in  the  city  jaU  have  not  changed  materially  since  it  was 
last  inspected,  November  27,  1914,  at  which  time  it  was  described,  except 
that  it  was  more  clean  and  showed  better  care.  Sleeping  platforms  have 
been  provided  for  lodgers  in  the  basement. 

This  jail  was  ordered  closed  by  the  State  Commission  of  Prisons  to 
take  effect  October  25,  1915.  The  order  has  been  extended  from  time 
to  time  and  unless  a  further  extension  is  granted  will  go  into  effect  March 
22,  1916. 

The  voters  of  the  city  in  1914  voted  down  a  proposition  to  issue  bonds 
to  the  amount  of  $50,000  for  the  construction  of  a  city  hall,  police  station 
and  jail.  Last  year  it  was  proposed  to  build  a  new  police  station  and  jail 
at  a  cost  of  $15,000  but  this  proposal  also  was  defeated.  Plans  for  a 
new  police  station  and  jail  were  submitted  last  November  and  were  approved 
generally  by  the  Commission  but  no  funds  were  available  with  which  to 
erect  the  building.  The  city  officials  state  that  at  the  present  time  a  bill  is 
pending  before  the  Legislature  authorizing  an  issue  of  bonds  to  the  amount 
of  $75,000  with  which  to  pay  current  indebtedness. 

The  city  authorities  now  propose  to  improve  conditions  by  remodeling 
the  present  jail,  if  the  Commission  approves,  and  the  purpose  of  my  visit 
was  to  confer  with  the  mayor  concerning  contemplated  changes.  It  is  pro- 
posed to  use  the  present  office  of  the  chief  of  ix)lice  together  with  a  por- 
tion of  the  present  cell  room  for  males,  as  a  department  for  men.  It 
would  contain  seven  cells  and  would  be  lighted  and  ventilated  by  windows 
in  the  east  and  south  walls.  The  floor  would  be  covered  with  composition 
flooring  pitched  to  a  drain  and  the  ceiling  would  be  metal  covered.  The 
present  cells,  which  would  be  used,  are  of  latticed  bar  construction,  each 
5  ft.  X  6  ft.  6  in.  X  6  ft.  6  in.  and  would  be  equipped  with  toilets  and 
lavatories.  A  department  for  women  would  be  provided  in  the  rear 
of  the  men's  department-*  with  two  windows  opening  into  the  south 
wall  and  an  airshaft  for  ventilation.  It  would  have  one  cell,  a  comi)osition 
floor,  toilet,  lavatory  and  iron  cot  bed.  The  jail  would  be  heated  by 
steam  and  lighted  by  electricity.  It  is  proposed  to  use  these  quarters 
until  such  time  as  the  city  is  financially  able  to  erect  a  new  municipal 
building  and  jail. 

Uornell  had  a  population  ui  1915  of  14.352  and  the  records  of  the  police 
show  that  1.045  males  and  39  females  were  arreste^l  during  the  joar  1915. 

If  the  plans  to  be  presented  are  approved  the  authorities  assured  me 
it  was  their  intention  to  begin  the  work  of  remodeling  the  jail  at  once. 
Meanwhile  they  requested  a  further  extension  of  the  order  closing  the  jail. 
This  is  recommended. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN, 

Secretary. 


CITY  JAII^-HORNELL 

STEUBEN   COUNTY 

Inspected  October  31,  1916.  E.  J.  Davis,  mayor;  Clarence  Bailey, 
chief  of  police,  assisted  by  one  captain,  one  roundsman,  and  nine  patrolmen. 

The  city  jail  is  located  on  the  first  floor  of  the  Oity  Hall  adjacent  to 
lK)lice  headquarters.  The  jail  for  men  consists  of  one  large  room  with 
a  high  ceiling,  well  lighted  and  ventilated,  having  seven  outside  windows, 
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three  in  front  and  four  on  the  side  of  the  room,  all  hung  to  swing  open, 
a  composition  floor,  steam  heat,  electric  lights,  and  seven  steel  cages 
open  on  all  sides  and  the  top.    The  partitions  between  the  cages  are  solid. 

The  bars  are  set  well  apart  so  as  to  freely  admit  light  and  air  into  the 
Interior  of  the  cages.  Each  cage  has  a  toUet  with  a  good  flush  operated  by 
a  push  button,  a  stationary  wash  basin  with  a  self  closing  faucet,  and  two 
folding  bunks. 

The  women's  department  consists  of  a  smaller,  but  good  sized,  room 
on  the  same  floor,  with  a  high  ceiling,  two  large  outside  windows,  com- 
position floor,  electric  lights,  steam  heat,  stationary  wash  basin,  a  toUet 
in  an  adjacent  closet,  cot  bed  with  bedding,  stand,  chair,  looking  glass 
and  towel.  The  ventilation  is  by  the  windows  and  a  large  ventilating 
shaft.    Both  rooms  were  clean,  showing  excellent  care. 

There  is  to  be  a  large  room  for  lodgers  in  the  basement  which  is  not 
completed,  but  it  is  expected  to  be  ready  soon.  It  is  to  have  concrete 
floor,  toilet,  wash  basin,  sleeping  platforms,  steam  heat,  and  electric 
lights.    No  lodgers  are  now  being  cared  for. 

The  number  of  arrests  since  January  1,  1916,  to  October  1st  was  as 
follows : 

Male        Female        For  Intoxication 

January    17  1  12 

February    39  .  16 

March   37  3  26 

April    75  1  44 

May   82  2  54 

June    113  .  68 

July   97  7  83 

August    154  .  129 

September    134  2  109 

About  ninety  per  cent,  of  those  arrested  were  detained  in  the  jail  over 
night. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  inspector. 


TOWN  LOCKUP-^PAINTED  POST 

STEUBEN    COUNTY 

Inspected  August  11,  1916.     A.  E.  Scudder,  supervisor. 

The  population  of  Painted  Post  in  1915  was  1,319. 

The  lockup  is  located  in  the  basement  of  the  fire  house,  which  is  a 
two-story  frame  building.  The  basement  walls  are  of  concrete  blocks, 
largely  above  grade.  There  is  an  entrance  in  the  rear  and  one  from  the 
truck  room  above. 

Tlie  equipment  consists  of  two  latticed  steel  cages,  size  4  ft.  6  in.  x 
6  ft.  6  in.  x  6  ft.  6  in.,  each  furnished  with  two  steel  bunks  and  some 
blankets;  a  sink  with  running  water,  also  a  flushing  closet  in  the  room. 
The  latter  was  broken  and  useless.  There  are  five  windows,  2  ft.  6  in. 
X  3  ft.,  one  electric  light  and  hot  air  furnace  which  heats  the  rooms  above. 
The  floor  is  cement  and  the  ceiling  has  been  covered  with  corrugated  sheet 
iron.     Tlie  cell  bottoms  are  of  wocxl. 

At  the  time  of  inspection  the  lockup  was  very  damp  and  dirty.  The 
bedding  was  also  dirty  and  a  condition  of  disorder  prevailed,  the  room 
being  used  more  or  less  for  storage  purposes. 

Tlie  lockup  is  the  property  of  the  Are  department  but  the  township 
rents  the  privilege  of  using  It.     It  Is  said  that  the  total  numl>er  of  arresta 
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averages  about  fifty  or  sixty  per  year  and  about  200  lodgers  are  allowed 
to  0tay  In  the  lockup. 

RECOMMENDATIONS 

(1)  That  the  lockup  be  cleaned  at  once  and  someone  made  responsible 
for  its  cleanliness  In  the  future. 

(2)  That  the  toilet  be  repaired. 

(3)  That  lodgers  be  excluded  from  the  cells  and  a  room  partitioned 
off  for  their  separate  use. 

(4)  That  no  females  or  juveniles  be  detained  in  this  lockup. 

(5)  That  the  building  be  kept  under  proper  supervision  during  tiie 
night  when  prisoners  are  locked  in  the  cells. 

Respectfully  submitted, 

(Signed)     CLIFFORD  M.  YOUNG, 

Inspector. 


VILLAGE  LOCKUP— PRATTSBURG 

STEUBEN   COUNTY 

Inspected  August  10,  1916.    John  Bradley,  president  of  the  village. 

The  population  of  Prattsburgh  is  700. 

This  lockup  is  located  in  a  rear  room  of  the  village  hall  and  fire  house, 
which  is  a  two^tory  building  of  concrete.  There  are  two  latticed  steel 
cells,  size  5  ft  x  6  ft.  6  in.  x  6  ft.  6  in.,  each  furnished  with  a  steel  bunk,  an 
oilcloth  covered  mattress  and  some  good  blankets  and  pillow.  The  floor  is 
of  wood  covered  with  sheet  iron,  the  ceiling  is  wood,  and  the  side  walls  are 
of  brick  and  concrete. 

The  room  is  lighted  with  a  kerosene  lamp  and  heated  with  a  coal  istove. 
There  are  no  toilet  facilities  except  an  iron  bucket  in  a  metal  case.  The 
village  has  a  water  system  but  no  sewers  or  electric  lights.  The  lockup 
has  one  large  window,  sash  door  and  transom,  and  light  and  ventilation 
seemed  satisfactory. 

The  lockup  is  little  used  but  it  should  be  kept  under  the  supervision 
of  an  officer  during  the  night  when  a  prisoner  is  detained  as  there  is  a 
I)ossiibility  of  fire.  The  installation  of  running  water  would  be  an  im- 
provement, which  could  be  done  at  small  expense. 

Respectfully  submitted, 

{Signed)     CLIFFORD  M.  YOUNG, 

In9vector. 


TOWN  AND  VILLAGE  LOCKUP— SAVONA 

STEUBEN   COUNTY 

Inspected  August  11,  1916.  John  R.  Hedges,  village  president;  John 
H.  Bowlby,  supervisor,  Bath.    The  population  of  Savona  in  1915  was  571. 

This  lockup  is  located  on  the  first  floor  of  the  flre  house,  which  is  a 
two-story  building  of  brick  and  stone  construction.  The  floor  and  celling 
are  wood,  the  side  walls  stone  and  concrete. 

There  is  one  latticed  steel  cage  provided  with  a  steed  bunk  and  good 
bedding.  The  room  is  heated  with  a  coal  stove  and  lighted  with  a  kerosene 
lamp.  There  are  three  windows  in  the  Toom,  also  an  outer  door  with 
trancom. 


374  TWENTY-SECOND  ANNUAL  REPORT  OF  THE 

The  lockup  is  used  only  a  few  times  during  the  year,  I  was  informed, 
I)ut  when  a  prisoner  is  detained  an  oflftcer  should  remain  in  charge  as 
there  is  danger  of  fire.  There  are  no  sanitary  facilities  as  the  village 
has  no  water  system  or  sewerage.  The  lockup  was  found  in  a  clean 
condition. 

Resi>ectfully  submitted, 

(Signed)     CLIFFORD  M.  YOUNG, 

Insfiector. 


SUFFOLK    COUNTY 

TOWN  LOCKUP— AMITYVILLE 

Inspected  April  15,  1916.  Frederick  Sheide,  supervisor,  Lindenhurst; 
Franklin  S.  Purdy,  resident  justice. 

This  lockup  belongs  to  the  town  of  Babylon  but  is  used  principally  by 
the  village  of  Amityville  which  has  a  population  of  a:bout  3,000. 

It  contains  two  steel  cells  with  open  fronts  and  tops,  placed  in  a  de- 
tached one-story  brick  building  with  a  concrete  floor  and  wooden  roof  and 
ceiling.  It  is  lighted  by  electricity  and  heated  by  a  coal  stove.  There  are 
two  good  sized  outside  windows  and  a  toilet  and  wash  basin  in  the  room. 

The  justice  stated  that  not  over  ten  prisoners  were  detained  during 
the  past  year.  No  lodgers  are  housed.  The  village  has  night  police  the 
year  around,  but  as  the  lockup  is  remote  from  the  business  section  of 
the  village,  their  duties  are  such  thiat  they  are  unable  to  afford  the  lockup 
proper  supervision. 

It  Is  again  recommended  that  some  definite  arrangement  be  made  to 
give  this  lockup  constant  supervision  at  night  when  occupied,  or  that  It 
be  made  fireproof. 


Respectfully  submitted, 

mgned)     GEORGE  McLAUGHLIN, 

Chief  Inspector, 


TOWN  LOCKUP— BABYLON 

SUTFOLK  COUNTY 

Inspected  April  15,  1916.  Frederick  Sheide,  SRipervisor,  Llndenhurst; 
Thomas  Gallagher,  chief  of  police. 

The  population  of  Babylon  is  iabout  3,100;  that  of  the  township,  about 
8,000  in  winter  and  16,000  in  summer.  There  are,  however,  two  other 
lockups  in  the  township. 

The  lockup  is  in  the  same  condition  as  at  the  time  of  my  last  inspec- 
tion. It  consists  of  a  one-story  brick  building  with  a  tin  roof,  concrete^ 
floor,  and  four  windows.  The  interior  consists  of  a  single  room,  about 
20  ft.  square,  with  a  10  ft.  6  in.  ceiling,  in  which  are  three  steel  cages. 
It  is  heated  by  a  coal*  stove.  The  room  is  furnished  with  a  toUet,  sta- 
tionary wash  basin,  and  electric  light.  It  was  found  in  good  condition  and 
has  been  newly  whitewashed  since   the  last  insi:>ectiou. 

Only  two  prisoners  were  locked  up  last  year.  A  few  others  were 
arrested,  but  their  cases  were  disposed  of  without  the  use  of  the  lockup 
A  good  many  lodgers  are  allowed  to  sleep  in  the  building  during  cold  weath 
er ;  the  number  varied  from  one  to  ten  almost  every  night ;  there  is  none  li 
the  summer.  No  lodgers  are  permitted  when  tJbere  Is  a  prisoner.  Then 
is  a  night  officer  who  gives  the  lockup  supervision. 


Respectfully  submitted, 

( Signed)     GEORGE  McLAUGHLIN, 

OJUef  Fnspectot 
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TOWN  LOCKUP— BAY  SHORE 

SUFFOLK   COUNTY 

Inspected  October  4,  191G.     John  Westerbeke,  supervisor,  Sayville. 

The  village  has  a  population  of  about  5,000  but  is  not  incorporated. 
The  lockup  belongs  to  the  town  of  Islip.  The  town  also  has  lockups  in  the 
villages  of  Isllp  and  Sayville. 

The  one  at  Bay  Shore  consists  of  a  one-story  frame  building  about 
12  ft.  X  18  ft.  sided  and  painted  on  the  outside,  and  celled  on  the  Inside. 
The  floor  Is  wood  In  good  condition.  There  are  six  barred  windows,  each 
about  18  X  36  inches.  The  heat  is  from  a  coal  stove.  There  is  an  electric 
light  just  outside  of  the  front  window.  There  are  two  good  vSteel  cages, 
open  on  the  top  and  on  all  sides  except  the  partition.  The  bars  are  one- 
half  inch  square  set  on  four  inch  centers.  Each  cage  has  two  steel  folding 
bunks  each  furnished  with  a  mattress  in  a  slip,  two  blankets  and  a  pillow 
In  a  slip.  The  bedding  was  all  apparently  nearly  new  and  was  clean. 
The  keeper  stated  that  the  bedding  was  washed  twice  a  month  and  the  lock- 
up cleaned  up  weekly.  He  has  been  janitor  for  about  four  months,  and 
said  that  In  winter  when  the  lockup  would  be  used  more  than  during  the 
Slimmer,  he  would  be  paid  for  cleaning  it  more  frequently. 

The  village  has  public  water  but  no  sewers.  There  is  no  water  in 
the  lockup. 

The  justice  stated  that  the  number  of  arrests  would  not  exceed  25  or 
30  a  year  and  that  most  of  those  arrested  were  held  In  the  lockup  over 
night.  The  jamtor  stated  that  there  was  a  prisoner  in  the  lockup  about  a 
month  ago  and  two  the  night  before  the  insi)eotion.  These  were  all  that 
had  been  locked  up  during  the  last  several  weeks. 

Since  the  last  inspection  In  December,  1914  the  lockup  lias  been  moved 
to  its  present  location  in  the  back  yard  of  the  janitor,  who  has  been  em- 
ployed to  take  care  of  it.  Formerly  it  was  located  on  the  premises  of  one 
of  the  constables,  who  acted  as  janitor  and  gave  it  supervision  at  night. 

About  six  weeks  ago  a  man  was  arrested  who  was  crazy  drunk.  He 
resisted  being  put  Into  the  lockup  and  broke  the  glass  In  two  of  the  win- 
dows, upset  the  stove  and  broke  it  before  the  oflBcers  could  lock  hun  In  the 
cell.    He  was  extremely  noisy  and  aroused  the  neighborhood. 

This  was  the  occasion  complained  of  In  the  complaint  of  Au^st  22nd, 
sent  to  the  State  Commission  of  Prisons.  The  complainant  lives  on  an- 
other street  some  400  feet  from  the  lockup.  Wihlle  this  street  is  a.  strictly 
residential  street,  the  one  on  which  the  lockup  is  situated  is  a  mixed  street 
of  residences  and  business  places  of  various  kinds.  The  complainant 
stated  that  she  did  not  see  the  Interior  of  the  lockup  and  characterized 
It  as  she  did  because  It  was  a  small  wooden  building,  a  "shack",  without 
water  for  drinking  or  washing  or  a  toilet.  She  said  that  upon  other 
recent  occasions  since,  she  had  been  disturbed  by  noisy  Inmates  of  the 
lockup.  These  disturbances  probably  did  not  come  from  the  lockup  but 
from  some  other  source,  as  according  to  the  statement  of  the  janitor  no 
one  has  been  in  the  lockup  since  the  occasion  mentioned  above,  until  the 
night  before  the  Inspection,  and  it  was  conceded  that  these  prisoners  were 
not  noisy. 

Two  or  three  neighbors  living  much  nearer  the  lockup  than  the  com- 
plainant stated  that  the  occasion  mentioned  wa.s  the  only  time  when  any 
inmate  had  disturbed  the  neighborhood,  and  the  janitor  and  justice  cor- 
roborated this  statement.  Neighbors  familiar  with  the  condition  of  the 
lockup  stated  that  the  complainant's  characterization  of  the  lockup  con- 
ditions was  a  gross  exaggeration. 

At   the  time   of   inspection   it   was   broom   clean,   but   had   not   been 
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scrubbed  or  hosed  out  in  some  time  and  tlie  iron  work  of  the  cages  needed 
painting. 

RECOM  MENDATIONS 

(1)  Two  other  villages  in  tMs  town,  Sayville  with  a  population  of 
3,200  and  Islip  with  a  population  of  about  2,500,  have  good  town  halls  with 
lockups  in  them.  Bay  Shore  has  a  population  of  over  5,000  and  many  more 
arrests  than  either  of  the  other  villages,  and  needs  such  a  building  quite 
as  much  as  either  of  them. 

(2)  This  lockup  should  have  water  installed  in  it,  a  sink  with  a 
faucet  anyway,  and  a  toilet  if  possible. 

(3)  It  should  have  supervision  at  night  when  occupied.  Besides  the 
arrests  of  25  to  30  a  year,  the  overseer  of  the  poor  stated  that  between  100 
and  150  lodgers  slept  in  the  lockup  last  winter.  No  one  of  the  constables 
lives  near  the  lockup  and  the  janitor  who  lives  on  the  premises  has  no  key 
to  the  lockup  and  is  not  charged  with  any  responsibility  for  its  super- 
vision at  night.  He  should  be  furnished  a  key  to  the  lockup  and  cages 
and  be  employed  to  give  it  supervision  when  occupied,  or  other  means 
should  be  provided  for  its  effective  supervision  on  account  of  the  danger 
from  fire. 

(4)  A  new  stove  should  be  provided,  the  broken  windows  repaired, 
the  floor  scrubbed  and  the  steel  work  cleaned  and  painted. 

(5)  As  the  lockup  is  light  and  dry,  and  sanitary  with  the  improve- 
ments above  mentioned,  its  location  is  a  matter  to  be  determined  by  the 
town  board. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TOWN  LOCKUP— BELLPORT 

SUFFOLK   COUNTY 

Inspected  October  7,  1916.  Riley  P.  Howell,  supervisor,  P.  O.  Patcho- 
^e;  E.  M.  Price,  resident  justice;  A.  H.  Bumstead,  deputy  sheriff  and 
chief  of  police. 

The  population  of  the  village  of  Bellport  is  about  500. 

Since  the  last  inspection  the  village  has  been  Incorporated.  The  lockup 
still  remains  in  the  same  place,  about  a  half  mile  from  the  village  proper 
but  within  the  corporate  limits.  The  lockup  belongs  to  the  town  of  Brook- 
haven  and  is  a  small  detached  one^tory  wooden  building,  located  in  a 
lonely  place  at  the  edge  of  a  large  woods,  about  half  way  between  the  Bell- 
port  station  of  the  Long  Island  railroad  and  the  village  of  Bellport.  It 
has  a  concrete  floor  and  double  door,  one  of  bars  and  one  of  wood.  Tlie 
room  contains  one  window,  also  a  sink  and  pump.  It  is  used  so  little  that 
It  is  hard  to  keep  the  pump  in  working  order,  but  on  the  day  of  inspection 
the  officer  was  able  to  pump  some  water  from  It. 

There  are  two  steel  cages,  open  on  all  sides  except  the  partition,  made 
of  flat  bars  li,^  in.  wide,  set  on  6  in.  centers  both  ways.  Each  cell  has 
two  steel  bunks  furnished  with  a  good  supply  of  bedding  in  excellent  con- 
dition.   Night  buckets  are  used. 

The  entire  lockup  was  clean  and  Is  now  receiving  good  care.  The 
number  of  arrests  averages  about  fifty  a  year.  Of  this  number  about 
thirty  of  these  are  locked  up  and  about  half  held  ell  night.  There  \m 
occasionally  a  lodger,  but  he  is  locked  up  and  taken  to  court  in  the  morning. 

BEC0MMENDATI0N8 

(1)  The  lockup  should  have  superWslon  at  night  when  occupied  by 
A  prisoner,  on  account  of  the  danger  by  fire. 
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(2) .  The  lockup  is  already  within  the  limits  of  the  village,  but  should 
be  removed  tx)  some  more  convenient  place.  The  rescue  of  a  prisoner  from 
this  lockup  as  now  located  could  be  easily  accomplished  bj  confederates; 
even  a  single  officer  could  not  stop  it. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TOWN  LOCKUP— BRIDGEHAMPTON 

SUFFOLK   COUNTY 

Inspected  October  6,  1916.  Charles  Redfield,  supervisor;  P.  O.  West 
Hampton;  Charles  Humblet,  resident  justice;  Carl  Mulligna,  chief  of 
police. 

The  population  of  the  village  of  Bridgehampton  is  about  1,200. 

This  lockup  belongs  to  the  town  of  Southhampton,  but  is  used  prin- 
cipally by  the  village  of  Bridgehampton.  It  consists  of  a  one-story  con- 
crete building,  10  ft.  x  12  ft.,  supposed  to  be  fireproof.  It  has  a  concrete 
floor  and  roof;  is  heated  by  a  coal  stove;  and  has  two  outside  windows, 
each  18  In.  x  30  In.  It  is  without  water  and  electric  lights,  although  the 
village  has  both.  The  village  has  no  sewers  and  the  owner  of  the  land  on 
which  the  lockup  stands  will  not  consent  to  a  cessi)ool  upon  the  premises, 
80  that  a  toUet  is  not  feasible,  but  there  should  be  not  only  an  electric 
light  in  the  lockup  but  also  one  on  the  outside,  as  it  is  situated  in  a  lonely 
place  and  it  is  unreasonable  to  expect  an  officer  to  take  a  criminal  to 
this  lockup  in  the  dark,  unlock  the  door,  and  at  the  same  time  retain  the 
custody  of  his  prisoner. 

The  number  of  arrests  averages  about  twenty-five  a  year,  most  of 
whom  are  held  over  night.    No  lodgers  are  cared  for. 

BECOM  MENDATION  S 

(1)  Install  an  electric  light  in  the  lockup  and  one  near  the  entrance 
door  on  the  outside. 

(2)  Install  water  in  the  lockup. 

(3)  Repair  the  present  stove  or  replace  It  with  a  new  one. 

(4)  The  roof  leaks  and  makes  the  lockup  very  damp.  This  should 
be  remedied. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

OlUef  Inspector. 


TOWN  LOCKUP— CENTRAL  I  SLIP 

SUFFOLK   COUNTY 

Inspected  October  12,  1916.  John  Westerbeke,  supervisor,  P.  O.  Say- 
vllle;  Piatt  R.  Hubbs,  resident  justice;  John  J.  Swarts,  town  constable 
and  keeper. 

This  lockup  consists  of  a  one-story  wooden  building  located  on  the 
premises  of  the  constable.  It  is  sided  and  painted  on  the  exterior  and 
ceiled  with  hard  pine  on  the  interior.  The  village  is  without  public  water 
and  sewers  and  there  is  no  water  in  the  lockup.  It  contains  two  wlndowti 
and  there  is  a  large  sash  in  the  outer  door.    There  is  also  a  solid  door. 

There  is  one  steel  cage,  made  of  flat  bars  set  well  apart ;  it  contains  two 
folding  bunks,  each  furnished  with  a  straw  bed,  blanket,  and  pillow ;  tlie 
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straw  is  changed  frequently  and  the  blankets  aired  quite  often.  The 
heat  is  from  a  coal  stove. 

The  lockup  and  bedding  were  clean  and  in  good  condition.  The 
officer  lives  on  the  premises  and  gives  the  lockup  supervision  at  night. 
When  an  intoxicated  person  is  detained  he  stays  at  the  lockup  which  is 
very  little  used. 

There  were  quite  a  few  arrests  in  the  village  during  the  past  year, 
but  only  one  person  was  detained  in  the  lockup;  he  was  held  over  night. 
Tliere  has  been  no  woman  inmate  in  two  years.  In  case  a  woman  is  ar- 
rested and  held,  if  the  lockup  is  occupied  by  a  man,  she  is  given  a  room  in 
the  constable's  house.     No  lodgers  are  oared  for. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TOWN  LOCKUP— EAST  HAMPTON 

SUFFOLK   COUNTY 

Inspected  October  6,  1916.  Nathan  N.  Tiffany,  supervisor;  Edward 
C.  Morford.  chief  of  police. 

The  population  of  the  village  is  about  1,800,  and  that  of  the  town 
about  6,000. 

The  lockup  is  a  one-story  detached  brick  building  containing  a  single 
room  10  ft.  X  14  ft.,  with  a  concrete  floor,  electric  lights,  metal  roof  and 
ceiling,  coal  stove,  and  running  water.  The  daylight  is  from  two  windows, 
each  18  in.  x  24  in. 

There  are  two  steel  cells  with  open  fronts  made  of  square  bars  set 
on  4  in.  centers.  Each  cell  contains  two  canvas  hammocks  and  a  supply 
of  bedding  in  excellent  condition. 

The  lockup  was  clean,  showing  good  care. 

The  number  of  arrests  averages  about  fifty  a  year,  most  of  whom  are 
held  over  night.  The  Chief  stated  that  there  were  about  forty  lodgers  last 
season.  They  are  not  arrested  or  locked  in.  Prisoners  are  fed  if  in  custody 
at  meal  time. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TOWN  LOCKUP— EAST  MORICHES 

SUFFOLK   COUNTY 

Riley  B.   Howell,  supervisor;   P.   O.   Patchogue. 

On  October  6,  1916,  I  conferred  with  the  above  named  supervisor  in 
relation  to  lockup  conditions  at  East  and  Center  Moriches  In  his  town, 
and  was  Informed  by  him  that  a  lockup  is  not  now  maintained  at  either 
place;  that  after  my  last  report  was  received  tlie  use  of  the  lockup  at 
East  Moriches  was  discontinued ;  that  in  order  to  preserve  the  cells  it 
was  moved  onto  a  vacant  lot  in  the  coimtry  in  the  general  vicinity  of 
Center  Moriches,  but  has  not  been  and  will  not  be  used ;  that  the  prlsonera 
arc  either  taken  to  Patchogue  or  by  automobiUe  to  the  county  jail  at  River- 
head,  and  that  a  proposition  will  be  submitted  to  the  voters  at  the  next 
town  meeting  for  an  appropriation  to  build  a  new  lockup  at  Center 
Moriches.  Plans  for  a  new  lockup  should  be  submitted  to  the  S.tate  Com- 
mission of  Prisons  for  approval  as  required  by  law. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN. 

Chief  Inspector. 
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TOWN  LOCKUP— HUNTINGTON 

SUFFOLK   COUNTY 

Inspected  October  10,  1916.  Edgar  A.  Lewis,  supervisor;  A.  W.  Biggs, 
chief  of  i>olice;  George  C.  Henderson,  resident  justice. 

Tlie  population  of  the  town  is  about  12,000  and  of  the  village,  which 
is  not  incorporated,  alwut  5,500. 

The  lockup  is  located  in  the  town  hall,  a  brick  building  supposed  to 
be  fireproof.  It  occupies  four  rooms  and  was  fully  described  in  my  re- 
port of  November  19,  1914.  It  is  still  in  the  same  condition  except  that 
a  toilet  and  wash  basin  have  been  installed  in  the  detention  room  used  for 
women  prisoners,  as  recommended  in  my  report.  An  electric  light  has 
also  been  placed  in  the  ceiling  of  this  room. 

The  number  of  arrests  continues  to  average  about  one  a  week,  and 
five  or  six  women  in  a  year.  Prisoners  are  fed  if  in  custody  at  meal  time. 
No  lodgers  are  cared  for.  All  tramps  applying  for  lodging  are  arrested 
and  taken  to  court. 

This  Is  a  very  good  lockup  except  that  one  of  the  rooms  is  deficient 
in  sunlight.    It  was  clean,  showing  good  care  by  the  janitor. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TOWN  LOCKUP— I  SLIP 

SUFFOLK   COUNTY 

Inspected  October  4,  1916.  John  Westerbeke,  supervisor,  P.  O.  Say- 
vllle;  F.  Smith  Wright,  resident  justice. 

The  population  of  the  village  of  Islip  is  about  2,300. 

This  lockup,  which  was  fully  described  in  my  rei)ort  of  December  12, 
1914,  remains  in  practically  the  same  condition.  It  consists  of  a  large 
room  on  the  first  floor  of  the  town  hall,  a  two-story  brick  building.  This 
room  contains  four  windows  and  a  transom  over  the  outside  door.  It  has 
a  concrete  floor,  gas  light,  toilet  with  tank  flush,  sink  with  running  water, 
steam  heat,  and  metal  ceiling. 

There  are  two  steel  cages  open  on  all  sides  except  the  partition.  They 
are  made  of  1%  inch  flat  bars  set  on  5%  inch  centers,  with  metal  floors. 
Each  cell  contains  tv^'o  folding  bunks,  each  with  a  mattress,  blankets,  end 
pillow  with  slip,  all  in  good  condition. 

The  lockup  is  satisfactory  throughout  except  that  the  cages  need 
painting.    It  is  cared  for  by  the  janitor  of  the  building. 

I  was  informed  that  the  number  of  arrests  is  aJbout  six  or  seven  a 
year,  most  of  whom  are  held  over  night.  This  number  is  less  than  has 
heretofore  been  reported.  No  lodgers  have  been  taken  care  of  during  the 
past  year. 

Respectfully  submitted, 

(Signed)     GEORGE  Mcl!*AUGHLIN, 

Chief  Inspector. 


TOWN  LOCKUP— LINDENHURST 

SUFFOLK   COUNTY 

Inspected  April  15,  1916.     Frederick   Sheide,  supervisor;   Charles  W. 
Wild,  deputy  sheriff;  C.  W.  Irmlsth,  resident  justice. 
The  population  of  Lindenhurst  is  about  1,700. 
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The  lockup  is  the  property  of  the  town  of  Babylon,  but  is  used  princi- 
pally by  the  village  of  Lindenhurst.  It  consists  of  a  one-story  detached 
brick  building  with  a  wooden  roof,  concrete  floor,  and  electric  lights.  It 
is  heated  with  a  coal  stove,  and  contains  two  steel  cells  with  open  tops 
and  doors  and  the  rest  solid.  The  cells  have  metal  floors.  There  is  a 
wooden  bunk  w^ith  some  bedding  in  fair  condition  in  each  cell.  Night 
buckets  are  used.  The  toilet  and  stationary  wash  basin  in  the  room  out- 
side of  the  cells  were  in  good  condition. 

The  lockup  was  clean,  showing  good  care.  It  is  little  uaed.  There 
was  no  prisoner  placed  in  it  last  year.  A  few  lodgers  were  housed,  not 
over  ten  during  the  winter,  I  was  informed  by  the  deputy  sheriff.  When 
occupied  by  lodgers  the  door  is  not  locked.  It  has  no  supervision  after 
11  o'clock  at  night.  As  it  has  a  wooden  roof  and  is  surrounded  by  wooden 
buildings,  either  there  should  be  supervision  when  a  prisoner  is  detained 
or  the  roof  should  be  made  fireproof.  The  only  protection  now  for  a  pris- 
oner is  the  fact  that  the  key  to  the  lockup  is  left  with  a  nearby  resident 
with  the  exi)ectation  that  in  case  of  fire  he  will  release  the  prisoner. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLTN, 

Chief  Inspector. 


TOWN  LOCKUP— -MATTITUCK 

SUFFOLK   COUNTY 

Inspected  October  12,  1916.  David  Tuttle,  supervisor,  P.  O.  Greenport; 
Edward  Galllger,  constable  and  village  police. 

This  lockup  is  owned  by  the  town  of  Southhold,  but  is  used  prin- 
cipally by  the  village  of  Mattituck  which  has  a  population  of  about  1,500 
but  is  not  incorporated.    It  has  neither  public  water  nor  sewers. 

The  lockup,  which  was  formerly  about  a  half  mile  out  in  the  country 
in  a  lonely  place,  has  been  moved  into  the  village  and  placed  dn  an  unoc- 
cupied lot  in  the  rear  of  some  buildings  and  about  100  feet  from  any  other 
structure.  It  is  a  one-story,  well  constructed,  frame  building,  sided  and 
painted  on  the  outside  and  ceiled  throughout  in  the  interior  with  matched 
hard  pine.    There  are  two  good  sized  windows  with  wooden  shutters. 

There  are  two  wooden  cells,  each  5  ft.  6  in.  x  6  ft.  6  in.  x  7  ft.  6  in. 
high.  Each  cell  has  been  provided  with  an  iron  cot  with  woven  wire 
springs,  mattress  and  blankets,  all  in  good  condition.  The  heat  is  from  a 
coal  stove  In  front  of  the  cells  and  the  light  is  from  a  kerosene  bracket 
lamp. 

There  were  four  arrests  last  year,  I  was  informed  by  the  officers. 
Two  were  placed  in  the  lockup  and  one  was  held  over  night.  When  a 
prisoner  is  detained  over  night  the  officer  remains  in  the  lockup. 

This  lockup  is  light,  dry  and  warm,  and  while  it  is  somewhat  an- 
tiquated, it  seems  to  meet  the  needs  of  this  village  considering  the  very 
little  use  there  is  for  a  lockup  at  this  place.  The  building  is  In  good 
condition  except  it  needs  a  new  roof. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN. 

Chief  Inspector. 


VILLAGE  LOCKUP— NORTHPORT 

SUFFOLK   COUNTY 

Inspected  October  10,  1916.    Samuel  Robbins,  village  president;  Charlei 
J.  Hanger,  chief  of  police. 
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Northport  has  a  population  of  about  2,600. 

The  lockup  consists  of  a  one-story  concrete  block  addition  to  the 
^lllage  fire  house.  There  is  one  large  room  containing  one  window,  con- 
crete floor,  metal  ceiling,  coal  stove,  sink  with  running  water,  and  elec- 
tric lights. 

There  are  three  steel  cages,  open  on  all  sides  and  the  top.  The  i>arti- 
tion  is  solid.  Each  cage  has  two  folding  bunks  with  bedding  in  good  con- 
dition. There  is  no  toilet  in  the  lockup.  The  village  does  not  have  public 
sewers,  but  cesspools  are  used  Evidently  one  was  constructed  for  the 
fire  house,  as  it  contains  two  toilets,  one  of  which  is  close  to  the  partition 
between  the  hose  room  and  the  lockup ;  so  it  would  be  a  simple  matter  to 
put  a  toilet  in  the  lockup. 

The  lockup  also  lacks  a  separate  place  of  detention  for  women.  Oc- 
casionally a  woman  is  kept  in  one  of  the  cells  when  one  of  the  other  cells 
in  the  same  room  is  occupied  by  a  man.  This  is  illegal  and  should  not  be 
tolerated.  A  small  addition  could  be  built  on  to  contain  a  small  room  for 
women,  to  be  furnished  with  an  iron  cot,  stove,  toilet  and  lavatory.  A 
cell  would  not  be  necessary  and  tlie  expense  would  be  small. 

This  is  a  comi>aratively  new  lockup  and  a  very  good  one,  but  lacks 
completeness.  It  is  likely  to  be  in  use  for  many  years  and  should  be 
completed  and  modernized  by  the  installation  of  a  toilet  and  the  addition  of 
a  room  for  women. 

There  are  about  twenty-five  prisoners  a  year,  most  of  whom  are  kept 
in  the  lockup  all  night  They  are  fed  if  in  custody  at  meal  time.  There 
are  seldom  any  lodgers,  only  two  last  winter. 

The  lockup  is  taken  care  of  by  the  village  police  and  was  clean  and 
evidently  is  proi)erly  looked  after. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TOWN    LOCKUP— PATCHOGUE 

SUFFOLK    COUNTY 

Inspected  October  5,  1916.  Riley  B.  Howell,  supervisor;  J.  Robert 
Bailey,  \^lage  president;  William  Valentine,  chief  of  police. 

The  population  of  the  village  is  estimated  at  5,000;  the  population 
of  the  school  district  in  which  the  lockup  is  located  is  about  10,000. 

This  lockup  belongs  to  the  town  of  Brookhaven  but  is  used  jointly  by 
both  town  and  village.  It  is  fully  described  in  my  report  of  December  8, 
1914,  and  remains  in  practically  the  same  condition* except  that  the  toilet  in 
the  men's  department  and  the  lock  on  the  door  of  the  women's  room  have 
been  repaired  as  recommended. 

The  heat  is  from  a  coal  stove  in  each  room.  The  wash  basin  and 
toilet  are  in  the  corridor,  but  I  was  informed  that  prisoners  are  seldom 
locked  in  the  cells  and  are  usually  allowed  the  rim  of  the  corridor.  There 
is  an  officer  on  duty  at  night  and  a  night  watchman  is  employed  by  th« 
business  men  of  the  village.  They  give  the  lockup  supervision  when  occu- 
pied. 

This  lockup  consists  of  a  brick  building  with  metal  roof,  but  the  ceil- 
ing inside  is  wood.  It  is  recommended  that  a  metal  ceiling  be  installed 
to  make  it  entirely  fireproof.  Recently  a  i«-isoner  set  fire  to  the  bedding 
in  his  cell  which  resulted  in  the  destruction  of  the  mattress  and  blankets 
which  have  not  been  replaced. 

The  number  of  arrests  averages  about  four  a  month,  most  of  whwn 
are  held  over  night.  Women  are  seldom  arrested,  only  six  in  the  last  two 
years,  I  was  informed.  Very  few  lodgers  were  housed  during  the  past 
jear,  not  over  one  a  month  I  was  told.    Prisoners  are  fed  if  in  custody  at 
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meal  time. 

The  lockup  was  clean  throughout,  showing  good  care. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TOWN  LOCKUP— PORT  JEFFERSON 

SUFFOLK   COUNTY 

Inspected  October  10,  1916.  Riley  B.  Howell,  supervisor,  P.  O.  Patoh- 
ogue;  Jacob  S.  Brewer,  resident  justice. 

This  lockup  belongs  to  the  town  of  Brookhaven,  but  is  used  principally 
by  the  village  of  Port  Jefferson,  which  has  a  population  of  about  2,000. 

It  consists  of  a  one-story  detached  concrete  building  with  two  rooms, 
one  for  men  and  one  for  women.  Since  the  last  inspection  in  December, 
1914,  a  toilet  and  a  stationary  wash  basin  have  been  installed  in  each  room, 
a  stove  has  been  provided  for  the  women's  room,  and  the  electric  lights 
in  both  rooms  have  been  repaired.  These  improvements  were  made  in  pur- 
suance of  the  recommendations  contained  in  my  last  report.  This  com- 
pletes the  lockup,  which  is  now  very  satisfactory,  except  that  at  the  time 
ijf  inspection  it  presented  a  neglected  appearance  and  needed  cleaning.  The 
bedding  on  the  bunks  was  in  good  condition,  but  the  floor  was  dirty  and 
badly  littered.  The  former  official  in  charge  of  it  had  neglected  it,  but  it 
had  just  been  put  in  the  care  of  another  oflBcer  who  advised  me  that  he 
expected  to  clean  it  up  at  once  and  give  it  proper  care. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— SAG  HARBOR 

SUFFOLK   COUNTY 

Insi>ected  October  G,  1916.  Casper  Schafer,  village  president ;  George 
Higgins,  chief  of  police. 

The  population  of  tlie  village  is  about  3,400. 

Sag  Harbor  has  constructed  a  new  lockup  which  has  not  yet  been  oc- 
cupied. It  consists  of  a  detached  one-story  brick  building  with  two  depart- 
ments. The  room  for  men  is  about  14  ft.  x  15  ft.  and  contains  three  barred 
windows,  each  2  ft.  2  in.  x  3  ft.  2  in.,  two  in  front  of  the  cells  and  one  in  the 
rear.     They  are  glazed  with  wire  glass. 

This  room  containv«  two  new  steel  cells,  each  6  ft.  x  7  ft.  x  7  ft.  high, 
with  open  fronts  and  tops  made  of  round  bars  set  on  4-inch  centers. 
The  bunks  and  the  plumbing  have  not  been  installed.  Each  cell  is  to  have 
one  folding  bmik,  a  toilet,  and  lavatory.  There  is  a  room  for  women, 
6  ft.  X  15  ft.,  with  two  windows  the  same  size  as  those  in  the  men's  room. 
This  room  is  to  be  equipiied  with  a  cot  l>ed.  a  toilet,  and  lavatory,  which 
have  not  yet  been  installed.  Each  room  is  to  l>e  heated  by  a  coal  stove. 
Both  r(X>ms  have  been  wired  for  electric  lights  but  they  have  not  yot  been 
installed.  A  gratp<l  d(x)r  has  l>een  i)laced  between  the  corridor  of  the  men's 
room  and  the  women's  room.  I  advised  the  chief  of  i>olic*e  and  the 
president  of  the  village  that  this  was  a  mistake:  that  this  must  be  a  solid 
door.  The  president  promise<l  to  see  that  this  was  done.  The  outside 
door,  the  window  casings,  frnmes  and  snshes  are  metJil.  It  is  intended 
that   this  lockuj)  shall   be  absolutely  tirei>roof. 

There  have  Ixmmj  few  arrests  in  this  village  during  tlte  past  .vear 
not  more  than   ten   I   was  infonned.  mo^t  of  whom  were  held  over  night 
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among  them  one  woman.    Lodgers  are  seldom  cared  for.    There  were  not 
more  than  five  or  six  during  the  past  year  I  was  informed. 

The  work  of  completing  the  lockup  has  been  delayed  by  the  non- 
arrival  of  the  plumbing,  which  was  ordered  some  time  ago  and  shipped 
but  has  not  been  received.  Both  the  president  of  the  village  and  the  con- 
tractor stated  that  it  would  be  installed  at  once  upon  arrival.  When  com- 
pleted, this  will  be  a  very  creditable  lockup. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TOWN  LOCKUP— SAYVILLE 

SUFFOLK   COUNTY 

Inspected  October  4.  1916.  John  Westerbeke,  supervisor ;  Daniel  D. 
White,  resident  justice. 

The  village  of  Sayville  has  a  population  of  about  3.200. 

The  lockup  belongs  to  the  town  of  Islip  and  is  located  in  a  room  on 
the  first  floor  of  the  Sayville  town  court  house,  which  is  a  two-story  fire- 
proof building.  There  are  two  large  barred  outride  windows  with  lower 
sash  of  non-transparent  glass.  Since  the  last  inspection  a  hot  air  heating 
plant  has  been  installed  in  the  basement  and  the  lockup  is  now  heated 
with  this  plant.  A  toilet  and  stationary  wash  basin  have  been  installed  in 
a  small  room  directly  off  the  hallway  to  the  lockup.  Electric  lights  have 
also  been  installed. 

There  are  t^vo  steel  cages  open  on  all  sides  and  the  top.  each  fur- 
nished with  two  steel  bunks  and  a  supply  of  bedding  in  excellent  condition. 
The  lockup  was  clean,  showing  excellent  care. 

I  was  informed  that  the  number  of  arrests  does  not  exceed  ten  a  year, 
most  of  whom  are  held  over  night.  A  few  lodgers  are  care  for,  not  over 
ten  last  winter  I  was  informed. 

RECOMMENDATIONS 

Now  that  the  lockup  has  heat,  a  toilet  and  wash  basin  should  be  in- 
stalled in  at  least  one  of  the  cages.  While  it  helps  a  little  to  have  water 
in  the  building,  on  the  same  floor,  yet,  unless  these  improvements  are 
accessible  to  the  prisoners  they  are  not  of  much  use. 

Respectfully  submitted, 

( Signed)     GEORGE  McLAUGHLIN. 

Chief  Inspector. 


VILLAGE  LOCKUP— SOUTHAMPTON 

SUFFOLK   COUNTY 

Inspected  October  5.  1916.  C.  Elmer  Smith,  village  president:  Henry 
House,  chief  of  police. 

The  ordinary  population  of  the  village  is  about  2,500.  It  is  a  summer 
resort  and  during  the  season  the  population  is  nearly  doubled. 

Formerly,  there  was  a  town  lockup  in  the  suburbs  of  this  village  and 
a  village  lockup  in  the  basement  of  the  municipal  building  consisting  of 
one  cell.  Since  the  last  inspection  the  town  lockup  has  beeen  abandoned 
and  its  two  cages  have  been  transferred  to  the  basement  of  the  municipal 
building.  The  post  oflBce  is  on  the  first  floor  of  the  building:  and  i>olice 
headquarters  on  the  second  floor. 
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The  lockup  room  has  a  concrete  floor  and  electric  lights,  and  is 
wanned  by  the  general  heating  plant  of  the  building,  which  has  been 
screened  off  from  the  cell  room  by  a  heavy  wire  screen.  There  is  a  sepa- 
rate outside  entrance  from  the  rear.  The  basement  is  about  half  above 
grade. 

There  is  a  toilet  and  stationary  wash  basin  in  a  small  room  adjacent, 
containing  an  outside  window.  The  placing  of  the  new  cells  and  the  erec- 
tion of  an  additional  partition  in  the  basement  have  rendered  the  lockup  prac- 
tically an  inside  room  and  shut  it  off  from  the  windows  mentioned  in  my  form- 
er report.  These  windows  now  open  into  the  coal  room  and  the  room  oc- 
cupied by  the  furnace,  leaving  the  cell  room  without  sunlight,  and  as  now 
arranged,  in  my  judgment  it  will  be  damp  in  the  summer  when  there  is  no 
heat  in  the  furnace.  The  changes  were  made  without  submitting  plans  to 
the  State  Commission  of  Prisons  as  required  by  law. 

The  two  additional  cells  have  open  fronts  and  tops  of  square  bars  set 
on  4  in.  centers.  The  other  cage  consists  of  flat  bars  ll^  inches  wide,  set 
on  5  inch  centers  and  is  open  on  all  sides.  All  the  cages  have  been  recent- 
ly painted.    Bach  of  the  three  has  a  bunk  with  a  mattress  in  good  condition. 

The  chief  of  police  stated  that  the  number  of  arrests  does  not  exceed 
twenty-five  a  year,  most  of  whom  are  held  in  the  lockup  all  night. 

There  were  about  fifteen  lodgers  last  winter. 

Respectfully  submitted, 

(Signed)     GEORGIE  MCLAUGHLIN, 

Chief    Inspector. 


SULLIVAN  COUNTY 

VILLAGE  LOCKUP— LIBERTY 

Inspected  September  13,  1916.  Charles  Crawford,  village  president; 
George  Ackerly,  chief  of  police.    The  population  of  Liberty  is  about  2,500. 

The  lockup  consists  of  a  room  in  the  rear  section  of  the  village  hall. 
The  room  is  about  10  ft.  x  14  ft.  in  size,  with  lath  and  plaster  walls  and 
ceiling,  wood  floor  and  one  large  outside  window,  and  contains  two  good 
steel  cells  5  ft.  x  7  ft.  with  open  fronts  and  rears  made  of  square  bars  set 
on  4-lnch  centers.  There  is  one  bunk  in  each  cell  with  some  bedding.  The 
ventilation  is  by  the  window  and  door,  and  the  room  has  an  electric  light. 

The  number  of  arrests  in  this  village  usually  average  about  fifty  a 
year,  but  the  past  year  the  number  was  less.  About  fifteen  or  twenty 
lodgers  were  eared  for  during  the  past  season.  They  are  not  arrested  or 
taken  to  court.  A  night  officer  Is  employed  who  gives  the  lockup  super- 
vision. 

CRITICISMS   AND  RECOMMENDATIONS 

(1)  The  lockup  is  light  and  dry,  but  presented  a  somewhat  neglected 
api)earaiice.  It  should  be  scrubbed  out  and  thereafter  frequently  swept 
and  dusted. 

(2)  It  should  be  provided  with  a  toilet  and  water  for  washing  and 
drinking  purposes.  The  village  has  public  water  and  sewers  €md  there  is 
water  on  the  upper  floor  of  this  building,  so  it  would  not  be  a  serious  mat- 
ter to  put  these  modern  equipments  in  the  lockup. 


Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chdef  Inspector,     j 
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TIOGA  COUNTY 

VILLAGE  LOCKUP— OWEGO 

Inspected  July  24,  1916.  Tlie  village  of  Owego  had  a  population  of 
44570  In  1915. 

The  village  uses  a  room  in  the  basement  of  the  county  jail  for  lockup 
purposes*.  It  is  equipped  with  four  steel  cells  with  latticed  bars  whicli 
were  a  T>art  of  the  old  county  jail  equipment.  The  cells  are  without  sani- 
tary facilities,  but  there  is  a  toilet  in  one  c-omer  of  the  room  to  which  pris- 
oners have  access.  There  are  three  windows  and  the  floor  is  cement.  The 
room  is  lighted  by  electricity  and  heated  by  steam.  It  has  a  separate 
entrance  to  which  officers  have  access  without  diJBturbing  the  sheriff.  Com- 
paratively few  arrests  are  made  and  the  lockup  is  used  but  little.  It  ia 
cared  for  by  inmates  of  the  county  jail  and  was  clean. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN, 

Secretary. 


VILLAGE  LOCKUP— WAVERLY 

TIOGA    COUNTY 

Inspected  July  24,  1916.  Frank  Howard,  village  president;  C.  E. 
Cridle.  chief  of  police. 

The  village  of  Waverly  had  a  population  in  1915  of  5,119. 

The  lockup  occupies  the  rear  of  the  basement  of  a  three-story  brick 
building  which  is  above  grade.  The  male  prisoners  are  detained  in  a 
room  with  two  ^\indows  and  an  outside  door,  cement  floor,  hot  water  heat, 
and  electric  lights.  There  are  four  cells  open  on  all  sides,  with  steel  floor 
and  two  bunks  in  each.  Two  of  the  c-ells  have  lavatories  but  no  toilets. 
The  others  have  neither  toilet  nor  lavatory.  Buckets  are  used.  There  is 
a  closet  in  one  comer  of  the  room. 

A  cell  for  the  detention  of  women  is  located  in  another  part  of  the  base- 
ment. It  contains  two  bunks,  blanket  and  bucket.  If  male  prisoners  are  taken 
throuirh  the  basement  from  police  headquarters  on  the  floor  above  they 
have  to  pass  the  women's  cell.  A  curtain  has  been  provided  which  can  be 
drawn  across  one  side  and  end  of  the  cell  which  shuts  off  light  and  venti- 
lation. There  is  a  barre<l  door  l>etween  the  cell  room  for  males  and  the 
portion  of  the  basement  in  which  the  women's  cell  is  located  and  a  pris- 
oner in  one  of  the  cells  in  the  men's  department  can  look  into  one  end  of 
the  women's  cells,  even  when  the  curtains  are  drawn.  No  matron  is  em- 
ployed and  women  arrested  are  cared  for  by  the  male  officers.  The  im- 
propriety of  this  and  the  location  of  the  cell  has  been  pointed  out  in  pre- 
vious reports  but  conditions  have  not  been  remedied.  The  records  of  the 
T'Olice  show  that  several  females,  both  adults  and  minors,  are  arrested  in 
the  village.  The  chief  of  police  was  not  at  headquarters  at  the  time  of  In- 
spection and  I  was  unable  to  get  the  number  for  the  past  year. 

Conditions  in  this  lockup  should  no  longer  be  tolerated  and  I  rec- 
ommend that  unless  the  village  authorities  take  steps  within  a  reasonable 
time  to  provide  an  adequate  and  sanitary  place  of  detention  they  be  cited 
to  show  cause  why  the  lockup  should  not  be  closed  under  the  jprovisions 
of  Chapter  379  of  the  Laws  of  1914. 

Reei)ectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN, 

Secret  aru. 
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TOMPKINS  COUNTY 

CITY  JAIL— ITHACA 

Inspected  November  2,  1916.  Fred  Bates,  mayor;  WUllam  Marshall, 
chief  of  police,  assisted  by  a  captain,  a  detective  sergeant,  and  seven  patrol- 
men. 

The  resident  population  of  Ithaca  is  about  18,000,  and  there  are  usually 
between  5,000  and  6,000  students  at  the  college. 

I  was  informed  by  the  police  that  the  number  of  arrests  averages  from 
one  to  fifteen  a  day,  most  of  whom  are  held  over  night.  There  is  no  Simday 
court.  The  total  number  of  arrests  for  1915  was  598  males,  19  females, 
and  11  juveniles.  There  is  no  separate  place  for  either  females  or  juveniles 
and  they  are  taken  to  the  county  jail  in  the  city. 

The  jail  was  clean,  showing  good  care.  The  police  keep  a  record  of 
all  prisoners  and  lodgers  as  recommended  in  a  report  of  Commissioner 
Wade  dated  June  13,  1914 ;  otherwise  the  jail  section  of  the  station  house 
remains  in  the  same  condition  as  at  the  time  of  my  last  inspection  February 
11,  1915. 

This  jail  has  been  criticized  for  the  past  several  years  by  the  State 
Commission  of  Prisons  as  lacking  in  ventilation  and  sunlight  and  inade- 
quate for  proi>erly  caring  for  the  prisoners  of  the  city  of  Ithaca,  and  yet 
practically  nothing  has  been  done  by  the  city  to  relieve  the  situation  ex- 
cept to  add  an  outside  room  connecting  with  the  inside  room  containing  the 
cells.  This  room  has  never  been  furnished  and  practically  adds  nothing 
to  the  facilities  of  the  jaU. 

The  report  of  Inspector  Young  dated  April  28,  1910.  contains  the 
following : 

"This  station  Is  entirely  inadequate  for  the  needs  of  this  city. 
Instead  of  two  cells  there  should  be  a  dozen.  There  are  frequently 
as  high  as  twenty  detained  at  one  time  with  no  place  to  sit  or  lie 
down  except  the  four  steel  cell  bunks  and  cement  floor.  Persons 
charged  with  serious  offenses,  drunks,  and  at  times  unruly  college 
students,  minors  and  adults  are  crowded  into  this  poorly  ventilated 
room.  It  would  be  well  for  the  authorities  responsible  for  these 
conditions  to  consider  that  they  have  no  right  to  inflict  punish- 
ment on  any  one  who  has  not  been  proven  guilty  or  even  formally 
charged  with  an  offense." 

Another  report  of  Inspector  Young  dated  November  22,  1911,  contatna 
the  following: 

''The  most  objectionable  feature  in  connection  with  this  jail  is 
the  lack  of  proper  means  for  the  separation  of  various  classes  of 
inmates.  It  is  the  testimony  of  the  policf^  that  as  high  as  twenty- 
five  have  been  detained  at  one  time  in  this  poorly  ventilated  room. 
Because  a  person  is  held  on  suspicion  of  the  police  and  not  even 
formally  charged  with  crime  is  not  sufficient  reason  why  he  should 
be  herded  in  with  tramps  and  drunks,  often  the  lowest  dregs  of 
humanity,  for  even  one  night.  Many  of  our  small  villages  ha\e 
much  more  adequate  facillities  than  the  above  described." 

The  report  of  Insi)ector  Roosa  dated  September  26.  1913,  after  citing 
the  above  quotation  from  the  report  of  November  22,  1911,  contains  the 
following : 

"Since  that  time  a  room  14  feet  long  and  10  feet  wide  and  10 
f(vt  his^h  has  been  added.  This  has  four  windows.  It  was  entirely 
empty.  I  was  told  that  it  was  intended  to  place  a  couple  of  cage'< 
hero.'  Just  what  the  intention  was  in  building  this  building  I  was 
unable  to  ascertain.  Plans  were  not  submitted  to  this  Commission 
as  required  by  law.  This  is  simply  a  continuation  of  the  old  jail 
and  does  not  aid  In  the  matter  of  separation  or  classification." 
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The  report  of  Commissioner  Wade  dated  June  13,  1914,  contains  the 
following : 

"The  Ithaoa  city  jail  is  iaadequate  for  a  city  containing  the 
population  of  Ithaca.  It  consists  of  two  double  cells  in  the  base- 
ment of  the  city  hall.  These  cells  are  placed  some  distance  from 
the  outside  windows  and  the  ventilation  does  not  seem  suflBcient. 
No  separate  accommodations  are  provided  for  women,  children  or 
lodgers.  Lodgers  are  commingled  in  these  two  cells  with  men 
under  arrest.  Women  and  children  are  reported  to  be  detained  in 
the  county  jail.  Many  villages  in  the  state  have  larger  and  better 
jails  than  the  Ithaca  city  jail. 

"A  room  has  recently  been  constructed  in  the  basement  which 
has  windows  opening  on  the  outside.     Cells  should  be  placed  in 
this  room  without  delay.     They  will  furnish  some  relief  from  the 
congestion  which  undoubtedly,  at  times,  exists." 
and  also  contained  the  following  recommendations: 

"First:  That  a  new  city  jail  having  adequate  and  separate 
accommodations  for  men  and  women  and  children  held  under  deten- 
tion and  for  lodgers  be  provided. 

"Second :     That    in    the    meantime    two    additional    cells    be    in- 
stalled in  the  room  in  the  basement  recently  constructed." 

In  my  report  of  February  11,  1915,  I  stated  that  the  new  room  intend- 
ed as  an  addition  to  this  jail  has  not  been  furnished  with  cells,  and  added 

suggestions  as  to  the  placing  of  these  cells  in  this  room.     I  further  stated 
as  tollowa: 

"Even  with  the  additional  room  this  jail  will  still  be  an  anti- 
quated structure  and  the  city  should  seriously  consider  the  erection 
of  a  new  jail  as  recommended  in  the  last  report  of  inspection." 

As  stated  above,  this  room  has  not  yet  been  furnished  and  is  not 
in  use.  In  addition  to  the  prisoners  mentioned  above,  during  the  year 
1915,  there  were  kept  in  this  jail  198  lodgers,  wtho  slept  in  the  same  room 
with  the  prisoners  and  in  the  cells  if  they  were  not  occupied  by  prisoners. 
During  the  year  1916  to  date  of  inspection  there  were  78  lodgers. 

It  appears  from  the  foregoing  that  while  the  police  have  complied  with 
the  recommendations  made  by  this  Commission  so  far  as  it  was  within 
their  jurisdiction,  the  city  authorities  have  taken  no  effective  action  to 
carry  them  into  effect. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief    Inspector. 


ULSTER  COUNTY 

VILLAGE  LOCKUP— ELLENVILLE 

Inspected  September  11,  1916.  Lewis  Hornbeck,  village  president. 
The  population  of  Ellenville  is  about  3,500. 

The  lockup  is  located  in  a  one-story  addition  to  the  rear  of  the  fire 
house  and  has  recently  been  remodeled  on  plans  approved  by  the  State 
Commission  of  Prisons.  The  room  for  men  is  about  16  ft.  x  25  ft.,  with 
a  10  ft.  ceiling,  concrete  floor,  four  large  windows  with  translucent  glass, 
coal  stove,  electric  light,  and  a  skylight  about  4  ft.  6  in.  x  7  ft.  over  the 
corridor  in  front  of  the  cells.  There  is  a  double  entrance  door,  one  of 
wood  and  one  of  iron  bars.     The  walls  are  brick  and  the  ceiling  wood. 

This  room  contains  three  brick  cells  with  doors  of  bars  set  well  apart. 
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Each  cell  has  a  stationary  wash  basin,  a  toilet  with  a  tank  flush  operated 
with  a  push  button,  a  wooden  cot  with  some  bedding,  and  a  ventilating 
©haft  extending  up  through  the  roof. 

There  is  a  separate  room  for  women,  about  5  ft  x  8  ft.  6  in.,  with 
one  large  window,  concrete  floor,  electric  light,  a  itodlet,  and  stationary 
wash  basin. 

While  this  lockup  has  been  sufficiently  completed  to  enable  the  village 
to  use  the  cells  In  the  room  for  men,  there  are  some  few  things  remaining 
to  be  done  to  complete  the  work,  consisting  of  putting  bars  on  the  new  win- 
dows, painting  the  interior,  and  furnishing  a  bed  for  the  women's  room. 
I  was  informed  by  the  President  that  these  things  would  be  done  at  onoe. 

The  number  of  arrests  in  this  village  averages  about  fifty  a  year. 
AlK)ut  two-thirds  of  those  arrested  are  put  in  the  lockup  and  most  of  them 
are  held  over  night.  Only  one  woman  has  been  arrested  in  the  last  three 
years,  I  was  informed.     Ix)dgers  are  very  seldom  cared  for. 

This  lockup  is  a  very  creditable  Improvement  and  is  now  light,  well 
ventilated  and  sanitary.  It  would  be  better  to  furnish  iron  cots;  they 
are  not  as  easily  destroyed  and  not  so  liable  to  become  Infested  with  vermin 
as  wooden  cots. 

Respectfully  submitted, 

(iSiffned)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


CITY  JAII^-KINGSTON 

ULSTER  COUNTY 

Inspected  March  25,  1916.  Mayor  Palmer  Canfield  Jr.,  president  of 
the  police  commission ;  J.  Allen  Wood,  chief  of  police. 

Tnis  jail  is  located  on  the  first  floor  of  the  city  hall  and  coiituijis  four 
brick  cells  for  males,  a  cell  for  women,  and  a  room  for  lodgers.  Since 
the  last  inspection  (August  9,  1915)  a  bunk  has  been  installed  in  the  wo- 
men's cell  and  bunks  for  lodgers  have  been  provided  in  the  tramp  room. 
Each  of  the  cells  contains  a  toilet  and  there  is  a  lavatory  in  the  women's 
cell.  Women  are  not  detained  for  long  periods  in  this  jail  but  are  com- 
mitted to  the  Ulster  county  jail  where  there  are  ample  accommodations. 

Neither  the  city  nor  county  employs  a  matron  to  look  after  female 
prisoners.  The  general  city  law  requires  the  appointment  of  a  matron  m 
cities  having  a  population  of  25,000  or  more.  Kingston's  ix>pulation,  ac- 
cording to  the  census  of  1915,  is  26,354. 

Police  headquarters  In  the  city  hall  across  the  corridor  from  the  city 
jail  has  been  remodeled  and  refitted,  greatly  improving  its  api>earance  and 
Banitary  condition. 

Durinjr  the  year  1915,  the  police  arrested  668  persons  of  whom  33 
were  women.  Txxlging  was  given  to  1,919  men  at  police  headquarters. 
It  was  stated  that  no  record  Is  kept  of  the  number  of  lodgers  accommo- 
d»ite<l  at  the  county  jail. 

It  is  recommended  that  a  poQice  matron  be  employed  in  compliance 
with  the  provisions  of  the  general  city  law. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN, 

Eecretary. 


TOWN  LOCKUP— SAUGERTIES 

UL8TEB  COUNTY 

Inspected  July  31,  1916.     John  D.   Fratsher,  6ui)ervi8or. 
Saugertiee  has  a  population  of  about  4,500. 
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This  lockup  is  new  and  modem,  consisting  of  a  two-story  brick  build- 
ing with  separate  departments  for  males  and  females  on  the  first  floor, 
and  justice's  court  room  on  the  second  floor. 

The  men's  department  has  two  steel  cells  5x7x7  feet  with  fronts 
of  round  bars  set  on  4 1^  inch  centers.  The  tops  are  i)erf orated,  the  sides 
and  partition  solid.  Each  cell  is  provided  witSi  a  steel  bunk,  mattress 
and  blanket,  toilet  and  lavatory,  drinking  cup  and  toilet  paper.  This 
room  is  15  x  16  ft.  has  two  large  windows  with  translucent  glass,  in  front 
of  the  cells,  and  is  lighte<l  by  gas.  The  floor  Is  concrete  properly  drained ; 
the  side  walls  are  cement  on  brick,  the  ceiling  steel,  and  the  doors  cov- 
ered with  metal,  making  the  lockup  practically  fireproof. 

The  women's  room  is  9  x  16yo  ft.  with  concrete  fioor.  steel  ceiling  and 
is  well  lighted  and  ventilated.  It  Ls  furnished  with  a  cot  bed.  toilet, 
lavatory  and  ,^as  light.  No  heating  facilities  have  yet  been  installed, 
but  it  was  stated  that  either  gas  or  coal  .stoves  would  be  furnished  before 
cold  weather. 

This  is  an  excellent  lockup  and  a  credit  to  the  town. 

Respectfully  submitted, 

(Sir/ned)     JOHN  F.  TREMAIN, 

Secretary. 

CLIFFORD  M.  YOUNG. 

Inspector. 


WARREN  COUNTY 

CITY  JAIL— GLENS  FALLS 

Insi>ected  June  3,  1916.     Frederick  G.  Jenkins,  chief  of  iK>lice. 

Glens  Falls  had  a  population  of  16,323  in  1915.  Tb.e  city  jail  is  located 
iu  the  basement  of  the  city  hall  and  consists  of  ten  steel  cells  in  three 
separate  departments.  It  is  heated  by  steam  and  lighted  by  electricity. 
Each  cell  is  equipped  with  steel  bunk,  mattress,  blankets,  and  toilet.  The 
jail  was  clean. 

The  records  of  the  police  show  that  177  persons  were  arrested  from 
January  1  to  June  1,  1916.  of  whom  three  were  females.  There  were  68 
lodgers  cared  for  during  the  same  period. 

No  matron  is  employed  and  women  under  arrest  necessarily  have  to  be 
cared  for  by  the  officers. 

REC  O  M  M  E  N  D  ATIO  N 

That  a  matron  be  employed  when  female  prisoners  are  detained. 

Respectfully  submitted. 

(Signed)     JOHN  F.  TREMAIN. 

Secretary. 


CITY  JAII^-GLENS  FALLS 

WARREX   COUNTY 

Inspected  August  12.  1916. 

The  jail  is  located  in  the  basement  of  the  City  Hall.  There  are  four 
cells  for  males,  three  for  females  and  three  for  boys.  The  iron  work  in 
the  men's  department  needs  painting.  The  cells  in  the  quarters  for  fe- 
males and  juveniles  are  each  provided  with  steel  bunks  with  mattress 
and  oovcrlete. 


3190  TWENTY- SECOND  ANNUAL  REPORT  OF  THE 

All  the  ceilings  of  ttie  foregoing  are  broken  more  or  less  and  need 
repairing,  which  should  be  done  with  metal  Instead  of  plaster. 

Resi)ectfully  submitted, 

{Signed)     HENRY  SOLOMON, 

ComnUttion^. 


TOWN  LOCKUP— LUZERNE 

WAEBEN  COUNTY 

Inspected  July  1,  1916.    LeRoy  M.  Pulver,  supervisor. 

The  lockup  at  Luzerne  is  owned  by  the  town  and  used  by  both  the 
town  and  village.  Arrests  are  infrequent.  A  room  in  a  one-story  frame 
building  on  the  outskirts  of  the  ^dllage,  formerly  used  as  a  dwelling  house, 
has  been  fitted  up  for  lockup  purposes.  It  contains  one  latticed  steel  cage, 
open  on  all  sides,  with  a  steel  floor.  There  are  two  bunks  with  mattresses 
and  comfortable.  There  are  no  sanitary  facilities  except  a  steel  bucket 
Three  windows  and  a  sash  door  afford  ample  light  and  ventilation.  Sev- 
eral panes  of  glass  in  the  windows  were  broken.  A  wood  stove  has  been 
Installed  since  the  last  inspection.    The  place  showed  lack  of  care. 

BECOM  MENDATION  S 

(1)  That  the  lockup  have  constant  supervision  when  a  prisoner  ia 
detained  to  guard  against  the  danger  of  fire. 

(2)  That  the  broken  window  glass  be  replaced. 

(3)  That  the  lockup  be  swept  and  given  proper  care. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN, 

Seoretarf. 


TOWN  LOCKUP— NORTH  CREEK 

WARREN  COUNTY 

Inspected  May  27,  1916.  Fred  Rogers,  supervisor,  North  River; 
Collis  Hutchins,  resident  justice. 

The  village  of  North  Creek,  in  the  Town  of  Johnsburg,  is  not  incor- 
porated. The  school  district  containing  the  village  has  a  population  of 
about  800,  I  was  informed. 

The  lockup  consists  of  a  frame  addition  in  the  rear  of  a  two-story  and 
basement  building  on  the  principal  street  of  the  village,  used  as  a  drug 
store.  The  lockup  is  rented  by  the  town  from  the  owner  of  the  drug 
store.  It  consists  of  a  single  room  12  ft.  x  16  ft.,  with  concrete  floor,  and 
lined  throughout  with  hard  pine.  It  formerly  had  steam  heat,  but  owing 
to  some  defect  in  the  radiator  the  owner  of  the  building  stated  that  before 
cold  weather  comes  on  next  fall  he  expected  to  install  a  coal  stove. 

The  lockup  has  two  outside  windows  facing  the  west,  each  about  3  ft. 
square.  There  are  two  steel  cages  made  of  bars  about  IV2  in.  wide  set 
on  about  5  inch  centers. 

The  number  of  arrests,  I  was  informed  by  the  resident  justice,  usually 
does  not  exceed  six  a  year,  most  of  whom  are  held  in  the  lockup  over 
night.  The  justice  also  stated  when  a  prisoner  is  held  in  the  lockup  over 
ni^ht  a  constable  remains  with  him.     No  lodgers  are  cared  for. 

Respectfully  submitted. 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 
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WASHINGTON   COUNTY 

VILLAGE  LOCKUP— FORT  EDWARD 

Inspected  August  15,  1916. 

This  lockup  lias  one  cell  with  four  bimks  for  males,  and  one  cell  with 
two  bunks  for  females,  and  a  room  for  tramps. 

I  found  tlie  door  open  and  the  lockup  far  from  clean,  and  Judging 
from  the  cigar  ends,  matches  and  ashes  lying  around,  the  cells  appear  to 
be  used  as  a  sleeping,  smoking  and  lounging  room  for  anyone  who  choos- 
es to  so  use  it.     It  found  an  officer  and  had  the  door  locked. 

The  village  board  should  be  notified  to  have  the  place  kept  locked 
and  at  the  same  time  kept  clean.  The  records  show  that  the  same  com- 
plaint has  been  made  by  our  inspectors  on  previous  visits. 

Respectfully  submitted, 

(Signed)     HENRY  SOLOMON, 

Commissioner. 


WAYNE  COUNTY 

VILLAGE  AND  TOWN  LOCKUP— CLYDE 

Inspected  June  9,  1916.  George  Fields,  village  president ;  J.  J.  Gatch- 
ell,  supervisor;  John  Oostello,  chief  of  police. 

The  population  of  Clyde  is  about  2,700. 

This  lockup  was  fully  described  in  my  report  of  February  16,  1915, 
and  remains  in  practically  the  same  condition  except  that  the  iron  shut- 
ters on  the  inside  of  the  windows  have  been  opened  and  the  win- 
dows raised.  As  recommended  in  that  report,  these  shutters  should 
be  removed,  and  if  necessary  to  protect  the  glass  a  screen  should  be 
placed  inside  Instead  of  the  shutters.  The  matter  of  improving  lockup 
conditions  in  this  village,  then  under  consideration,  has  not  materialized. 

The  lockup  consists  of  a  one-story  stone  building,  practically  fireproof. 
It  has  a  metal  roof.  Three  of  the  walls  are  cut  stone  and  the  other  is  the 
rear  brick  wall  of  the  village  hall.  With  an  outside  entrance,  two  out- 
side windows  in  front  of  the  cells,  and  a  new  interior,  it  could  be  made 
Id  to  a  very  good  lockup.  It  contains  three  stone  cells,  each  4  f  t.  x  7  ft. 
X  8  ft.,  each  furnished  with  an  iron  cot  bed  and  some  blankets.  The 
floor,  of  large  flagstones,  is  in  good  condition.  The  doors  of  the  cells 
are  2  ft.  x  7  ft.  and  consists  of  round  bars.  The  corridor  in  front  of  the 
cells  is  14  ft.  X  7  ft.  It  is  heated  by  steam,  there  being  two  large  radiators, 
and  also  contains  a  coal  stove  for  use  when  the  furnace  is  not  in  operation. 
The  lockup  was  clean. 

The  number  of  persons  arrested,  I  was  informed,  averages  about  six 
a  week,  about  one  half  of  whom  are  lodgers  who  are  arrested  and  taken  to 
court  The  arrest  of  a  woman  in  this  village  is  practically  unknown.  It 
is  stated  that  should  such  an  arrest  occur,  the  woman  would  not  be  put  In 
the  lockup. 

There  is  a  village  policeman  on  duty  up  to  midnight  and  a  night 
watchman  from  midnight  until  morning. 

I  repeat  the  recommendations  contained  in  my  last  report — that  the 
interior  of  this  lockup  should  be  remodeled  as  follows : 

(1)  That  the  iron  shutters  be  removed  from  the  windows  and  the 
"Windows  either  enlarged  or  an  additional  window  placed  at  the  end  of 
tl'€  corridor. 

(2)  That  the  present  stone  cells  be  removed  and  steel  cells  with 
modern  equipment  installed  in  their  place.  These  cells  might  be  con- 
structed like  those  in  the  village  of  Liverpool  with  steel  fronts  and  parti- 
tions ;  the  heavy  wall  of  the  buildlnc:  would  be  sufficiently  secure  for  the 
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reat  of  the  cell.  The  fronts  should  have  round  or  square  bars  set  on  about 
4V2  inch  centers  and  each  cell  should  be  equipped  with  a  toilet,  wash 
basin,  and  one  bunk. 

(3)  That  concrete  floor  with  cinder  fill  be  installed.  Plans  for  the 
contemplated  improvements  should  be  submitted  to  the  State  Commlssioa 
of  Prisons  for  approval. 

Respectfully  submitted. 

{Signed)     CrEOROxE  McLAUCrHLIN. 

Chief  Inspector. 


VILLAGE  AND  TOWN  LOCKUP— MACEDON 

WAYNE   COUNTY 

Inspe<'ted  June  8.  1916.  A.  T.  Littel,  village  president ;  Elmer  Fish, 
chief  of  police ;  John  Newman.  sui>ervi^ior. 

The  population  of  Macedon  is  about  560. 

This  lockup  has  frequently  been  described  in  former  reports  and 
remains  the  same  as  at  the  time  of  the  last  inspection  on  March  20,  1914. 
As  the  village  has  neither  a  water  systesm  nor  sewers  the  lockup  is  of 
course  without  water.  It  is  used  by  both  the  town  and  village,  each  pay- 
in?,  half  the  rent.  The  owner  of  the  building  lives  on  the  upper  floor. 
The  floor  of  the  lockup  was  badly  littered  and  needed  sweeping  and  better 
care.  It  is  not  much  used.  Both  the  president  and  chief  of  police  were 
al>sent.  One  of  the  other  village  constables  stated  that  so  far  as  he  knew, 
not  more  than  two  or  three  persons  are  placed  in  the  lockup  in  a  year. 
The  village  clerk  said  the  number  would  not  exceed  twelve. 

The  owner  of  the  building  stated  that  no  prisoners  were  kept  in  the 
lockup  over  night ;  that  the  only  persons  occupying  it  at  night  were  lodg- 
ers :  that  they  were  not  locked  in :  and  that  whenever  it  became  necessary 
to  keep  a  prisoner  over  night  he  was  taken  to  the  county  jail  at  Lyons. 
There  is  no  supervision  at  night. 

RECOMMENDATIONS 

(1)  The  lockup  should  be  cleaned  and  kept  clean. 

(2)  The  owner  of  the  building  should  be  provided  with  keys  to  the 
lockup  and  cells,  so  that  in  case  of  fire  a  prisoner  could  be  released,  or 
other  effectual  means  of  supervision  provided.  A  better  arrangement 
would  be  the  construction  of  a  small  fireproof  lockup  with  steel  cells  and 
other  modern  equipment,  the  plans  for  which  sihould  be  approved  by  the 
State  Commission  of  Prisons. 


Respectfully  submittei, 

(Siffned)     GEORGE  MCLAUGHLIN. 

Chief  Inspector. 


VILLAGE  LOCKUP— NEWARK 

WAYNE  COUNTY 

Inspeote<l  June  8.  1916.  Charles  A.  Hymen,  village  president:  W,  A. 
Harris,  chief  of  police.  The  i>olice  force  consults  of  four  regular  and  five 
■pecial  officers. 

The  ];)opulation  of  the  village  of  Js^ewark  is  about  6.500. 

The  department  for  men  consists  of  a  room  on  the  first  floor  of  the 
TllLflge  hall  adja<-ent  to  the  police  court  room.  It  has  a  concrete  floor, 
•l^otrlc  light,  steam  heat,  and  one  large  window  at  the  end  of  the  corridor. 
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It  oontains  four  good  steel  cells,  each  equipped  -with  a  toilet  and  twD 
bunks,  each  provided  with  a  blanket  in  good  condition.  There  is  a  station- 
ery wash  basin  in  the  corridor. 

There  is  a  room  for  women  on  the  second  floor.  It  has  concrete  floor, 
a  large  window,  toilet,  stationary  wash  basin,  and  a  cot  bed  fumlsihed 
with  a  mattress,  white  sheets,  blankets,  and  pillow  with  slip. 

The  lockup  is  heated  throughout  with  steam  brought  from  an  ad- 
jacent building.  Police  headquarters  is  on  the  first  floor  and  there  is  al- 
ways an  officer  on  duty. 

The  number  of  arrests,  the  chief  stated,  averages  about  thirty-five 
a  month,  all  put  in  the  lockup  and  about  seventy-five  per  cent,  held  all 
night.  Court  is  held  every  morning.  There  were  four  women  prisoners 
last  year.  There  were  no  lodgers,  strictly  speaking,  all  tramps  if  received 
at  all  are  placed  under  arrest  and  taken  to  court  in  the  morning. 

The  lockup  was  clean,  showing  good  care. 

Respectfully  submitted, 

{Signed)     GEORGE  MCLAUGHLIN, 

Chief  Inspector. 


TOWN  LOCKUP— ONTARIO  CENTER 

WAYNE  COUNTY 

Inspected  July  10,  1916.  Charles  Fewster,  supervisor,  post  office, 
Ontario;  Flnley  Finkle,  chief  of  police. 

The  population  of  Ontario  Center  is  about  400.  It  is  not  incorporated. 
Other  villages  in  the  town  have  a  population  of  about  700. 

This  lockup  consists  of  a  small  detached  frame  building  used  ex- 
clusively as  a  lockup.  There  are  two  steel  cages  open  on  all  sides  except 
the  partition.  They  are  made  of  fla.t  bars  set  well  apart.  The  floors 
are  steel,  and  each  has  one  bunk  furnished  with  some  bedding  which  was 
in  fair  condition.  The  village  has  neither  public  water  nor  sewers,  and 
there  is  no  water  in  the  lockup.  The  two  outside  windows  in  the  room  have 
been  equipped  with  solid  wooden  shutters,  practically  closing  them.  T!^ 
officer  explained  that  this  was  done  to  prevent  the  boys  from  breaking  the 
glass.  He  also  stated  that  electric  lights  have  not  been  Installed  as  recom- 
mended in  the  last  report  because  of  the  little  use  made  of  the  lockup; 
that  the  fixed  charges  for  electric  lights  would  be  considerable  and  thAt 
as  the  constable  is  employed  by  the  town  to  remain  in  the  building  when 
the  lockup  is  occupied  there  is  practically  no  danger  from  the  use  of  kero- 
sene lamps. 

The  number  of  arrests  averages  from  ten  to  fifteen  a  year,  about  two- 
thirds  of  whom  are  held  over  night.  There  is  an  occasional  lodger. 
There  were  ei^t  or  ten  during  last  winter;  they  were  not  locked  In. 

BECOM  MENDATION 

Remove  the  shutters  from  the  windows  and  substitute  screens  for 
their  protection  so  as  to  give  the  lockup  sunlight  and  better  ventilation. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE    LOCKUP— PALMYRA 

WAYNE  COUNTY 

Inspected    June    8,    1916.     George    S.     Johnson,    village    president: 
IVUllam  H.  Dennis,  chief  of  police. 

This  lockup  is  located  on  the  first  floor  of  the  village  hall.    It  is  prae- 
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tlcolly  new,  having  been  constructed  on  plans  approved  by  the  State 
CJommission  of  Prisons.  It  contains  two  departments,  one  for  men  and  one 
for  women. 

The  men's  cell  room  is  about  16  ft.  x  20  ft.,  and  contains  three  new 
modern  steel  cages  with  open  fronts  and  tops  of  %  inch  steel  bars  set 
on  4-inch  centers.  Each  cage  has  one  steel  bunk  with  bedding,  a  toilet, 
and  stationary  wash  basin.  The  room  for  women  is  across  the  hallway 
from  the  men's  room.  It  is  provided  with  an  iron  cot,  bedding,  toilet, 
and  was:hinc:  faoilities.  Both  rooms  are  pro\'ided  with  outside  windows, 
electric  lights,  steam  heat,  and  coDcrete  floors.  The  entrance  door  is 
double — 'One  solid  and  one  barred.  The  windows  are  also  barred.  The 
lockup  was  clean. 

The  number  of  arrests  averages  from  60  to  75  a  year.  Ocoasiionally 
a  woman  is  arrested,  not  over  five  or  six  a  year.  I  was  informed.  No 
lodgers  are  cared  for. 

This  is  a  very  good  lockup  and  a  credit  to  the  village. 

Respectfullv  submitted, 

(Signed)     GEORGE  McLAUGHLIN. 

Chief  Inspector 


VILLAGE  LOCKUP— RED  CREEK 

WAYNE  COUNTY 

Ins)>ected  July  14,  1916.     O.   F.  Jones,   village  president. 

The  population  of  Red  Creek  is  about  600. 

The  locku[)  consists  of  one  latticed  steel  cage  on  the  first  floor  of  the 
f're  house,  a  one-story  detached  wooden  building.  The  rest  of  the  room 
is  used  for  storing  the  village  apparatus.  It  is  no  longer  used 
for  election  purposes.  The  room  contains  three  good  sized  windows,  elec- 
tric lights,  and  is  heated  with  a  coal  stove. 

The  cage  is  5  ft.  x  6  ft.  8  in.  x  6  ft.  6  in.  and  the  bars  are  set  well 
apart.  There  are  two  steel  folding  bunks,  each  provided  with  some  bedding 
in  good  condition.  Night  buckets  are  used.  The  village  has  neither  public 
water  nor  sewers. 

There  were  no  arrests  during  the  past  year  and  the  lockup  has  not 
been  used.  No  lodgers  are  cared  for  but  are  looked  after  by  the  poor- 
master  of  the  town.  An  ofticer  or  watchman  remains  in  the  building  when 
the  lockup  is  occupied.  The  room  containing  the  cells  is  dry,  well  lighted, 
and  well  ventilated. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  AND  TOWN  LOCKUP— SAVANNAH 

WAYNE   COUNTY 

Inspected  June  n,  1016.  D.  Tallman,  village  president;  A.  P,  Smith, 
supervisor :  George  Helman,  chief  of  police. 

Tlie  population  of  Savannah  was  531  in  1915. 

This  lockup  consists  of  a  single  room  on  the  first  floor  of  the  town 
hall.  It  has  one  large  barred  window,  steam  heat,  and  electric  lights. 
The  village  has  neither  water  nor  sewers,  so  there  is  no  water  in  the  hx^k- 
up. 

There  are  two  good  steel  cages,  ench  furnished  with  two  bunks  with 
mattresses  and  blankets,  which  were  in  good  condition.  The  lockup  was 
dean. 
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There  are  not  many  arrests  in  this  small  village,  usually  not  over  ten 
a  year,  I  was  infoi-med,  about  half  of  vrhom  are  held  over  night.  The  lock- 
up has  some  supervision  by  a  night  watchman  and  the  janitor  of  the 
building  lives  next  door  and  has  keys.  Prisoners  are  fed  if  in  custody  at 
meal  time.  No  lodgers  are  cared  for.  There  is  seldom  more  than  one 
prisoner  at  a  time.  The  cell  next  the  window  is  very  well  lighted  and 
the  officer  stated  that  that  is  about  the  only  one  used. 

Respectfully  submitted, 

(Signed)      OEORGE  McLAUGHLIN. 

Chief  Inspector. 


TOWN  LOCKUP— SODUS 

WAYNE  COUNTY 

InspecteKl  .lul y  14.  1916.  Peter  DeMey.  supervisor ;  J.  H.  Edwards, 
chief  of  i)olice. 

The  iX)piilation  of  Sodus  is  about  1.800. 

The  lockup  in  this  town  has  been  moved  since  the  last  inspection. 
It  was  formerlv  in  the  fire  en,2:ine  house,  a  privately  owned  building.  The 
owner  concluded  he  did  not  want  the  lockup  in  his  building  and  the  town 
rented  quarters  in  a  wooden  building  on  one  of  the  main  streets.  It  oc- 
cupies a  room  on  the  first  floor  with  wooden  interior.  It  contains  two  out- 
side windows  and  a  sash  door.  It  is  heated  by  a  coal  stove  and  lighted 
with  oil  lamps.  The  village  has  electric  lights,  public  water  and 
sewers.  This  is  supposed  to  be  a  temj>orary  arrangement,  as  the  village 
has  an  appropriation  for  a  fire  house  in  which  it  is  expected  a  lockup  will 
be  provided. 

The  two  steel  cages  in  the  former  lockup  were  transferred  to  this 
room.  They  are  5  ft.  x  6  ft.  6  in.  x  6  ft.  6  in.  and  open  on  all  sides  and 
the  top  except  the  partition.  They  have  metal  floors.  The  bars  are  set 
well  apart.  Each  cell  has  one  steel  folding  bunk  with  blankets  in  good 
condition.  The  cell  nearest  the  window  is  well  lighted  ;  the  other  is  dark. 
The  officer  stated  that  he  seldom  has  occasion  to  use  the  dark  cell. 

The  arrests  average  from  twenty-flve  to  thirty  a  year,  most  of  whom 
are  held  over  night.  During  the  winter  months  there  were  ten  or  twelve 
lodgers.  Only  three  women  have  been  arrested  in  five  years.  They  were 
not  put  in  the  lockup  but  were  either  taken  to  a  hotel  or  otherwise  cared 
for.  A  night  watchman  is  employed  and  either  he  or  a  special  watchman 
gives  the  lockup  supervision  when  occupied.  This  is  important,  as  the 
danger  from  fire  is  very  proi  ounced. 

The  present  room  is  unsuitable  for  a  lockup  and  if  a  new  lockup  in 
the  anticipated  fire  house  does  not  materialize  other  provision  should  be 
made.  A  small  detached  fireproof  building  usually  proves  the  most  eco- 
nomical and  satisfactory  for  a  country  town.  Plans  should  be  submitted  to 
the  State  Commission  of  Prisons  for  approval  which  the  law  requires. 

Resi)ectfuriy  submitted, 

(Signed)     GEORGE  McLAUGHLIN. 

Chief  Inspector. 


TOWN  LOCKUP— SODUS 

WAYNE  COUNTY 

Inspected  October  27.  1916.  Peter  DeMey,  supervisor;  George  F. 
H«idrieks,  resident  justice. 

The  population  of  the  village  of  Sodus  is  about  1,400  and  of  the  town 
between  5,000  and  6,000. 
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The  present  lockup  rennains  in  temporary  quarters  as  at  the  time  of 
my  last  inspection.  The  two  cages  are  5  ft.  x  6  ft.  6  in.,  made  of  flat 
bars  11/^  in.  wide  set  on  5%  in.  centers,  open  on  all  sides  and  the  top, 
with  solid  partition  between.    Each  cage  has  one  bunk. 

The  town  is  about  to  provide  a  new  lockup.  The  fire  district,  which 
embraces  the  village  and  some  of  the  suburbs,  has  voted  an  appropriation 
to  oonstruct  a  new  fire  house.  The  building  is  to  be  22  ft.  i  28  ft.,  and 
one  half  of  the  basement  is  to  be  used  for  a  lockup.  The  contract  has  been 
let  and  the  excavation  for  the  foundation  has  been  completed.  I  judged 
from  the  appearance  of  the  excavation  that  the  front  or  street  end  of  this 
basement  will  be  about  two-thirds  below  grade  and  the  rear  end  about  one- 
third.  The  lockup  is  to  occupy  the  rear  section  witih  an  outside  entrance, 
l^e  other  half  of  the  basement  is  to  contain  the  heating  plant  and  coal 
room. 

It  is  proi)osed  to  put  the  present  cages  in  this  basement,  with  a  todlet 
and  stationary  wash  basin  in  each,  and  arrange  them  so  they  will  face 
good  sized  outside  windows.  I  made  the  suggestions  to  the  local  authori- 
ties in  regard  to  partitioning  this  basement  and  arranging  the  cells  in  the 
room.  Charles  P.  Cattien,  clerk  of  the  board  of  fire  commissioners,  prom- 
teed  to  see  that  the  plans  are  sent  to  the  Commission  for  approval. 

There  is  seldom  more  than  one  prisoner  in  custody  at  a  time;  once 
there  were  tiiree.    There  are  no  women  prisoners. 

Respectfully  eubmitibed, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TOWN  LOCKUP— WILLIAMSON 


WAYNE  COUNTY 

Inspected  July  14,  1916.  A.  A.  Pallister,  supervisor,  post  oflice, 
PultneyVille ;  D.  C.  Conlant,  chief  of  police. 

The  lockup  of  this  town  has  been  moved  since  the  last  inspection 
to  the  basement  of  the  Grange  Hall,  a  two-story  and  basement  building  of 
hollow  tile  plastered  with  concrete  and  a  brick  front.  The  floor  of  the 
section  containing  the  lockup  is  at  grade.  The  lockup  has  a  concrete  floor, 
electric  light,  and  one  outside  window.  It  is  separated  from  the  boiler 
room  by  a  temporary  plank  partition  constructed  about  half  way  from  the 
floor  to  the  ceiling,  the  upper  part  left  open.  It  is  heated  by  steam  from 
the  boiler. 

There  are  two  steel  cages,  each  5  ft.  x  6  ft.  6  in.  x  6  ft.,  made  of  latticed 
bars  1%  in.  wide  set  on  5  in.  centers  both  ways.  The  cages  are  open  on  all 
sides  and  the  top.  Each  cage  has  one  bunk  with  some  bedding  in  good 
condition.  There  is  no  water  in  the  lockup.  There  is  a  faucet  connected 
with  the  village  water  in  the  boiler  room.  The  village  has  both  public 
water  and  sewers.     The  town  rents  the  lockup  from  the  Grange. 

The  village  ofllcer  stated  that  the  number  of  arrests  of  prisoners  put 
in  the  lockup  do  not  exceed  twenty-five  a  year,  most  of  whom  are  held 
over  night.  There  are  quite  a  few  additional  arrests  where  the  prisoners 
are  taken  directly  to  court  and  their  oases  disposed  of  without  using  the 
lockup.  No  children  are  arrested  and  the  arrest  of  a  woman  is  infre- 
quent. If  such  an  arrest  did  occur,  the  officer  stated,  she  would  not  be  put 
In  the  lockup. 

BECOM  MENDATI0N8 

If  thLs  is  to  be  continued  as  a  lockup  the  following  Improvementfi 
ehould  be  made: 

(1)  Install  a  fireproof  partition  between  the  boUer  room  and  the 
cell  room  with  a  fireproof  entrance  door  between.  This  would  necessitate 
•ome  new  arrangement  for  heattng  the  lockup. 
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(2)  Put  a  metal  ceiling  in  the  lockup;  at  present  the  ceiling  is  the 
"wooden  floor  above. 

(3)  Bar  and  screen  the  window. 

(4)  Put  toilet  and  wash  basin  in  each  cell. 

(5)  Provide  supervision  for  the  lockup  when  occupied  at  night. 
While  Grange  Hall  is  considered  a  fireproof  building  on  the  exterior,  the 
entire  interior  seems  to  be  constructed  of  wood  and  if  it  should  bum  the 
prisoners  in  the  lockup  would  perish. 

(6)  Paint  the  cells  a  light  color. 

It  would  probably  be  more  economical  for  the  town  to  build  a  small 
detached  fireproof  lockup,  transfer  the  present  cells  to  it  and  give  them  mod- 
ern equipment.  This  would  be  a  much  more  satisfactory  arrangement  than  the 
present  location,  even  with  the  improvements  mentioned.  The  plans  for 
any  contemplated  improvements  should  be  submitted  to  the  State  Com- 
mission of  Prisons  for  approval  before  the  changes  are  made. 

Respectfully  submitsted, 

(Signed)     GEORGE  McLAUGHLIN, 

Cfliief  Inspector. 


VILLAGE  LOCKUP— WOLCOTT 

WAYNE  COUNTY 

Inspected  July  14,  1916.  Charles  Kellecut,  village  president;  William 
Greff,  chief  of  police. 

The  population  of  Woleott  is  about  1,450. 

The  lockup  is  located  in  the  detached  two-story  building  on  the  main 
street  and  occupies  the  entire  first  floor.  The  upper  floor  is  not  in  use.  The 
room  has  four  large  windows,  electric  lights,  is  heated  with  a  coal  stove, 
and  is  used  exclusively  for  a  lockup. 

It  contains  one  good  steel  cage  with  round  bars  on  all  sides  and  the 
top,  set  on  4  in.  centers.  It  has  two  steel  folding  bunks,  each  provided 
with  mattress,  blankets,  pillow,  and  a  comfortable.  A  light  blanket  is 
used  for  a  sheet.  The  bedding  was  in  good  condition  and  the  lockup  was 
clean.  The  room  is  light,  dry,  and  well  ventilated.  The  village  employs 
a  night  watchman  the  year  round  who  gives  the  lockup  supervision  when 
occupied. 

The  officer  stated  that  the  number  of  arrests  would  not  exceed  five  or 
six  a  year,  most  of  whom  are  held  over  night,  and  occasionally  a  prison- 
er is  held  over  Sunday.  Prisoners  are  fed  if  in  custody  at  meal  time.  No 
woman  has  been  arrested  in  the  village  for  the  past  five  years.  There 
is  an  occasional  lodger,  five  or  six  during  the  past  winter;  they  were  not 
arrested  or  taken  to  court. 

Careful  supervision  should  be  given  this  lockup  when  occupied,  on 
account  of  the  danger  from  fire. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


WESTCHESTER    COUNTY 

VILLAGE  LOCKUP— ARDSLEY 

Inspected  June  23,  1916.     W.  C.  Lawrence,  village  president.     There 
are  two  \illage  officers,  one  on  duty  at  night  and  one  during  the  day. 
The  ix>pulation  of  Ardsley  was  442  in  1915. 
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This  is  a  new  lockup,  located  on  the  first  floor  of  the  new  municipal 
building.  There  is  a  separate  outside  entrance  into  a  hallway  opening  into 
a  corridor  from  which  there  are  separate  entrances  to  the  jail  for  men  and 
the  room  for  women. 

The  room  for  men  is  about  13  ft.  square,  with  a  10  ft,  metal  ceiling, 
concrete  floor,  and  fireproof  partitions  and  walls.  There  are  two  large 
barred  windows  with  translucent  glass.  It  is  heated  by  steam  and  lighted 
by  electricity.  It  contains  two  steel  cells,  5  ft.  x  7  ft.  x  7  ft.,  with  open 
fronts  facing  the  windows,  and  perforated  tops.  The  fronts  consist  of  round 
bars  set  on  4i/j  inch  centers.  Each  cell  is  equipped  with  full  flushing  toilet, 
a  stationary  wash  basin  with  a  drinking  cup  fastened  with  a  chain,  and  two 
folding  bunks,  each  equipped  with  a  mattress,  blanket,  comfortable,  and 
pillow.    All  doors  of  the  lockup  are  metal. 

The  room  for  women  is  8  ft.  2  in.  x  7  ft.  6  in.,  with  a  10  ft.  metal 
ceiling,  one  large  barred  window,  one  wide  folding  bunk  with  bedding  the 
same  as  in  the  cells  for  men,  hot  water  heat,  and  electric  lights.  The  toilet 
is  enclosed  in  a  small  separate  apartment  and  there  is  a  large  enameled 
wash  basin.  All  the  toilets  are  operated  by  push  buttons.  The  entire 
equipment  is  modem. 

This  lockup  was  completed  in  February  last,  but  there  has  been  no 
occasion  as  yet  to  use  it.  The  president  stated  that  the  number  of  arrests 
in  the  village  would  not  average  more  than  three  a  year  and  that  there 
has  not  been  a  woman  arrested  for  several  years.  No  lodgers  are  cared 
for  except  under  rare  circimistances. 

This  entire  building  is  a  model  of  completeness  for  a  village  hall. 
The  lockup  part  is  new  and  fireproof  and  a  credit  to  the  community. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— BRONXVILLE 

WESTCHESTER   COUNTY 

Inspected  June  23,  1916.  Channing  Moore,  village  president :  Elmore 
Xsm  Buren.  captain  of  police.  The  total  ix)lice  force  of  the  village  consists 
of  six  officers. 

The  men's  jail  was  found  in  the  same  condition  as  at  the  time  of  the 
last  inspection.  It  has  three  steel  cage^,  whicli  were  clean.  The  recom- 
mendation containe<l  in  my  last  report  for  the  installation  of  toilets  and 
wash  basins  in  the  cells  has  not  l>een  complied  with,  and  is  repeateil. 

A  new  r(x>m  for  women  has  been  partly  fitted  up.  It  is  provided  with 
ft  shower  bath,  toilet,  and  stationary  wash  basin.  It  has  not  yet  been 
furnished  with  a  bed  and  lacks  some  interior  painting.  The  proposed  addi- 
tional window  has  not  yet  l)een  installed.  The  room  contains  both  an  elec- 
tric light  bulb  and  gas  jet :  the  latter  should  l>e  removed,  as  it  is  an  un- 
desirable and  dangerous  fixture  in  a  cell  room. 

The  number  of  arresrts  in  this  village  for  the  year  ending  March  1st 
last,  was  287.  Only  al>out  ten  per  cent,  of  those  arrested  were  held  in  the 
lockup  <»ver  night  and  about  five  per  cent,  were  held  for  a  few  hours  dur- 
ing the  day  :  the  other  eighty-five  per  cent,  were  not  locked  up  but  had 
tlieir  liearing  and  their  cases  were  (lis]x>se<l  of  on  the  day  of  arrest.  In- 
cluded in  tlie  number  arrested  that  year  were  two  women. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN. 

Chief  Inspector. 
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VILLAGE  LOCKUP— DOBBS  FERRY 

WESTCHESTER  COUNTY 

Inspected  February  7,  1916.  F.  Q.  Brown,  village  president;  P.  F. 
Costello,  chief  of  police.  There  are  six  police  officers,  two  on  duty  duxing 
the  day  and  four  at  night.  The  population  of  Dobbs  Ferry  at  the  last 
census  was  4,030. 

This  lockup  is  located  on  the  second  floor  of  the  corporation  building,  a 
two-story  and  basement  brick  structure.  It  was  fully  described  in  my 
report  of  January  6,  1015,  and  remains  in  practically  the  same  condition 
except  that  a  separate  room  for  w^omen  has  been  provided  on  the  same 
floor.  This  room  has  one  large  outside  window,  a  stationary  wash  basm^ 
a  toilet  in  a  recess,  a  stand,  and  some  chairs.  It  should  be  furnished  with 
a  cot.     It  is  heated  by  steam. 

The  lockup  is  adjacent  to  the  police  headquarters  and  the  police 
court  room.  There  is  an  officer  on  duty  at  headquarters,  both  day  and 
night,  so  that  the  lockup  has  constant  supervision. 

There  is  no  water  in  the  men's  lockup;  the  village  has  both  public 
v\ater  and  sewers.  In  my  last  report  I  recommended  that  the  cells  be 
equipped  with  sanitary  full-flushing  water-closets  and  lavatories.  This 
Las  not  been  done  and  this  recommendation  is  repeated. 

The  number  of  arrests  in  1915  was  38  males  and  4  females.  T^-enty 
males  and  2  females  were  held  over  night,  the  others  only  for  a  short 
leriod  during  the  day  time. 

Lodgers  are  still  cared  for  in  a  room  in  the  basement.  During  cold 
weather  there  are  several  almost  every  night.  They  sleep  on  wooden 
benches. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


JAII^-PEEKSKILL 

WESTCHESTER  COUNTY 

Inspected  November  15.  1916.  L.  F.  Crumb,  village  president ;  Richard 
W.  McGinty,  chief  of  police ;  Lewis  D.  Travis,  jailer. 

The  population  of  Peekskill  is  about  16.000. 

This  jail  fulfills  the  double  purpose  of  a  village  police  station  and  a 
jail  for  commitment  for  offenders  sentenced  from  the  town  of  Cortlandt 
for  tx^rras  of  less  than  thirty  days.  A  jailer  is  appointed  by  the  village 
board,  but  his  salary  and  all  expenses  of  maintenance  are  paid  by  the 
county  of  Westchester.  The  police  of  the  village  consist  of  a  chief,  two 
sergeants,  and  nine  patrolmen. 

The  number  of  inmates  on  the  day  of  inspection  was  3.  The  highest 
nimiber  at  any  time  during  the  last  several  months  was  12;  the  average, 
about  3.  The  total  number  of  admissions  for  the  past  year  was  802. 
About  70  per  cent,  of  these  were  police  prisoners  and  the'  remaining  30 
per  cent,  were  sentenced  from  the  town  of  Cortlandt  for  short  terms  ranging 
from  three  to  ten  days.  Sentences  seldom  exceed  ten  days,  although  the 
maximum  permitted  by  law  is  twenty-nine  days.  There  are  one  tier  of 
eight  cells  and  two  tiers  of  seven  cells  each  for  men,  and  one  tier  of  eight 
colls  for  women  on  the  first  floor  entirely  separate  from  the  men's  jail. 
The  women's  cells  are  divided  into  two  sections,  but  the  separation  is  not 
complete  as  it  consists  of  steel  bars.  Only  twenty  women  were  admitted 
during  the  past  year. 

The  jail  is  new  and  the  cells  are  of  modem  equipment.  In  the  base- 
ment are  a  laundry,  kitchen  and  two  dining  rooms.  The  kitchen  is  also 
used  as  an  office  for  the  keeper.     Prisoners  get  three  meals  a  day.     There 
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l8  also  in  the  basement  a  room  for  lodgers.  This  is  the  only  part  of  the 
jail  under  the  exclusive  control  of  the  police,  except  of  course,  their  own 
office  and  adjacent  rooms.  This  room  has  outside  windows,  electric  light, 
steam  heat,  and  elevated  sleeping  platforms.  I  was  informed  that  the 
number  of  lodgers  during  the  cold  weather  averages  twenty-five  a  night. 

In  addition  to  the  cell  department  there  is  a  detention  room  adjacent 
to  the  police  office,  which  was  designed  as  a  place  for  children  and  is  now 
so  used  although  children  are  seldom  held  here.  There  has  been  none  for 
the  last  few  months. 

The  partition  in  the  women's  department  was  intended  to  aid  in  the 
classification  of  women.  It  was  considered  that  two  classifications  for 
women  in  the  main  jail  and  the  detention  room  would  take  care  of  the 
few  women  and  children  detained  there. 

It  is  again  recommended  that  the  two  sections  of  the  women's  cell 
room  be  separated  by  a  solid  partition. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


CITY  JAII^YONKERS 

WESTCHESTER   COUNTY 

Inspected  November  21,  1916.  James  T.  Lennon,  mayor;  David  Wolf, 
chief  of  police ;  William  H.  Lent,  captain  of  first  precinct. 

The  population  of  Yonkers  is  about  95,000. 

While  there  are  four  precincts  in  the  city  of  Yonkers,  the  city  jail  is 
located  in  the  first,  and  prisoners  arrested  in  the  other  precincts  are  im- 
mediately transferred  by  automobile  patrol  to  the  jail  in  the  first  precinct. 
The  total  police  force  of  the  city  is  about  190  officers,  of  whom  58"  belong 
to  the  first  precinct. 

The  jail  for  men  is  located  on  the  first  floor  of  the  precinct  station 
house  and  originally  contained  eighteen  steel  cells,  one  of  which  has  been 
converted  into  a  shower  bath  and  another  into  a  padded  cell,  leaving  six- 
teen for  ordinary  use. 

There  were  twelve  men  in  custody  on  the  day  of  inspection  at  10  A.  M. 
The  number  held  over  night  averages  from  twelve  to  fifteen.  Occasionally 
a  man  is  held  for  several  days.  As  the  county  jail  is  remote  from  the  city 
of  Yonkers  prisoners  are  not  sent  to  it  pending  further  examination,  as 
Is  the  case  in  many  villages  and  cities,  but  are  held  in  the  city  jail  until 
their  preliminary  hearing  is  ended.  This  sometimes  involves  one  or  more 
a(ijoumments  and  keeps  the  prisoners  here  for  a  week  or  two.  All 
prisoners  are  fed  if  in  custody  at  meal  time. 

There  is  also  a  department  for  boys  under  sixteen  which  contained  two 
inmates  on  the  day  of  inspection.  The  attendant  stated  that  there  are  some- 
times eight  or  nine;  they  average  al>out  four  or  five  and  are  freiiuently 
held  here  three  or  four  days  until  final  disposition  of  their  cases  by  the 
court. 

There  is  a  central  sitting  room  with  two  nxwns  adjacent,  and  on  the 
other  side  a  room  with  a  shower  bath,  stationary  wash  basin,  and  toilets. 

There  Is  a  department  for  girls,  with  practically  the  same  arrange- 
ment as  that  for  boys,  in  charge  of  three  matrons  serving  on  eight  hour 
shifts.  There  were  two  girls  in  custody  on  the  day  of  inspection.  Adja- 
cent to  this  department  is  the  matron's  room. 

The  bunks  in  the  men's  jail  are  without  bedding.  In  the  department 
for  boys  and  women  the  beds  consist  of  iron  cots  with  woven  wire  springs, 
mattresses,  blankets,  white  .«=;heets,  and  pillows  with  slips. 

There  is  a  separate  Jail  for  adult  women  containing  six  cells,  a  shower 
bath,  and  a  padded  cell.  The  bunks  in  this  room  are  without  bedding. 
The  matron  said  the  padded  cell  was  seldom  used.     There  were  no  inmates 


STATE  COMMISSION  OF  PRISONS  401 

in  this  department  on  the  day  of  inspection.  Some  of  the  women  are  held 
here  only  one  night  and  others  for  several  days. 

There  is  a  iwwn  for  lodgers  separate  from  the  others,  with  five  out- 
side windows,  concrete  floor,  toilet,  a  faucet,  and  sleeping  platforms.  I 
was  informed  that  the  average  nimiber  of  lodgers  during  the  winter  season 
is  about  fifteen  a  night  and  in  very  cold  weather  sometimes  as  many  as  for- 
ty. All  the  departments  have  steam  heat  and  are  lighted  by  gas.  The 
jail  was  clean,  showing  good  care. 

The  number  of  arrests  in  this  precinct  for  the  past  month  was  90, 
which  is  approximately  a  fair  average  for  the  year. 

RECOMMENDATIONS 

(1)  Substitute  electric  light  for  gas. 

(2)  Furnish  at  least  some  of  the  bunks  in  the  department  for  women 
with  a  mattress  with  waterproof  covering  and  some  blankets.  If  prisoners 
were  detained  in  this  jail  only  for  a  single  night  (the  usual  time  of  de- 
tention in  a  police  jail)  bedding  might  be  dispensed  with,  but  where  prison- 
ers are  detained  for  several  days,  as  frequently  happens  here,  the  bunks 
in  the  cells  should  afford  better  sleeping  facilities  than  a  bare  bunk ;  they 
should  be  such  that  the  prisoners  could  at  least  take  off  their  outer  cloth- 
ing during  sleeping  hours.      » 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


THIRD  PRECINCT  POLICE  STATION— YONKERS 

WESTCHESTER  COUNTY 

Inspected  November  21,  1916.  Edgar  Buckhout,  acting  captain,  assist- 
ed by  three  lieutenants,  four  sergeants,  thirty-one  patrolmen,  two  hostlers, 
and  a  janitor. 

This  is  a  new  station  house  and  contains  a  cell  room  with  four  steel 
cells  on  the  first  floor.  The  room  has  concrete  floor  and  electric  light. 
There  are  two  large  windows  in  the  corridor  and  two  in  the  wall  behind. 
over  the  cells.  Each  cell  has  one  bunk  and  a  toilet.  There  are  two  sinks 
in  the  corridor. 

The  jail  in  this  station  house  is  seldom  used.  Here,  as  in  the  other 
station  houses,  except  the  first,  all  prisoners  are  sent  at  once  to  the  jail 
in  the  first  precinct  except  on  rare  occasions  when  it  is  desired  for  some 
special  reason  to  keep  a  prisoner  at  this  station  house  for  a  short  time. 
This  precinct  covers  an  outlying  section  of  the  city  and  the  majority  of 
the  arrests  is  for  traffic  violations. 

The  number  of  arrests  for  the  past  several  months  was  as  follows: 
July,  14  adults ;  August,  18  adults  and  2  juveniles ;  September,  29  adults 
and  6  juveniles;  October,  81  adults  and  1  juvenile;  November  to  date  of 
ifiLspectlon,  4  adults. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


WYOMING  COUNTY 

VILLAGE  LOCKUP— ARCADE 

Inspected   August   17.   1916.     F.   M.    Foote,   president;    B.   M.    Holmes, 
cilef  «rf  police.     The  population  of  Arcade  is  about  1,600. 

The  lockup  was  fully  described  in  my  report  of  October  3.  1914.     There 
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has  been  no  change.  It  has  one  good  cage  in  a  large  room  on  the  first  floor 
of  the  village  fire  station.  The  room  Is  also  used  as  police  headquarters. 
There  is  an  officer  on  duty  at  night,  and  in  cold  weather  the  room  is  kept 
warm  night  and  day. 

The  number  of  arrests  the  past  year  was  about  20,  the  chief  stated ; 
not  so  many  as  formerly.  A  good  many  lodgers  were  cared  for  in  tlie 
lockup.  The  chief  stated  there  were  from  one  to  seven  every  night  during 
cold  weather. 

In  my  former  report  I  recommended  the  installation  of  a  toilet.  This 
ha^  not  been  done.  The  recommendation  is  repeated.  It  is  not  fair  to  the 
otticer  to  have  such  a  lot  of  lodgers  and  prisoners  in  this  room  usinj;  night 
buckets  and  be  compelled  to  wait  on  them,  with  no  place  to  empty  or  wash 
them.  Such  a  condition  is  unreasonable  in  a  large  up-to-date  village  like 
Arcade.  It  is  easily  feasible,  as  the  hotels  and  other  public  places  have 
full  flushing  toilets.  There  is  only  one  mattress  for  the  two  bunks.  As  the 
bunks  are  of  latticed  steel  requiring  some  covering,  an  additional  martress 
is  needed. 

Respectfully  submitted. 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— ATTICA 

WYOMING  COUNTY 

Inspected  August  18,  1916.  B.  F.  French,  village  president ;  Milo  Grile, 
chief  of  police. 

The  population  of  Attica  is  about  2,000. 

This  lockup  was  fully  described  in  my  report  of  October  5,  1914,  A 
number  of  improvements  have  since  been  made.  The  lockup  has  been 
cleaned  up  and  has  better  care  than  formerly.  The  entire  Interior  has 
been  repainted  including  the  steel  work.  Steam  heat  has  been  provided  in 
addition  to  the  gas  stove,  a  new  toilet  installed  in  the  cell,  and  new  bed- 
ding for  the  bunks.     The  entire  lockup  is  now  in  good  condition. 

The  number  of  arrests  has  been  greater  than  formerly.  A  consider- 
able number  of  public  works  have  been  in  process  of  construction  in  and 
about  the  village,  bringing  into  the  community  a  large  and  somewhat  tur- 
1  ulent  foreign  population.  The  Chief  stated  the  number  of  arrests  last 
year  exceeded  100.     No  lodgers  are  cared  for. 

A  night  officer  is  employed  who  gives  the  lockup  supervision. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


TOWN  LOCKUP— BLISS 

WYOMING  COUNTY 

Inspected  August  17.  1916.  John  S.  Charles,  supervisor:  Charlei 
Bur.se,  chief  of  police.    The  population  of  the  village  of  Bliss  Is  about  500. 

The  lockup  conditions  remain  the  same  as  at  the  time  of  my  last  In- 
spection. October  3,  1914.  The  cells,  bunks  and  bedding  were  found  in 
good  condition. 

The  lockup  Is  not  much  used :  the  ofllcer  stated  only  three  times  since 
January  1,  1916.  and  that  it  was  use<l  on  an  average  not  more  than  six 
times  a  year.    An  officer  stays  In  the  building  when  a  prisoner  is  in  the 
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lockup.  This  is  important  on  account  of  the  fire  risk.  There  is  an  occasion- 
al lodger.  There  were  six  or  seven  last  winter,  the  officer  stated.  They  are 
not  arrested  or  locked  in. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— CASTILE 

WYOMING  COUNTY 

Inspected  August  16,  1916.  A.  W.  Davis,  village  president;  George 
C.  Smith,  village  clerk.    The  population  of  Castile  is  about  1,000. 

The  lockup  conditions  in  this  village  remain  practically  the  same  as 
at  the  time  of  my  last  inspection,  October  1,  1914.  Recently  a  proposition 
to  appropriate  $1,500  for  a  new  lockup  was  submitted  to  the  electorate 
of  the  village  and  lost. 

This  lockup  was  fully  described  in  my  former  report.  Briefly,  it  con- 
sists of  a  small  room  in  the  rear  section  of  the  village  fire  hall,  a  two  story 
wooden  building.  This  room  contains  a  wooden  cell  and  bunk,  but  is  with- 
out light  or  ventilation  except  a  very  small  window  in  the  partition  be- 
tween it  and  the  hose  room.  The  corridor  in  front  of  the  cell  was  so  dark 
at  11  o'clock  on  a  bright  sunny  day  that  even  with  the  dioor  open  I  had  to 
light  matches  to  see  the  interior,  and  the  cell  was  still  darker.  Not  a  ray 
of  sunshine  has  ever  entered  this  lockup  since  it  was  built.  It  is  utterly 
unfit  for  use  as  a  lockup,  and  all  the  citizens  and  officials  with  whom  I  con- 
versed, so  declared. 

Since  the  last  inspection  a  sink  with  running  water  has  been  installed 
in  the  hose  room,  and  a  false  toilet  with  a  basin,  placed  in  a  small  addition 
projecting  into  a  large  shed  back  of  the  fire  hall.  These  are  not  accessible 
to  prisoners  and  do  not  relieve  the  most  objectionable  features  of  the 
lockup. 

I  was  informed  by  the  resident  justice  that  the  number  of  prisoners 
locked  up  averaged  about  one  a  month  during  the  past  year  and  that 
during  the  cold  season  there  were  from  70  to  80  lodgers  cared  for  in  the 
lockup. 

RECOM  M  END  ATION  S 

I  recommend  that  this  lockup  be  closed,  and  if  this  village  desires  to 
maintain  a  lockup  that  it  submit  plans  for  a  new  one  to  the  State  Com- 
mission of  Prisons  for  approval,  free  from  the  objections  to  the  present  one. 

Respectfully  submitted. 

{Signed)     GEORGE  McLAUGHLIN. 

Chief  Inspector. 


TOWN  LOCKUP— CASTILE 

WYOMING  COUNTY 

After  receiving  my  report  of  inspection  of  the  lockup  of  this  town,  made 
in  August  last,  recommending  that  the  present  lockup  be  closed,  the  town 
at  a  special  election  appropriated  $1,500  for  a  new  lockup  and  Edmund  B. 
^^'indsor  representing  the  town  board  asked  for  the  requirements  of  the 
Commission  in  the  construction  of  such  new  lockup. 

At  the  request  of  the  Secretary  I  visited  Castile  on  October  30th  and 
conferred  with  Mr.  Windsor.  I  suggested  a  detached  fireproof  buildin? 
ftlK>ut  16  ft.  X  20  ft.,  with  two  departments,  both  well  lighted  and  ecjuipped 
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witli  tjoileta  and  stationary  wash  basins.    Before  the  work  is  undertaken 
plans  are  to  be  submitted  to  the  State  Commission  of  Prisons  for  approval. 

Respectfully  suJt>mitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

VILLAGE  LOCKUP— PERRY 

WYOMING  COUNTY 

Inspected  August  16,  1916.  Walter  Presoott,  village  president;  Fred 
Butler,  chief  of  police,  assisted  by  three  other  officers. 

The  population  of  Perry  is  about  6,000. 

The  lockup  of  this  village  is  one  of  the  best  and  most  complete  in  the 
State.  It  has  excellent  care.  There  is  a  large  well  lighted  room  for  men, 
with  six  steel  cells.  The  cells  have  open  tops  and  fronts  made  of  round 
iron  bars  set  well  apart,  and  are  each  furnished  with  a  toilet,  a  stationary 
wash  basin  and  two  steel  bunks ;  each  bunk  has  a  mattress  and  bedding 
in  good  condition.  The  room  for  women  has  a  cot  bed,  a  toilet,  wash  basin 
with  running  water,  a  stand  and  some  chairs.  The  room  for  lodgers  has 
a  toilet,  a  wash  basin  and  some  sleeping  bunks.  The  entire  lockup  has 
concrete  floors,  electric  lights  and  steam  heat. 

The  number  of  arrests  during  the  past  year,  the  Chief  stated,  was 
about  170,  of  whom  12  were  women.  About  100  of  those  arrested  were 
held  all  night  in  the  lockup.  The  highest  numher  at  any  one  time  was 
four.     Court  sits  every  morning. 

Prisoners  are  fed  if  In  custody  at  meal  time.  There  were  285  lodgers 
during  the  winter,  ranging  from  one  to  eight  almost  every  night.  They  are 
locked  in  and  given  supper  and  breakfast  but  not  arrested  or  taken  to 
-court. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 

TOWN  LOCKUP— PIKE 

WYOMING  COUNTY 

Inspected  August  15,  1916.  C.  H.  Thomas,  supervisor,  Gainsville; 
Harry  P.  Scott,  chief  of  police. 

The  village  of  Pike  where  the  lockup  is  located  had  a  ix)pulation  of 
.344  in  1915  and  the  population  of  the  town  was  1,076. 

The  lockup  consists  of  a  small  detached  wooden  building  with  a  tin 
roof,  and  remains  in  the  same  condition  as  at  the  time  of  my  last  insx)ection, 
Sept.  30,  1914.  The  rear  section  of  the  room  is  occupied  by  two  wooden 
■cells.  These  are  without  light  or  ventilation  except  through  some  small 
openings  between  the  heavy  wood  bars  of  the  doors.  The  cells  are  dungeons 
and  should  not  be  tolerated.  There  is  one  rather  small  window  in  the  front 
room,  with  a  .solid  wooden  shutter,  which  I  judge  is  usually  kept  closed  to 
protect  the  glass. 

There  Is  no  water  in  the  lockup.  The  village  has  public  water  but  no 
sewers. 

The  number  of  prisoners  detained  in  the  lockup  averages  eight  or  ten 
a  year,  I  was  informed,  most  of  whom  are  held  over  night.  An  officer  stays 
in  the  building  when  a  prisoner  is  in  cut^tody  at  night.  There  is  an  occasion- 
al lodger ;  there  were  four  or  five  last  wnter. 

RECOMMENDATIONS 

(1)     Install  an  additional  window,  protect  both  windows  with   iron 
fvirs  and  .screens  and  dispen.se  with  the  wood  shutters  so  that  the  lockup     \ 
will  have  some  sunlight. 
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(2)  Install  one  or  two  steel  cells  to  take  the  place  of  the  present 
dungeons.  If  this  is  not  done  ■within  a  reasonable  time  I  reoommend  that 
the  lockup  be  closed. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Impector, 


TOWN  LOCKUP— PORTAGEVILLE 

WYOMING  COUNTY 

Inspected  August  15,  1916.  E.  I.  Davaney,  supervisor;  L.  S.  Clark, 
town  clerk. 

The  village  of  Portageville  is  not  incorporated.  It  has  a  population  of 
about  450,  and  is  without  public  water  or  sewers.  The  lockup  is  not  much 
used  and  showed  lack  of  care.  The  local  officer  stated  it  wnas  not  sufficiently 
secure  to  hold  a  criminal,  and  he  found  it  more  convenient  and  less  ex- 
pensive to  keep  drunks  and  lodgers  at  his  hotel  than  in  the  lockup. 

I  was  informed  by  the  town  officials  that  the  nimiber  of  arrests  averages 
about  ten  a  year  and  forty  or  fifty  lodgers  were  cared  for  during  the  winter. 

iaX30M  MENDATION  S 

(1)  Repair  the  bars  on  the  windows. 

(2)  Remove  all  rubbish  from  the  lockup. 

(3)  Repair  the  glass  in  the  door. 

(4)  Install  a  steel  cell  in  place  of  the  present  wooden  one. 

(5)  Furnish  gas  light  in  the  front  room. 

Respectfully  submitted, 

{Signed)     GEORGE  McLAUGHLIN, 

Chief  Inspector. 


VILLAGE  LOCKUP— SILVER  SPRINGS 

WYOMING  COUNTY 

Inspected  August  16,  1916.  James  Nash,  village  president;  E.  E.  Law, 
chief  of  i>olice.    The  population  of  Silver  Springs  is  about  1,000. 

The  lockup  of  this  village  consists  of  a  one-room,  detached  wooden 
building  located  about  fifty  feet  in  the  rear  of  the  village  hall.  There  is 
one  large  window,  a  coal  stove  and  two  steel  cages,  each  5  ft.  x  6  ft  6  in. 
X  6  ft  6  in.  open  on  all  sides  and  the  top.  The  partition  between  the  cages 
is  solid.  The  cage  bars  are  1%  in.  wide  and  the  uprights  are  set  on  5%  In. 
centers,  and  the  cross  bars  on  6  in.  centers. 

Since  the  last  inspection  an  electric  light  has  been  installed  in  the 
lockup  and  one  in  front  outside,  as  recommended  in  that  report.  The  vil- 
lage now  employs  a  police  officer  and  during  cold  weather  when  it  is  neces- 
sary to  have  a  fire,  an  officer  or  watchman  stays  in  the  building  when  any 
one  Is  locked  in  the  cages.  During  the  rest  of  the  season  there  is  no  super- 
vision at  night. 

The  arrests  now  average  about  25  a  year,  and  about  10  are  detained  in 
the  lockup  all  night.    There  were  about  35  lodgers  last  vdnter.    They  were 
Bot  arrested  or  locked  up. 
■ 
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RECOMMENDATIONS 

(1)  Repair  the  broken  window  bars. 

(2)  Furnish  supervision  in  summer  as  well  as  winter  when  a  pris- 
oner is  locked  in  the  cells  at  night. 

Respectfully  submitted, 

(Signed)     GEORGE  McLAUGHLIN, 

Chief  ln>--p^-''tor. 


YATES  COUNTY 

TOWN  LOCKUP— DUNDEE 

Inspected  July  22,  1916.     Cyrus  C.  Harvey,  supervisor. 

The  village  of  Dundee  had  a  population  of  1,2.36  in  1915,  and  that  of 
the  town  of  Starkey  was  2,656. 

The  lockup  is  located  in  a  rear  room  on  the  first  floor  of  the  town  hall. 
a  brick  structure.  The  room  has  an  outside  entrance,  a  large  window,  and 
a  ventilator  in  the  ceiling.    Light  and  ventilation  appear  to  be  ample. 

There  are  two  steel  cells,  each  5  ft.  x  6  ft.  6  in.  x  6  ft.,  with  open  sides 
and  solid  partition  and  tops.  The  floors  are  steel  and  were  rusted.  Each 
cell  has  two  bunks  with  bedding.  There  are  no  toilet  facilities.  Sanitary 
buckets  should  be  provided.  The  floor  of  the  lockup  is  wood  and  the  walls 
are  wainscoted  and  plastered.  The  room  is  heated  by  a  stove  and  lighted 
by  electricity.  It  was  stated  that  an  officer  remains  in  the  building  when 
a  prisoner  is  detained  over  night.  This  should  not  be  neglected  on  account 
of  the  danger  of  fire. 

KECOMMENDATIOXS 

(1)  That  the  floors  of  the  cells  be  painted. 

(2)  That  a  sanitary  bucket  be  provided  for  each  cell. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN. 

Secretary. 


VILLAGE  LOCKUP— PENN  YAN 

YATES   COUNTY 

Inspected  July  21.  1916.  The  population  of  Penn  Yan  in  1915  was 
4,725. 

A  large  room  in  the  basement  of  the  Yates  County  Jail  is  set  apart 
for  use  as  a  lockup  by  the  village  of  Penn  Yan.  It  is  lighted  and  ventilated 
by  means  of  outside  windows  and  has  six  cots  with  mattresses  and  blankets. 
Arrests  are  few  and  the  room  is  used  principally  as  a  place  for  caring  for 
lo<lgers-  It  is  cared  for  by  the  county  and  a  satisfactory  state  of  cleanliness 
prevailed. 

Tliere  is  a  toilet  aDd  lavatory  in  one  end  of  the  room.  The  toilet  seat 
was  broken  off  and  should  be  repaired. 

Respectfully  submitted, 

(Signed)     JOHN  F.  TREMAIN. 

Secretarjf. 
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TOTAL  PRISON  POPULATION  OF  THE  STAUD 
In  Custody  Septembeb  30th,  fob  the  Last  Ten  Yeabs  and  on  June  SO,  191C 

WOT 12.2n     1912 KTW 

1008 14,784     1018 14381 

1900 18380     1914 16,078 

1010 18;280     1915 17An 

1011 14,118      1916    15,842 


Showing  the  Numbeb  of  Actual  Commitments  Dubinq  the  Yeabs  1907  to 
1915    Inclusive,  and  Dubing  the  Nine  Months  Ending  June  30,  1916 

1907  1908      1909      1910        1911       1912         1913        1914        1916      1916 

State  Prisons 1,240        1,689    1,713      1.562      1,418      1.760        1,629      1.843      2,094    l.ItT 

State  Farm  for  Wom- 
en         ....  79        n 

New  York  State  Re- 
formatories        1,093        1,466    1,419      1,158      1,359      1,245        1,333      1,247      1,226       646 

New  York  City  Re- 
formatory   645  566        408         375         514         523  590         746         763         386 

Penitentiaries 11,351     14.723    13.543     11.837    12,840     11.344    13.284    18,467    19,173     14.998 

State  Reformatory  & 

House  of    Refuge 

for  Women 257         276        192         278         303  850         338         357  313         262 

County    Jails,    New 

York  City  Prisons, 

New    York    Work 

House  and   House 

of  Detention......      83,033    99,927    94,367    80.234    86.488    82,073    84,437    95,368    97.462      60. T8 

Total 97.619  118,647  111,642    95,444  102,922    97.295   101.611118.027  121,110      78.826 


WOMEN  PRISONERS 

Numbeb  in  Custody,  June  30,  1916. 

State  Prisons 117 

State  Farm  for  Women 76 

Reformatory  and  House  of  Refuge 537 

Penitentiaries   83 

County  Jails 82 

New  York  City  Institutions Oil 


Total 1,805 


Number  of  Admissions  During  the  Nine  Months  Ending  June  30,  1916. 

State  Prisons 26 

State  Farm  for  Women 33 

Reformatory  and  House  of  Refuge 252 

Penitentiaries   429 

County  Jails 1,884 

New  York  City  Institutions •14,228 

Total    16,852 

♦11,634  actual  commitments 
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STATE    PRISONS 


Total  Number  of  PrUonera  In  Custody  September  30,  IMfi,  and  June  SO,  1»1«. 

1915  I9'6 

Male  Female        Total  Male  Female        Total 

Auburn 1.429  117  1,546  1,355  117  1,473 

Clinton 1,400  1,400  1,443  i,443 

Great  Meadow 916  916  989  989 

Sing  Sing 1,539 ._^ i,539 i>582 ._. i>583 

Total 5,284  iTt  5.401  5.369  J^T  5.486 

Number  of  Prisoners  Received  gnd  Discharged  during  the  Nine  Months 
Ending  June  30,  li'16' 

Received  Discharged 

Male            Female  Total  Male  Female  Total 

Auburn 510                  26  536  584  26  610 

Clinton 511  511  468  468 

Great  Meadow 685  685  612  468 

Sing   Sing 940 ._^ 940 897 897 

Total 2,646               26  2.672  2,561  26  2,587 

Number  of  Prisoners  Transferred  to  State  Hospitals  during  the  Nine  Months 
Ending  June  30,  1916. 

Male        Female         Total 

Auburn 9                 -                    9 

Clinton 11                  .                    1 1 

Great   Meadow 4               ••                   4 

Sing  Sing 16 ■_^ 16 

Total 40                 -                  40 

Number  of  Prisoners  who  died  during  the  Nine  Months  Ending  June  30, 1916. 

Male        Female        Total 

Auburn 14                 i                   15 

Clin  ton 9               .  •                    9 

Great  Meadow   4               • .                    3 

Sing  Sing 21 ._ 21 

Total 46                 I                   47 

Greatest  Number  of  Prisoners  In  Custody  at  any  one  time  during  the  Nine 
Months  Ending  June  30, 1916. 

Male 

Auburn... 1,544 

Clinton i  ,495 

Great   Meadow 1,065 

Sing  Sing 1 ,680 


;male 

Total 

120 

1.664 
1.495 
1,065 
1,680 

Total 5.784              120  5.904 

Least  Number  of  Prisoners  In  Custody  During  the  Nine  Months 
Ending  June  30,  1916. 

Male        Female  Total 

Auburn 1,350            115  1,465 

Clinton 1,326            . .  1,326 

Great    Meadow 831  831 

Sing   Sing 1,054 l:^ 1.054 

Total 4,561             115  4.676 
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Arerage  dallf  Number  of  Prlaoners  In  Custodf  durlnc  the  Nine  Month! 
Ending  June  30, 1916. 


Auburn 

Clinton 

Great  Meadow 

Sing  Sing 

Total . . . 


Male 

1.455 

1,404 

960 

1,603 


Female 
117 


Totil 

J. 573 

1.404 

960 

1,603 


5.539 


5.422  117 

Number  of  Prisoners  Paroled  during  the  Nine  Months  Ending  June  30,  ltl6. 

Male         Female        Total 

Auburn 

Clinton 

Great  Meadow 

Sing  Sing 

Total    


95 
138 
441 
128 


21 


116 
138 

44» 

128 


802 


823 


Number  of  Prisoners  Returned  for  Violation  of  Parole  during  the  Nine  Months 
Ending  June  30, 1916. 


Auburn 

Clinton 

Great   Meadow 
Sing  Sing 

Total. .. 


Male 

19 

9 

32 

38 


Female 


Total 

>9 
9 

38 


98 


322 

4'5 
643 

474 


61 


Number  of  Prisoners  on  Parole,  but  not  Discharged  on  June  30,  1916 

Male         Female 

Auburn   . . 

Clinton    

Great  Meadow 

Sing  Sing 

Total 1,854  61  1.91  5 

Number  of  Prisoners  Sentenced  to  Life  Imprisonment  In  Custodf  June  30, 1916. 


Total 

383 
4»5 
643 

474 


Auburn    

Clinton 

Great   Meadow 

Sing  Sing 

Total... 


Male 
81 
90 

12 


Female 
9 


Total 
90 
90 


183  9  192 

Number  of  Prisoners  Electrocuted  during  the  Nine  Months  Ending  June  30, 191^:. 

Male        Female        Total 

Auburn    i  i 

Clinton 

Great  Meadow 

Sing  Sing __q ._ 9 

Total 10 


10 

1,282 

135 

.      1,214 

Great  Meadow i,  168 

•  Sing  Sing 1,200 

Total 4.999 

*  Dormitory  250  additional  capacity. 


Cell  Capacity  of  Institutions  —  Number  of  Cells  (all  single.) 

Auburn  (men's  prison) 

Auburn  (women's  prison) 

Clinton 
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SHOWING  THE  CRIMES  FOB  WHICH  THE  PRISONERS  COMMITTED  DURING  THE  NINl 
MONTHS  ENDING  JUNE  30,  1916,  WERE  CONVICTED 


Atibiirii    Clin-  Great    Sing 
ton   M'dow  Sing 

M 

Alyandonment    5 

Abandoning  ohMd 

AMuction  and  attempts 3 

Abortion  and  attempts 

Accessory  to  felony 1 

Arson 

Arson,  first  degree  and  attempts ...  3 

Arson,  second  degree  and  attempis  2 

Arson,  third  degree 

Assault  and  attempts 

Assault,  first  degree  and  attempts  9 

Assault  first  and  second  degree 

Assault,  second  degree  and  attempts        42 

Assault,  second  degree,  second 
offense  

Assault,  second  degree  and  rape 
first  degree 

Assault,  third  degree 

Bigamy  5 

Blackmail     1 

Bribery  

Burglary     &     receiving     stolen 

property   1 

Burglary,  first  degree  &  attempts.  3 

Burglary,  first  degree  &  grand 
larceny,  first  degree 

Biirglary,  second  degree  &  attempts  6 

Burglary,  second  degree  &  grand 
larceny,  second  degree 

Burglary,  third  degree  &  attempts      100 

Burglary,  third  degree  grand  lar- 
ceny &  receiving  stolen  pro- 
perty    

Burglary,  third  degree  and  grand 
larceny,  first  degree 

Burglary,  third  degree  and  grand 
larceny,  second  degree 

Burglary,  third  degree  grand  lar- 
ceny, second  degree  and  re- 
cei\dng  stolen  property 

Burglary,  third  degree  and  perjury 

Burglary,  third  degree  and  petit 
larceny    

Burglary,  third  degree  and  petit 
larceny,  second  offense 

Burglary,  third  degree  and  petit 
larceny,  and  receiving  stolen 
property    

Burglary  and  larceny 52 

Carrying  concealed  weapons 7 

Carrying  dangerous  weapons 

Carrying  metal   knuckles 

Compulsory   prostitution 2 


Total 


F 

Male 

Male 

Male 

M   F 

, , 

, , 

2 

8 

15  .. 

. , 

. , 

6 

, . 

6  .. 

, . 

8 

8 

7 

26  .. 

1 

1 

. , 

, , 

1   1 

, . 

, . 

, , 

1  .. 

5 

, . 

. , 

5  .. 

. . 

, , 

1 

2 

6  .. 

1 

2 

5 

9   1 

6 

3 

9  .. 

. , 

, , 

11 

11  .. 

, , 

11 

26 

46  .. 

. , 

1 

2 

3  .. 

1 

26 

99 

103 

270   1 

.. 

3 

.. 

.. 

3  .. 

.. 

3 

3  .. 

, , 

1 

. . 

, , 

1  .. 

1 

3 

14 

13 

35   1 

, , 

, . 

2 

3  .. 

1 

•• 

1 

1 

2   1 

.. 

1  .. 

•• 

•• 

2 

4 

9  .. 

.. 

1 

1  .. 

•• 

4 

13 

17 

40  .. 

.. 

.. 

1 

1  .. 

•• 

163 

95 

161 

519  .. 

1 

1  .. 

.. 

4 

2 

5 

11  .. 

•• 

22 

9 

3 

34  .. 

2 

2  .. 

•• 

i 

•• 

•• 

1  .. 

.. 

43 

9 

3 

55  .. 

•• 

1 

•• 

•• 

1  .. 

1 

1  .. 

, , 

. , 

, , 

, . 

52  .. 

, , 

14 

15 

16 

52  .. 

1 

2 

. , 

3  .. 

, , 

. . 

1 

, , 

1  .. 

8 

9 

22 

36  .. 
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Showing  Crimes  for  Which,  eftc,  {Continued) 


Crime  against  nature 

Destroying  property 

Destroying  railroad  property 

Escaping  from  prison  or  jail 

Extortion  and   attempts 

False  registration 

Jorgery  and  attempts 

Forgery,  first  degree 

Forgery,  first  degree  and  petit 
larceny    

Forgery,  second  degree  and  attempts 

Forgery,  second  degree  &  grand 
larceny,  second  degree 

Forgery,   third  degree 

Forgery,  third  degree  and  petit 
larceny   

Fraudulently  obtaining  money.... 

Grand  larceny  &  receiving  stolen 
property   

Grand  larceny,  first  degree  and 
attempts  

Grand  larceny,  second  degree  & 
attempts  

Grand  larceny,  second  degree  sec- 
ond   offense 

Grand  larceny,  second  degree 
and  receiving  stolen  property. 

Incest    

Injuring  railroad  property  and 
attempts  

Maiming     

Manslaughter,  first  degree 

Manslaughter,  second  degree  and 
attempts  

Murder,  first  degree  and  attempts. 

Murder,  second  degree  and  at- 
tempts   

Perjury     

Petit  larceny,  second  offense 

Possessing  burglar  tools 

Possessing  narcotics 

Rape  and  attempts 

Rn pe  and  abduction 

Rape,  first  degree  and  attempts... 

Rai>e  first  degree  and  assault 
second  degree 

P:M>e.  second  decree  and   attempts 

Rape,  first  degree,  and  assault 
second  degree 

Receiving  money  for  placing  wo- 
man in  the  custody  of  an- 
other for  immoral  purposes.. 

Receiving   stolen   property 

Riot   

Robbery,  first  degree  and  at- 
tempts   


Auburn 

Clin- 

Great 

Sing 

Total 

ton 

M'dow  Slug 

M 

F  Male  Male 

Male 

M 

F 

•  t 

•  • 

1 

, , 

•  • 

1 

2 

, , 

, , 

2 

1 

. . 

. , 

. , 

. . 

1 

. . 

. , 

, . 

1 

, . 

1 

2 

, , 

5 

9 

3 

19 

, , 

, , 

, , 

. , 

1 

1 

32 

1 

. , 

, , 

, . 

32 

•• 

.• 

2 

1 

1 

4 

1 

1 

•• 

•• 

15 

21 

24 

60 

.. 

.. 

1 

1 

•• 

.• 

•• 

1 

7 

8 

.. 

1 

1 

1 

.. 

.• 

.. 

.. 

1 

2 

.. 

.. 

.. 

2 

4 

.. 

14 

3 

12 

45 

36 

107 

3 

66 

8 

34 

87 

154 

341 

8 

.. 

.. 

10 

.. 

.. 

10 

.. 

1 

1 

7 

i 

2 

3 

2 

14 

i 

1 

2 

4 

7 

, , 

, , 

1 

1 

1 

3 

14 

2 

6 

17 

30 

67 

2 

6 

•• 

9 

14 

7 

15 

96 

15 

•  • 

12 

2 

14 

3 

18 

47 

2 

5 

, . 

1 

5 

3 

14 

, , 

7 

, . 

. , 

1 

3 

11 

, , 

1 

, , 

, , 

1 

6 

8 

•  • 

1 

, , 

, , 

. . 

. . 

1 

. , 

18 

, , 

, , 

, , 

18 

1 

. . 

, . 

1 

•• 

•• 

2 

17 

10 

29 

.. 

.. 

•  • 

.. 

2 

2 

.  • 

•• 

•• 

14 

33 

17 

64 

.. 

•• 

•• 

•• 

•• 

1 

1 

•  • 

3 

3 

ii 

i 

is 

18 

39 

86 

1 

1 

•• 

1 

•• 

•• 

2 

.. 

87 

2 

11 

26 

26 

100 

s 
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Showing  Crimes  for  Which,  etc.,  (Continued) 

Auburn    Clin-  Great    Sing 
ton  M'dow  Sing 


Robbery,  first  degree  and  as- 
sault second  degree 

Robbery,  first  degree,  grand  larc- 
eny first  degree  and  assault, 
second  degree  

Robbery,  second  degree  and  at- 
tempts   

Robbery,  third  degree  and  attempts 

Robbery  and  assault 

Robbery  after  a  felony 

Seduction  

Selling  cocaine  illegally 

Sodomy  and  attempts 

Stealing  brass  car  journals 

Violating  penal  law 

Violating  U.  S.  postal  laws 


M 


21 

8 


17 
16 


9 
20 


Total 


F   Male  Male   Male      M     F 
..        1         ..  1     .. 


55 
52 

1 
1 
5 
2 
15 
1 
7 
1 


Total 


510   26  511  685   839  2,545  26 


416 


TWENTY-SECOND  ANNUAL  REPORT  OF  THE 


Showing  the  Terms  of  Semtence  of  the  Pbisonebs  Admitted  During  the 

Nine  Months  Ending  june  30,  1916. 

Auburn    Clin-  Great    Sing       Total 
ton   M'do«w  Sing 


M 

One  year 14 

One  year  and  one  month 1 

One  year  and  two  months 1 

One  year  and  three  months 4 

One  year  and  four  months 2 

One  year  and  five  months 1 

One  year  and  six  months 9 

One  year  and  seven  months 2 

One  year  and  eight  months 7 

One  year  and  nine  months 6 

One  year  and  ten  months 5 

One  year  and  eleven  months 1 

Two  years 21 

Two  years  and  $1,000  fine 1 

Two  years  and  one  month 1 

Two  years  and  two  months 1 

Two  years  and  three  months 2 

Two  years  and  four  months 6 

Two  years  and  five  months 2 

Two  years  and  six  months 10 

Two  years  and  seven  months 

Tw^o  years  and  eight  months 2 

Two  years  and  nine  months 

Two  years  and  ten  months 1 

Two  years  and  eleven  mqnths....  2 

Three    years 16 

Three   years,    one    and    one-half 

months    

Three  years  and  two  months 

Three  years  and  three  months....  6 

TJiree  years  and  four  months 1 

Three  years  and  five  months 1 

Three  years  and  six  months 5 

Three  years  and  seven  months.... 
Three  years  and  eight  months.... 

Three  years  and  nine  months 

Three  years  and  ten  months 2 

Four   years 5 

Four  years  and  one  month 

Four  years  and  three  months 

Four  years  and  five  montihs 1 

Four  years  and  six  months 5 

Four  years  and  seven  months 1 

Four  years  and  eight  months 

Four  years  and  ten  months 3 

Pour  years  and  eleven  months 

Five  years 35 

Five  years  and  one  month 

Five  years  and  two  months 

Five  years  and  three  months 

Five  years  and  four  months 2 

Five  years  and  six  months 3 

Five  years  and  seven  months 2 

Five  years  and  eight  months 


F   Male  Male   Male 


,, 

2 

4 

6 

25 

, , 

,  , 

, , 

, , 

1 

2 

, , 

,  , 

6 

7 

2 

7 

13 

,  , 

3 

2 

. . 

7 

, , 

,  . 

1 

, . 

7 

9 

. , 

1 

11 

1 

30 

51 

1 

.  , 

, , 

2 

, , 

4 

4 

1 

13 

25 

1 

1 

1 

12 

20 

1 

2 

. . 

. , 

, , 

5 

2 

1 

. , 

4 

6 

. , 

. , 

43 

8 

68 

130 

, , 

. , 

, . 

. . 

, . 

1 

. , 

, , 

2 

1 

. . 

4 

, , 

•  • 

1 

1 

1 

4 

. , 

. , 

, , 

3 

5 

. , 

. , 

4 

1 

8 

19 

, , 

2 

4 

37 

6 

24 

77 

. . 

2 

2 

. , 

4 

, , 

, , 

6 

. , 

, . 

, , 

, , 

5 

5 

. , 

, , 

. . 

1 

2 

2 

1 

5 

•• 

42 

6 

14 

78 

•. 

2 

2 

1 

, , 

1 

3 

4 

1 

2 

9 

17 

. , 

, . 

4 

5 

. , 

, , 

1 

1 

3 

, , 

8 

1 

17 

31 

. . 

, . 

1 

. , 

. , 

1 

, , 

. . 

1 

. . 

1 

, . 

, , 

2 

2 

, , 

2 

, , 

1 

5 

, , 

, , 

41 

6 

8 

60 

. , 

. . 

. , 

1 

1 

, , 

. , 

2 

2 

4 

. , 

. , 

. , 

. . 

1 

, . 

, , 

, , 

2 

8 

15 

.. 

1 

.. 

1 

3 

1 

1 

, . 

. , 

1 

6 

10 

, , 

, , 

1 

, . 

1 

2 

55 

6 

58 

154 

, , 

. . 

. . 

1 

1 

, , 

, , 

, , 

2 

, , 

2 

. , 

1 

. . 

1 

2 

. , 

2 

, , 

•• 

1 

•• 

4 

8 
2 

•• 

. , 

i 

, , 

1 

. 
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Showing  Terms  of  Sentence,  etc.,  (Continued) 
Auburn    din-  Great 


Sing 
ton  M'dow  Slug 


Five  years  and  nine  months 

Five  years  and  ten  months 

live  years  and  eleven  months... 

Six     years 

Six  years  and  one  month 

Six  years  and  three  months 

Six  years  and  five  months 

Six  years  and  six  months 

Six  years  and  seven  months 

Six  years  and  nine  months 

Six  years  and  eleven  months .... 

Seven    years 

Seven  years  and  six  months 

Seven  years  and  ten  months 

Fiijrht  years 

Eight  years  and  two  months.... 
Eight  years  and  three  months... 
Eight  years  and  six  months 


M 


Male  Male 
1 
1 

2  .. 
8  .. 
1 


Also  serving  an  additional  term  of  ten  years. 


Eight  years  and  nine  months 

Eight  years  and  ten  months...., 

Nine    years 

>.ine  years  and  one  month 

Nine  years  and  six  months 

Nine  years  and  ten  months , 

Ten    years , 

Ten  years  and  three  months 

Ten  years  and  four  months 

Ten  years  and  six  months 

Eleven    years 

Eleven  years  and  eight  months... 

Tv.-elve    years 

Twelve  years  and  two  months... 
Twelve  years  and  six  months.... 

Thirteen  years 

Tlnrteen  years  and  one  month... 
Thirteen  years  and  three  months. 
Fourteen  years  and  five  months.. 

Fifteen   years 

I^'ifteen  years  and  two  months... 
Fifteen  years  and  six  months.... 

Sixteen  years 

Sixteen  years  and  five  months... 

Seventeen  years 

Fight een  years 

Ei^liteen  years  and  six  months.. 

Twenty  years 

Twenty  years  and  six  months... 

Twenty-one  years   

Twenty-five  years 

Thirty  years  and  one  month 

Thirty-nine    years 

Forty  years  and  one  month 

Indeterminate     sentences 

Fife    

T»eath 


14 


284        21 


1 
1 
1 
1 
178 


618 


Male 
2 


14 

1 


434 
15 


Total 


M  I 

3  .. 
1  .. 
8  .. 

IS  .. 

1  .. 

4  .. 

1  .. 

2  .. 

2  .. 
'      1  .. 

1  .. 

10  .. 

5  .. 
1  .. 

15  .. 

1  .. 

1  .. 

1  .. 

1  .. 

1  .. 

4  .. 

1  .. 

1  .. 

1  .. 

85  .. 

3  .. 
1  .. 
1  .. 
3  .. 

1  .. 

2  .. 
1  .. 

1  .. 

2  .. 
1  .. 
1  .. 
1  .. 

6  .. 
1  .. 
1  .. 

3  .. 
1  .» 
3  .. 
1  .. 
1  .. 
8  .. 
2 

1  !! 

1  .» 

1  .. 

1  .. 

1  .. 

,514  21 

15  .*! 


Total 


510 


26     511     6S5       839    2,545     26 


14 
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TWENTY-SEKJOND  ANNUAL  REPORT  OF  THE 


Showing   the   Minimum   and   Maximum   Terms   of   the   Two   Hundred 
Eighty-four  Male  Prisoners  Admitted  to  Auburn  Prison  on  Indeter- 
minate Sentences,  During  the  Nine  Months  Ending  June  30,  1916. 


No.  of  Pris- 
oners 

28    

Minimu 
Yrs.     M 

m           Maxim 

3S.           Yrs.  IV 

. .      to      2 

.       "      3 

.       "      5 

.       "      7 

.       "     10 

"       1 
«       1 

*'      1 

(«       1 

«      f 

((       -t 

.'       "       2 
.       "       2 
.       "       2 
.       "       2 
.       "       2 
.       "       3 
.       "       4 
.       "     15 
.       "     19 

1  "      2 

2  "       2 

2  "       2 

3  "      2 
3      «      2 
3       "       2 
3       "       2 
3       "      1 
3       "      3 

3  "      3 

4  "       1 
4       "       2 
4       "       2 

4  "       3 

5  "      2 
8       "       2 
8      "      2 
8      «      2 
8      "      3 
8      "      3 
8       "       3 

6  "      3 
S       "       4 
5       "       3 
3      "      3 
B       "      3 
3       "       4 
)      "      3 

"       4 
*•       4 
"       3 
"       5 
"       2 

um 

[OS. 

*2 
3 
4 
5 
6 
8 

10 
1 
3 
4 
6 
7 
1 
6 
1 
6 
4 
4 
5 

6 

7 
9 
8 

6 
7 
4 
4 
6 
5 
3 
4 
6 

2 
3 
6 
4 
5 
6 
8 
1 

6 

No.  of  Pris- 
oners 
1     

MiniE 
Yrs.    ] 
2 

aum 

\I03. 

3 
3 
4 
6 
6 
6 
6 
6 

3 
4 
4 
4 
6 
6 
6 
6 
6 
6 
6 
6 

i 

4 
6 
8 
6 
6 

2 

« 

(( 

(( 
(( 
(( 
« 
(( 
(( 
(( 
{( 

« 

<( 
<( 

(( 
(( 
(( 
« 
(( 

u 
tt 

« 

{( 

« 
« 
*( 
(( 
(( 

« 

<' 
<( 
« 

« 

<4 

« 
tl 
{( 

« 

Maximum 

X-rs.  Mo8. 

3      4 

4    

3    

2 

3       6 

3       7 

8    

2 

1    

9 

3     10 

1    

2 

4     11 

4       7 

3   

1 

9 

1    

7    

....     2 
2 

3  6 

4  3 

5    

2 

3       3 

7    

....     2 
....     2 
2 

4       3 

4  6 

5  1 

1    

1    

....      1      . 

1    

2    

2 

!!!!   2 

4  8 
9       6 

1    

4    

....     2 
2 

3  6 
5     10 

4  6 

1    

2 

1    

....     2 

3       8 

5    

2 

4       4 

1    

....     2 
2 

4       8 

3       8 

1    

3    

2 

3       8 

1    

1    

2 

6    '.'.'.'.'.'.'.'. 

2    

....     2 

...     2 

2 

4  .. 
4       8 

4       7 

1    

....      1 

1    

2    

...     2 
...     2 

4  8 
4       0 

1    

...      1 

1    

...     2 

9  5 
9 

1    

...     3 

2    

...     3 
3 

8  .. 
8      8 

7  .. 

8  8 
4       8 

4  8 

5  8 
5       8 

9  8 
9  8 
4  8 
4       8 

1    

4    

3    

...      1 

...     3 
...     3 
...     3 
...     3 
...     3 
3 

3    

1    

1    

1    

...      1 

1    

...     3 

...     3 

3 

5    

1    

1    

...     3 

2    

...      1 

1 
...      1 
...      1        1 

...     3 

5       1 

1    

1    

...     3 

...     3 

8      8 

6       8 

6  10 

7  .. 

7  1 

8  .. 
9 

1    

1    

...     3 
...     3 

1    

1    

1    

...      1        J 

...     1      i 
...     1     1( 

0    

...     2     . 
...     2     . 
. . .     2     . 

4       8 

0    

8       8 

8  8 

9  8 
8      4 

6    

1    

...     2     . 
...     2     . 

...     4 
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Showing  Indeterminate  Sentences,  Auburn,  (Continued) 


No,  of  Pris- 


Minimum 
Yrs,  Mos. 
.  4  6 
.  4  6 
.46 
.  5 
,.  5 
.  5 
.  5 
.  5 
.  5 
.  5 
.  5 
.  5 
.  5 
.  5 
.  6 
.     6 


Maximum 

Yrs.   Mos 

4       1 

8       7 

9       6 

6      3 

6       8 

7       1 

9      6 

10     .. 

5      6 

9       6 

9      7 

10     .. 

10      6 

9      6 

8     .. 

12     .. 

No,  of  Pris- 


Minimum 
Yrs,    Mos, 


Maximum 
Yrs.  Mos, 


6 
6 
6 

7 

7 

7 

8 

8 

8 

10 

10 

10 


1    10    11 

13 20  to  Life. 


10 
19 
10 
14 
14 
15 
12 
16 
21 
16 
19 
20 
20 


Total  indeterminate  sentences  284 


420 


TWENTY-SECOND  ANNUAI.  REPORT  OF  THE 


Showing  the  Minimum  and  Maximum  Tebms  of  the  Twenty-one  Femals 

Pbisonebs  Admitted  to  Aububn  Pbison  on  Indeterminate  Sentences 

DUBiNG  the  Nine  Months  Ending  June  30,  1916 


No.  of  Pris- 
onerB 


Minimum 
Yrs.    Mos. 


to 


10 


Maximum 
Yrs.  Mos. 

)       1 

2 

2 

3 

2 

4 

2 

6 

2 

8 

4 

2 

3 

. . 

4 

, , 

4 

8 

4 

6 

No.  of  Pris- 
oners 

1     

1     

1    

1     

1     

1     

1    

1     


Minimum 
Yrs.  Mos. 
..2  1 
..  3 
..  3 
..  3 
..  5 
..  5 
..  5 
..   10 


Maximum 
Yrs.  Mo«. 

4  2 

5  .. 
6 
9 
6 
9 

10 
19 


2 20  to  Life 


Total  indeteaiiiinate  sentences    21 
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Showing  the  Minimum  and  Maximum  Teems  of  the  One  Hundred  and 

Seventy-eight  Male  Prisoners  Admitted  to  Clinton  Prison 

ON  Indeterminate  Sentences  During  the  Nine 

Months  Ending  June  30,  1916 


No.  of  Pris- 


1 

C. 
1 
1 
1 
4 
1 
1 

15 
1 

IG 
4 
4 

42 
2 

4 
1 
1 
4 
1 
1 
1 


Minimum 
Yrs.     Mos. 


to 


3 
5 

6 

8 
10 


Maxi 
Yrs. 
1 
1 
1 
2 
2 
o 


mum 
Mos. 


6 
10 

4 

s 

10 


No.  of  Pris- 
oners 


Minimum 

Yrs.  Mos. 

5 

.     5  4 

.     6  .. 

.     0  1 

.      6  0 


8  .. 

8  6 

9  .. 
10  .. 
10  .. 

10  6 

11  6 

12  6 

14  .. 

15  .. 

16  .. 

17  .. 

20  to  Life 


Maximum 

Yrs.  Mos 

10      .. 

10  6 

11  .. 

12  .. 
10     .. 

8 
11 
12 
13 
14 
15 
20 
16 
15 
16 
18 
19 
20 
20 


Total  indeterminate  sentences  17S 
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TW'ENTY-SECOND  ANNUAL  REPORT  OF  THE 


SnowiNG  THE  Minimum  and  Maximum  Terms  of  the  Six  Hundbkd  Eight- 
een Male  Prisoners  Admitted  to  Great  Mhadow  Prison  on 
Indeterminate  Sentences  During  the  Nine  Months 
Ending  June  30,  1916 


No.  of  Pris-               Minimum           Maximum 

No.  of  Pris- 

Minimum 

Maximum 

oners                 Yrs.    Mc 

)s.          Yrs.  Mos. 

oners 

Yrs. 

Mos. 

Yrs.  Mos- 

3     1 

..     to 

4 

1    

...      1 

6 

<i 

5 

8 

11    1 

« 

6 

7 
8 

1    

6 

6 

7 

« 

It 

6 

6 
8 

5 

1    1 

1    

1     

...      1 

6 

1    1 

1    1      . 

9 

10 

2 

1    

7 
8 
8 

« 

3 
8 

3 

8 

1    1      . 

1    

6 

35   1 

2 

8 

1    1     . 

« 

2 

2 

1 
5 

1    

8 
9 

4 
3 

1   1 

1    

1 

6 

6   1 

<i 

2 

6 

1    

...      1 

9 

It 

3 

8 

5   1 

« 

8 

3 
4 

5 
6 

1    

10 

If 
ti 
It 

3 
2 
2 

10 

2   1 

1    

1    

...     2 
...     2 

4 

5 1     . 

6 

1    1 

« 

4 

8 

13    

...     2 

II 

3 

. . 

10   1     . 

(4 

5 

, , 

11    

...     2 

It 

3 

6 

1    1 

« 

5 

6 

1    

...     2 

11 

3 

8 

1    1     , 

« 

9 

6 

33    

...     2 

11 

4 

. . 

2    1 

« 

9 

11 
2 

10 
2 

1    

...     2 

II 
ti 
(« 

4 
4 
4 

?, 

1    1 

1    

...     2 

8 

5    1 

2    

...     2 

5 

1    1 

2       " 

1 

6 

16    

...     2 

II 

4 

6 

1    1 

2      " 

2  " 
<« 

3  " 

3      " 

2 
2 
2 
3 

1 

'4 

1    

1    

1    

...     2 
...     2 
...     2 

It 
ft 
It 

M 

It 

4 
4 
4 

4 
5 

8 

1    1 

9 

2                              1 

10 

1    1 

1    

...     2 

11 

2    1 

16   

...     2 

3   1 

3      " 

2 

2    

...     2 

II 

5 

6 

5    1 

8      " 

3      " 

2 

2 

2 

3 

1    

...    2 

M 
II 

6 

2    1 

2    

...     2 

6 

1    1 

3      " 

3  " 

8       " 

4  " 

2 
2 

4 

1 

5 
6 

6 
7 

o 

...     2 

•  *   * 

ii 
ft 
«« 
M 

9 
10 
10 
11 

6 

22    1 

2    

...     2 

1    1 

2    

...     2 

f\ 

2    1 

1    

...     2 

2    1 

4       " 

2 

8 

2    

...     2 

1 

<l 

4 

2 

1    1 

4       " 

4  " 

5  " 

6  " 
6       " 
6       " 

3 
4 
2 
2 
2 
2 

9 

io 

3 
6 

2    

...     2 

3 
3 
3 
8 
3 
3 

M 
II 
ii 
M 
II 

4 
3 
3 
4 
4 
5 

4 

o                                1 

1    

...     2 

3 

1    1 

1    

2    

1    

1    

...     2 
...     2 
...     2 
...     2 

8 

5    1 

(t 

1    1 

8 

11    1 

f,    1 

6       " 
6       " 

6       " 

3 
3 
3 

*2 
4 

1    

1    

1    

...     2 
...     2 
...     2 

4 
4 
4 

Ii 
It 
II 

3 
3 
3 

4 

2    1 

6 

2    1 

8 

2    1 

6       " 

3 

5 

1    

...     2 

4 

It 

4 

6 

9    1 

6       " 

3 

6 

1 

...     2 

4 

11 

4 

8 

o                                  1 

6       •• 
6      " 
6       " 
3       •• 
1       •• 
6       •♦ 
6       " 
6       " 
6       " 

4 
4 
4 
4 
3 
4 
4 
4 
4 

2 
4 
8 
G 
5 
6 

s 

9 

1    

...     2 

5 
5 

6 
6 
6 
6 
6 
6 
6 

il 
II 
II 

ft 
If 
<f 

If 
ff 

4 
4 
3 
3 
3 
3 
4 
4 
4 

4 

o 

...     2 

10 

o 

...     2 

3    

1    

...     2 

...     2 

6 

8 

1    

4    

1     

...     2 
...     2 
...     2 

9 

2    1 

4 

1    1 

o 

o 

6 
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Showing  IndetermlBate  Sentences,  Great  Meadow,  (Continued) 


No.  of  Pris- 
oners 


Minimium 
Yrs.    Mos, 


Maximum 


38 
1 
6 
3 
1 

37 
o 

1 

1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 

4 
3 

8 
1 
2 
2 
1 
1 
1 
2 
1 
1 
1 
1 
1 
2 
5 
2 


6 
6 
6 
6 
6 
6 
6 
6 
6 
6 
6 
6 
6 
10 

's 

2 

7 


2     to 


YrB. 
4 
4 
4 
4 
4 
5 
5 
6 
7 
9 
9 

14 

19 
4 
4 
6 
3 
9 
4 
5 
5 
6 
6 
7 
7 
9 
9 

10 
6 
6 
7 
7 
7 
6 
6 
7 
7 
8 
8 
9 
9 
9 

12 
5 
5 
5 
6 
6 
7 
7 
8 
9 
9 
9 

12 
8 


Mos. 
6 
7 
8 
9 
11 

6 


No.  of  Pris- 


Minimum 


1 
1 

2 
1 
1 
1 
3 
1 
4 
1 
1 
1 
1 
1 
1 

13 
1 
1 

19 
1 
2 
2 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
3 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
3 


Yrs. 
.  4 
.  4 
.  4 
.  4 
.  4 
.  4 
.  4 
.  4 
.  6 
.  5 
.  5 
.  5 
.  6 
.  5 
.  5 
.  5 
.  5 
.  5 
.  5 
.  5 
.  5 
.  5 
.  6 
.  6 
.  6 
.  6 
.  6 
.  6 
.  7 
.  7 
.  7 
.  7 
.  7 
.  7 
.  7 
.  4 
.  4 
.  4 
.  8 
.  8 
.  8 
.  9 
.  9 
.  9 
.  9 
.  9 
.  9 
.  10 
.  10 
.  10 
.  10 
.  10 
.  10 
.   20 


Mob. 
2 
4 
4 
5 
6 


Maximum 
Yrs.  Mob 


4 
4 
6 
6 

*6 
11 


1 

5 

6 

10 


10 
7 

8 


8  10 
6      6 

8  .. 
8 

12 
7 
7 
7 
8 
8 
8 
9 

9  6 
9  7 
9    11 

10     .. 


10 
10 
14 
15 

10 

8 


6 


3      " 
to  Life. 


14 

15 

8 

10  .. 
14  .. 
10  4 
18     .. 

14  0 

15  .. 
10     .. 

9      « 
9     10 

10     .. 

15     .. 

14 

19 

19 

12 

15 

19 

19 

18 

18 

19 

19 

20 

12 


6 


Total  indeterminate  sentences  618 
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TWENTY-SECOND  ANNUAL  REPORT  OF  THE 


Showing  the  Minimum  and  Maximum  Terms  of  the  Foub  Hundred  Thirtt- 

FouR  Male  Prisoners  Admitted  to  Sing  Sing  Prison  on 

Indeterminate  Sentences  During  the  Nine  Months 

Ending  June  30,  1916. 


No.  of  Pris- 

Minimum 

Maximum 

No.  of  Pris- 

Minimum 

Maximum 

oners 

Yrs. 

Mos. 

Yrs.  Mos. 

oners 

Yrs.     Mos. 

Yrs.  ' 

VIo. 

2    

....      1 

..        t 

O       1 
*        1 

4 
6 

*> 

9 

5 
0 

4 
3 

10 

7    

4    

9 

0 

2    

.  .  .  .      1 

.  . 

'        1 

9 

1    

9 

0 

" 

4 

. , 

20    

.  .  .  .      1 

,  . 

"      2 

, , 

WW 

') 

0 

(( 

4 

6 

f.    

1 

'       2 

f) 

9    

o 

c 

" 

4 

8 

1    

.  .  .  .      1 

.  , 

*       2 

11 

4    

....     2 

6 

<« 

4 

10 

3    

'       3 

')'} 

....     2 

fi 

" 

T> 

8   

....      1 

.. 

'       3 

5 

4    

9 

6 

" 

5 

f> 

5    

.  .  .  .      1 

'       4 

(> 

1    

9 

6 

(( 

7 

6 

1    

1 

•• 

'       4 
*      5 

8 

o 

o 

6 
6 

(< 
({ 

9 
14 

« 

7    

1  

9 

6 

1    

1 

'       5 

R 

o 

9 

6 

(( 

19 

6 

o 

•• 

•       9 
'       9 

io 

1  

1  

....     2       7 
....     2     10 

(( 

4 
3 

8 

4    

1 

1    

.  . . .      1 

,  , 

*    11 

2 

. . . .     2     10 

<< 

4 

6 

1    

1 

♦     19 

0 

2    

....     3 

. 

(« 

5 

0    

.  . . .      1 

1 

♦       2 

2 

6    

....     3 

. 

<( 

G 

, . 

5    

. 1 

2 

•       2 

4 

1    

3 

, 

« 

6 

4 

n 

3 
3 

'       2 
*       2 

3 

1    

1    

....     3 
....     3 

• 

« 

7 
7 

3    

1 

5 

23    

.  .  .  .      1 

3 

*       2 

6 

1    

....     3 

. 

« 

8 

, , 

1    

....      1 

o 

3 

'       2 
•       4 

9 

f) 

3 

• 

« 

8 
9 

6 

1    

9 

....     3 

6 

o 

3 
4 

'       4 
•       3 

9 
9 

1      

3 

3 

10 
6 

3    

1 

1      

....     3 

0 

2    

....      1 

5 

"       2 

10 

4    

....     3 

4 

<( 

7 

3 

9    

1 

6 
6 

'       2 
"       3 

6 

3    

3 

6 

6 

(1 
(( 

7 
9 

1    

1    

. . . .     3 

5 

6    

....      1 

6 

•       3 

6 

1    

. . . .     3 

6 

" 

12 

, . 

1    

.  .  .  .      1 

6 

•       4 

1    

....     3 

8 

<i 

5 

8 

5    

1 

6 
6 

•       4 
"       5 

8 
8 

6    

4 

• 

u 

8 
9 

2    

1    

....     4 

6 

2    

6 

7 

"      6 

"       3 

6 
2 

1    

1    

....     4 
....     4 

i 

<« 

« 

19 

7 

« 

3    

4 

1    

7 
9 

♦       3 
"       3 

8 
8 

1    

4 

1 

3 

« 

8 
8 

9 

3    

1 

1    

....     4 

6 

1    

10 
10 

<       2 
3 

10 
10 

]    

4 

6 

<( 
(t 

7 
6 

« 

2    

9 

....     5 

« 

1    

10 

'       4 
"       3 

•  4 

•  4 
5 

♦  4 

*  5 
'       9 

11 
6 

1     

1      

3    

....     5 
....     5 
5 

5 

« 
« 

« 

« 

« 

7 

8 

9 

9 

9 

10 

14 

10 

2 

« 

14    

2 

12    

2 

11    

5 

6 

10    

9 

4    

7    

. . . .     5 
5     . 

8 

o 

.    .       2 

o 

2 

1    

1    

...     5     . 
...     5 

6   

....     2 

10 

3    

2 

•     \ 

•  10 

♦  19 

'fi 

1    

o 

...     5 
...     6     . 

6 

«l 
« 

11 

10 

1 

1    

9 

1 

4    

....     2 

1 

•       4 

9 

9 

...     6     . 

« 

10 

6 

o 

2 

2  • 

3  • 

'       4 
•       4 

4 

8 
3 

9 

...     6     . 

• 

« 

12 
19 

6    

....     2 

1      

...     6     . 

G 

1    

...     2 

4       • 

3 

1      

...     6 

6 

«' 

10 

i> 
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Showing  Indeterminate  Senteaices,  Sing  Sing,  {Continued) 


No.  of  Pris- 
oners 


Minimum 
Yrs.    Moe. 

.  6       6 

.  7 

.  7 

.  7 

.  7 

.  7 

.  7 

.  7 

.  7 

.  7 

.  7 

.  8 


Maximiun  | 

Yrs. 

Mos 

13 

10 

14 

, . 

14 

6 

15 

, , 

10 

6 

20 

, , 

14 

6 

12 

, , 

15 

1 

18 

, , 

13 

6 

No.  of  Pris- 

Minimum 

Maximum 

oners 

Yrs. 

Mos. 

Yrs.  Mos. 

8 

3 

M 

15     .. 

....     8 

16      6 

....     8 

3 

4 

« 

17     .. 

....     8 

16      8 

....  10 

« 

19      5 

....  10 

« 

19      9 

....  10 

4« 

19    11 

....  10 

(« 

20     .. 

....  12 

i( 

15      6 

16 20  to  Life. 

Total  indeterminate  sentences  434 
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TWENTY-SECOND  ANNUAL  REPORT  OF  THE 


Showing  the  Age  When  Convicted  of  Prisoners  Admitted  During  the 
Nine  Months  Ending  June  30.  1916. 

Auburn    Clin-  Great    Sing       Total 
ton   M'dow 
Age 

Sixteen  years 

Seventeen  years 

Eighteen  years 

Nineteen  years 

Twenty  years 

Twenty-one   years 

Twenty-two  years 

Twenty-tliree    years 

Twenty-four    years 

Twenty-five  years   

Twenty-six    years 

Twenty-seven    years 

Twenty-eight  years 

Twenty-nine    years 

Thirty  years 

Thirty-one  years 

Thirty-two  years 

Thirty-three  years 

Thirty-four    years 

Thirty-five  years 

Thirty-six    years 

Thirty-seven    years 

Thirty-eight  years 

Thirty-nine   years 

Forty  years 

I'orty-one  years 

Forty-two  years 

I'orty-three    years 

Forty-four   years 

Forty-five  years 

Forty-six    years 

Forty-seven  years 

I'orty-eight    years 

I'orty-nine  years 

Fifty  years 

Fitty-one    years 

Flity-two  years 

Fifty-three  years 

Fifty-four    years 

Fifty-five   years 

Fifty-six  years 

Fifty-seven    years 

Fifty-eight  years 

Fifty-nine    years 

Sixty  years 

Sixty-one   years 

Sixry-two  yen rs 

Sixty-three  years 

Si>  ty-f our    years 

Sixty-five  years 

Sixty-seven   years 

Sixty-eight  years 

Seventy-four  years 

Se\  enty-five  years 

Sp\  enty-eight    years 

Total    


ton 

M'dow  Sing 

M 

F 

Vlale  Male 

Male 

M 

F 

1 

1 

2 

1 

2 

3 

2 

8 

. . 

25 

6 

15 

17 

63 

. . 

26 

1 

16 

33 

32 

107 

1 

18 

1 

16 

28 

44 

101 

1 

28 

. . 

38 

40 

46 

152 

. , 

35 

. . 

39 

51 

57 

182 

. . 

25 

33 

54 

a5 

177 

35 

3 

22 

40 

57 

154 

3 

27 

1 

38 

30 

40 

135 

1 

19 

, . 

32 

37 

39 

127 

. . 

27 

17 

39 

43 

126 

. . 

32 

15 

30 

41 

118 

, . 

14 

1 

15 

24 

29 

82 

1 

17 

12 

17 

33 

79 

12 

13 

20 

18 

63 

, . 

23 

1 

24 

27 

34 

108 

1 

9 

3 

10 

15 

22 

56 

3 

9 

, . 

13 

20 

29 

71 

. . 

7 

14 

19 

15 

55 

12 

1 

17 

17 

21 

67 

1 

11 

1 

13 

14 

12 

50 

1 

13 

2 

15 

15 

24 

67 

2 

4 

1 

13 

14 

10 

41 

1 

10 

10 

12 

13 

45 

6 

, , 

13 

8 

13 

40 

. . 

5 

1 

6 

3 

10 

24 

1 

6 

1 

5 

4 

7 

22 

1 

1 

1 

3 

4 

4 

12 

1 

6 

, . 

5 

6 

7 

24 

4 

. , 

4 

5 

9 

22 

. . 

4 

2 

4 

4 

14 

2 

1 

3 

2 

4 

11 

1 

2 

. . 

2 

5 

5 

14 

. , 

2 

1 

4 

4 

6 

16 

1 

3 

1 

3 

1 

2 

9 

1 

3 

, , 

2 

4 

6 

15 

, , 

2 

2 

2 

1 

7 

5 

1 
1 

1 
3 

3 

3 

2 

4 

11 

10 

1 

1 

3 

2 

2 

1 

8 

2 

1 

2 

2 

7 

1 

1 

2 

2 

6 

11 

1 

1 

2 

15 

1 

1 

•• 

1 

1 

1 

3 
3 

2 

1 

1 
2 

2 
2 

•• 

o 
2 
4 

1 

1 

3 

i 

•• 

3 

1 

•• 

1 

i 

1 

1 

i 

•  • 

•• 

1 

510 

26 

511 

685 

839 

2,545  20 
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Showing  Previous  Occupatioxs  of  Prisoners  Admitted  During  the  Nine 


Months  Ending  June  30,  1916. 


Af'OountantF?    

Actors   

A^'ents    

Architects    

Artists     

Authors    

Awning  makers 

linkers    

Bankers    

Ba  rbers     

Bartenders     

Belllwys 

Biili>oster  

Blacksmiths    

Boat  builder 

Boatman 

Boiler  makers 

Bookbinders    

Bookkeepers    

Bootblacks  

Bottlers    .      

Boxmakers    .    « 

Brassworkers    

Bricklayers    

Brokers    

Broom   makers 

Brushmaker    

Builders    

Butchers     

Butlers    

Button  makers 

Cabinet  makers   

Candy  makers    

Canvassers 

Cap   makers    

Carders 

Carpenters   

Cari>et  layer 

Cashiers   

Caulkers 

Carver  

Cement  workers 

Chair  caners 

Chair  maker  

Chauffeurs 

Cheesemakers   

Cigar  makers   

Civil  engineers  

Clergymen    

Clerks    

Cloakmakers 

Clothing  cleaners,  pressers,  etc... 

Coachmen 

Coal  passers  

Collectors 


Auburn     Clin-  Great    Sing 
ton   M'dow  Sing 

M 

4 
2 
o 


Total 


15 
1 

1 


13 


1 

18 


F   Male  Male 

Male 

M 

F 

1 

4 

2 

11 

. . 

1         2 

5 

1 

10 

1 

6 

1 

, . 

9 

. . 

1 

1 

. , 

1 

. . 

1 

2 

. , 

1       . . 

. . 

1 

1 

1 

. . 

2 

. , 

.       17 

8 
2 

10 

42 

2 

9 

10 

24 

58 

. , 

4 

3 

3 

11 

2 

4 

7 

, . 

1 

1 

, , 

5 

3 

6 

21 

, , 

. 

1 

1 

;. 

2 

2 

1 

5 

.  , 

3 

1 

5 

1 

. . 

3 

5 

.  , 

.       18 

7 

20 

47 

2 

. . 

1 

3 

.  , 

3 

1 

4 

1 

2 

2 

2 

11 

9 

33 

,        , , 

. . 

2 

,  , 

2 

, . 

2 

.  . 

1 

1 

o 

4 

7 

25 

2 

2 

5 

. . 

1 

2 

,  . 

7 

2 

15 

,  , 

1 

4 

6 

. , 

6 

.  , 

1 

. . 

2 

,  . 

1 

, . 

1 

,  , 

5 

8 

41 

1 

. . 

1 

,  , 

,        . . 

1 

2 

.  , 

1 

. . 

2 

,  , 

1 

, , 

1 

,  , 

1 

3 

4 

1 

, , 

1 

,  , 

1 

. , 

1 

2 

22 

53 
2 

•• 

2 

. . 

3 

1 

, , 

1 

. 

1 

3 

.       21 

29 

35 

103 

2 

•7 

2 

1 

5 

3 

, , 

3 

,  , 

1 

, , 

1 

3 

4 

428 


TWENTY-SECOND  ANNUAL  REPORT  OF  THE 


Pbe\^ou8  Occupations,  etc.,  {Continued) 

Auburn    Clin-  Great   Sing 
ton   M'dow  Sing 


Total 


F   Male  Male  Male      M     F 


Ccxmmercial  travelers 

Compositors 

Confectioners    

Contractors  

Cooks    

Coopers 

Coremakers   

Craneman    

Currier   

Cutler   

Cutters    

Deckhands 

Decorator 

Dentists    

Designer 

Detectives    

Dishwashers   

Domestic    

Draughtsman       

Dredgeman    

Dressmaker 

Drillers , 

Drivers  

Druggist 

Dyers    , 

Electricians   

Elevatormen    

Engineers 

Engravers    , 

Errand  boys  , 

Expressmen 

I'armers   

Finisher   

Firemen    

Fisherman   

Florists 

Foremen  

Fruit  dealers 

Furriers    

Oalvanizer 

Gardeners    

Ojisfitters   

G.'itemen    , 

Glass  workers 

Glaziers    

Glovec'iitter    

(^love  finisher 

(ilove  maker  

Gold  beater 

(Grinders 

Grocers     

Guide 

Gunsmiths   

Haokman    

Hall  bovs 


11 

i 

1 


10 


24 


1 

, , 

, . 

1  .. 

2 

1 

1 

4  .. 

1 

, , 

2 

8  .. 

2 

, , 

, , 

2  .. 

14 

13 

19 

57   1 

1 

1 

, , 

2  .. 

1 

, , 

, . 

2  .. 

, , 

, , 

, , 

1  .. 

1 

, , 

, , 

1  .. 

1 

1  .. 

2 

. , 

1 

3  .. 

2 

2  .. 

1 

, , 

, , 

1  .. 

, , 

1 

2 

4  .. 

1 

1  .. 

, , 

2 

1 

3  .. 

2 

2 

1 

5  .. 

, , 

, . 

. .   1 

1 

, , 

. , 

1  .. 

1 

, , 

1  .. 

, , 

. , 

1 

1  .. 

1 

, , 

1 

2  .. 

9 

35 

62 

116  .. 

. , 

, , 

1 

1  .. 

1 

1 

, , 

2  .. 

2 

9 

16 

32  .. 

2 

2 

1 

6  .. 

2 

6 

12 

28  .. 

1 

1 

2  .. 

1 

, , 

2 

3  .. 

2 

1 

1 

4  .. 

14 

28 

12 

78  .. 

. , 

, , 

1 

1  .. 

8 

15 

17 

47  .. 

1 

, , 

1  .. 

1 

2 

1 

5  .. 

2 

4 

1 

7  .. 

2 

2 

1 

5  .. 

1 

1 

2  .. 

1 

1  .. 

4 

6 

14   .. 

2 

1 

3  .. 

2 

2   .. 

6 

7  .. 

2 

2  .. 

1 

1  .. 

1 

1  .. 

1 

1  .. 

1 

1  .. 

1 

2  .. 

8 

2 

5  .. 

1 

1  .. 

1 

2  .. 

1 

1  .. 

2 

2  .. 
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PREviors  Occupations,  etc.,  {Continued) 


Auburn     Clin-  Great    Sing       ToUl 


ton    M'dow  Sing 
F   Male  Male   Male      M      F 


Haraess  maker 

Hatters 

Horsemen 

Horseshoer 

Hospital  orderlies  

Hostlers    

Hotel  clerks 

Hotel  keepers  

Hoiiseworkers  

Hucksters 

Iceman    

Inspector    

Insurance  agents  

Iron  workers 

Janitors    

Jewelers   

Junkmen 

Kitchen  man 

Kiiitter    

Laborers     

Lathers 

I  aundrymen    

Laundress    

Lawyers    

Leather   workers 

Lineman   , 

Liquor   dealers , 

Lithographers  , 

Liveryman    

Lccksmiths    , 

Longshoremen     

Lumberman   , 

Lunchmen    , 

Machinists   , 

Managers   

^Sfanufacturers    , 

^^;lrblo  worker 

Masons    

Mattress  makers 

Moat  cutter 

Meclianical    Engineers.... 

Mechanics    

Merchants    

Messengers     , 

Metal   workers , 

Midwife 

Milkmen   

Miner    

Millhands       

Millwrights    

Miners 

Miscellaneous    , 

Motovinan     

Moulders    , 

Motion  picture  operators, 


.  , 

1 

, , 

, , 

1 

, , 

2 

2 

2 

2 

8 

3 

1 

1 

9 

, , 

1 

3 

4 

, . 

, . 

2 

3 

1 

3 

5 

, ,    , 

1 

2 

., 

10   . . 

10 

1 

1 

2 

, , 

. .    . 

1 

. , 

1 

. . 

1 

1 

. .    . 

2 

2 

2 

1 

10 

8 

21 

. , 

1 

2 

6 

9 

, .    , 

1 

6 

7 

1 

1 

1 

3 

, , 

•  >    . 

,   , , 

1 

1 

. . 

1 

. , 

1 

, , 

12 

1   20 

137 

115 

384 

1 

, ,    , 

1 

1 

2 

3 

2 

3 

7 

15 

.. 

1 

. , 

, . 

1 

2 

•   •  • 

2 

4 

, , 

1 

1 

1 

3 

. .    • 

1 

, , 

1 

, , 

, ,    , 

2 

2 

1 

. , 

1 

2 

, , 

. . 

1 

, , 

1 

. .    . 

1 

1 

1 

3 

1 

2 

5 

7 

15 

1 

1 

2 

1 

. . 

4 

5 

, , 

16 

•   . . 

, , 

29 

45 

. .    . 

2 

1 

3 

, ,    , 

1 

. . 

1 

2 

, .    , 

1 

1 

1 

3 

4 

3 

11 

, , 

, ,    , 

1 

, , 

1 

2 

. .    . 

1 

1 

. .    • 

1 

1 

, . 

2 

, , 

8 

4 

16 

2 

30 

6 

1 

2 

3 

12 

1 

1 

1 

1 

4 

, , 

, .    , 

1 

. , 

2 

3 

1 

. . 

.  . 

1 

.. 

1 
1 

1 

2 

1 

4 

1    1 

1 

6 

1 

. .      • 

1 

2 

3 

2 

1 

. , 

. . 

3 

2 

3    1 

19 

19 

41 

3 

, . 

1 

1 

7 

1 

2 

10 

3 

. 

. . 

R 
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TWENTY-SECOND  ANNUAL  REPORT  OF  THE 


Showing  Terms  of  Sentence,  etc.,  (Continued) 


Auburn    Clin-  G-reat    Sing       Total 


M 


Movers    

Musicians     2 

Newsboys  

Newsdealers    

Newspapermen 

No   occupation 7 

Nurseryman    

Nurses    2 

Office  boy 

Oiler    

Operators 

Orderlies    

Oysterman  

Packers  

Painters   22 

Paperhanger    

Pjipermakers     

Pnttern  maker 

Peddlers  1 

Photographers    

Pliysicians   

Piano  maker 

Piano    timer 

Pi]>ecutters  &  fitters 

Plasterers    4 

Platers    

Plumbers    7 

Policemen     

Polishers    1 

Porters    7 

Potter   

Pressors    1 

Pressmen    

Printers    7 

lYomoter    1 

Publisher    1 

Railroad  men 7 

Real  estate  dealers 

iicstaurant    keeper 

Rijr^'crs  1 

Riveter   

Roofers 2 

Ropemaker    

Rublier    worker 

Sinlmnker     

Snilors     1 

Salesmen    15 

Saloon  keepers 1 

Saw    filer 

Sawmaker    

Sawyer    

Shirt    ironer 

Shirtuiaker    

Show    cutters 

SlK.oniakers   4 

Sliowuian    


ton 

M'dow  Sing 

Male 

Male 

Male 

M 

1 

2 

2 

7 

13 

. , 

1 

2 

, . 

3 

4 

2 

1 

4 

. , 

22 

6 

35 

1 

2 

2 

7 

, , 

, , 

1 

, , 

1 

6 

. , 

8 

1 

3 

. . 

1 

1 

1 

3 

14 

12 

24 

72 

, , 

, , 

1 

1 

2 

, , 

1 

2 

3 

7 

1 

2 

. , 

2 

3 

. . 

1 

1 

. . 

2 

3 

3 

3 

10 

6 

6 

3 

10 

20 

40 

2 

2 

2 

3 

2 

10 

11 

30 

1 

1 

1 

3 

3 

8 

2 

, . 

2 

2 

6 

12 

27 

•• 

•• 

1 
1 

i 

7 

4 

19 

. . 

2 

5 

7 

1 

, , 

, , 

1 

1 

2 

1 

5 

1 

. . 

1 

2 

6 

. . 

10 

1 

1 

1 

. . 

. . 

1 

1 

, . 

, , 

1 

2 

7 

2 

12 

5 

10 

16 

46 

1 

2 

4 

1 

, , 

. , 

1 

1 

, , 

1 

1 

, , 

, , 

1 

1 

, , 

. , 

1 

1 

. . 

1 

1 

, , 

8 

4 

5 

12 

10 

31 

1 

1 
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Showing  Indeterminate  Sentences,  Auburn,  {Continued) 


Signal  man , 

Singers 

Slater    , 

Smelter 

Soapmaker    

Soldier    , 

Solicitors    

Spinners  

Stablemen    , 

Stagehand 

Steamfitters     , 

Steeple   jacks 

Steel  worker 

Stenographers    

Stereotyper    

Stevedores   

Stewards    

Stonecutters    

Stonemason     

Storekeeper   

Tailors    

Teamsters    

Telegraphers   

Telephone  operators. 

Tile    maker 

Tllesetters    

Time   keepers 

Tinsmiths     

Tool  dresser    

Truckmen     

Undertaker    

Uuholsterers    

Ushers    

Valet   

Varnisher     

^'eterinary  

Waiters    

Waitresses  

Watchmaker   

Watchman   

V  cavers   

Woodworkers    

Total   


ATibum    Clin-  Great    Sing 
ton   M'dow  Sing 

M         F  Male  Male   Male 
1 

Total 

M      F 
1     .. 

1 

\\\ 

2  .. 
1     .. 
1     .. 
1     .. 

1  .. 

3  .. 

2  .• 
2     .. 

1  .. 
26     .. 

2  .. 
1     .. 
5     .. 
1     .. 
1     .. 

5  .. 

6  .. 
1     .. 

1  .. 
90     .. 
25     .. 

5  .. 

2  .. 

1  .. 

3  ,. 

2  .. 
13     .. 

1     .. 
10     .. 

1  .. 

6  .. 

2  .. 
1      .. 
1      .. 
1      .. 

73     .. 

..       2 

1      .. 

3  .. 
3      .. 
5     .. 

4 

6        6        11 
11.. 

2   ;;    '3 

!     ..     i     !! 

122 

*.      ..      '.'.        i 

6      19        52 
4         8           2 
113 
11.. 

1      ..         i 

1  ..           1 

2  2           2 

!       8     *i       'i 
1 

1         2           1 
.        ..11 

i 

1 

.       14       20        26 

'.      '.',      'i       '2 

..12 

1 

'.           4 

.       510         2 

6     511     685       839    2 

545     26 
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TWENTY-SECOND  ANNUAL  REPORT  OF  THE 


Showlns  the  Number  of  Times  PrUioners  Hare  Been  Detained  In  the  Prlion  to  which 
They  Were  Admitted  During  the  Nine  Montlis  Ending  June  30,  1916 


Auburn 
M           F 

Clinton 
Male 

Great 

Meadow 

Male 

Sing 
Sing 

Male 

Total 
M        F 

First  time 

463          24 
41            2 
6 

447 
49 
11 
4 

685 

687 
108 
30 
14 

2282      24 

198         2 

Third    time 

47 

Fourth  time  and  over. . 

18 

Total 

610          26 

511 

685 

839 

2545      26 

Sliowiiis    the    Naml>er    of    Prisoners    Admitted    During  the    Nine    Months    Ending 
June  SO,  1016,   Who  Bare  Previously  Been  Confined   in  Other   Institutions 


Auburn 
M            F 

Clinton 
Male 

Great 

Meadow 

Male 

Singr 
Sing 
Male 

Total 
M         F 

106 

5 
146            2 

7 
121 

282 
102 
73 
14 
32 
54 

27 

17 
106 
40 
13 
41 
26 

2 

36 
253 
260 
51 
56 
90 

57 

441 

461          5 

Reformatories       

509          2 

78 

Jails 

129         7 

Workhouses 

Miscellaneous 

institutions 

170 
207 

Total 

373          14 

584 

245 

793 

1995         14 

u 
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Number  in 
Custody 
Male 


Number  in 
Custody 
Female 


Number 
employed 
Male 

Number 
Employed 

Female 


Number  in 

Custody 

Male 


Number  in 
Custody 
Female 


Number 

Employed 

Male 


Number 

Employed 

Female 


Number  in 

Custody 

Male 


Number 

Employed 

Male 


Number  in 

Custody 

Male 


iNSOViiw~3-jcr.  CD 
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Number 
Employed 


mpi 
Ma 


ale 


Number  in 

Custody 

Male 


Number 

Employed 

Male 
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Number  in 

Custody 

N  ale 

Number 

Employed 

Male 


Number  in 

Custody 

Male 


Number 

Employed 

Male 


Number  in 

Custody 

Male 


Number 

Employed 

Male 


:? 
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I" 

^  s 

s.  ? 
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TWENTY-SECOND  ANNUAL  REPORT  OF  THE 


Social  Eelations  of  Prisoners  Admitted  Dnrlnc  the  Nine  Months 
Ending  June  SO,  ItlC. 


Auburn 
Male    Female 

Married 188  16 

Single 800  3 

Widowed 16    '"         6 

Divorced 6 1_ 

Total 610  26 


Clinton 

Great  Meadow 

Sing  Sing 

ToUl 

Male 

Male 

Male 

Male     Female 

201 

279 

347 

1.016         16 

300 

382 

442 

1,424            3 

8 

23 

46 

93           6 

2 

1 

4 

13            1 

511 


839      2.546 


26 


Education  of  Prisoners  Admitted  During  the  Nine  Months 
Ending  June  ao,  1916. 


Collegiate 

Academic 

Common  school . . . 
Can  read  and  write. . 
Cannot  read  or  write 

Can  r»ad  only 

Total 610 


Auburn 
Male    Female 
12             1 

Clinton 

Male 

3 

12 

60 

312 

134 

Great  Meadow 
Male 
2 
1 

67 

481 

138 

6 

Sing  Sing 

Male 

3 

3 

109 

6y3 

121 

10 

ToUl 

Male    Female 

20           1 

50             I 

66            1 

300            1 

516            1 

?8           16 

60             8 

1.474           16 
454           8 
15 

511 


839        2,546 


26 


Habits  of  Life  of  Prisoners  Admitted  During  the    Nine 
Months  Ending  June  30,  1916. 

Auburn            Clinton            Great  Meadow           Sing  Sing  Total 

Male    Female         Male                    Male                       Male  Male    Female 

Used  liquor   freely 43            1            102                          73                             73  291            1 

Used  liquor  moderately...     359            9           279                       581                            442  1.661            9 

Did  not  use  liquor 108          16            130 31 324  593          16 

Total 510           26            511                         685                             839  2,545           26 

Used  tobacco 478            3            468                       663                           778  2.387             8 

Did  not  use  tobacco 32           23              43 22 61  158            28 

Total 510           26           511                       685                           839  2.545           26 

Color  of  Prisoners  Admitted  During  the  Nine  Months 
Ending  June  30,  1916. 

Auburn           Clinton           Great  Meadow           Sing  Sing  Total 

Male    Female         Male                    Male                       Male  Male     Female 

White 477          24             417                      618                           773  2.285          24 

Negroes 81            2               93                        66                             66  266           2 

Mongolian 1                         1  2 

Red  __J 2 

Total 610          26             511                      686                          839  2,645          26 


Ecligions  Initruction  of  Prisoners  Admitted  During  the  Nine  Months 
Ending  June  30,  1816. 

Auburn  Clinton  Great  Meadow  Sing  Sing  Total 

Male    Female         Male  Male  Male        Male    Female 

Roman  Catholie 266  13             211  366  412  1.254         13 

Greek  Catholic 8  10  18 

Protestant 222  8             228  233  266  938            8 

Hebrew 15  5               61  76  168  305           6 

Pagan 1  2  3 

Ne   religioua  beliefs  and  mi*- 

cellaneous 7 11 2 7  27 

ToUl 510  26             611  686  839  2.646          26 
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Nativity  of  Prisonebs  Admitted 

June 
UNITED  STATES 


Alabama    

Arizona 

Arkansas    

California    

Colorado » 

Connecticut   

Delaware   

District  of  Columbia 

Florida   

Georgia 

Idaho  

Illinois    

Indiana 

Iowa    

Kansas    

Kentucky   

Louisiana  

Maine    

Maryland   

Massachusetts 

Michigan 

Minnesota    

Mississippi 

Missouri  

Montana  

Nebraska    

Nevada   

New  Hampshire  . . . . 

New  Jersey 

New  Mexico 

New  York    

North  Carolina 

North  Dakota 

Ohio 

Oregon    

Pennsylvania  : 

Ithode  Island 

South  Carolina 

South  Dakota 

Tennessee 

Texas  

^'ermonL    

Virginia    

Washington 

"SN  est  Virginia 

Wisconsin 


DuEiNG  the  Nine  Months  Ending 
30,  1916 

Auburn    Clin-  Great    Sing       Total 

ton    M'dow  Sing 
M         F  Male  Male  Male 
12  1 


10 
3 

i 

2 


5 

1 

299 

2 


23 
1 
2 


2 

1 

2 

3 

5 

2 

1 

3 

2 

1 

2 

8 

2 

1 

1 

1 

1 

2 

6 

1 

1 

1 

1         5 

1 

1  .. 
1 

2  .. 
5  8 
1 

8  318  281 
2  7 
1 
1 
1 
3 
1 
1 
1 
1 
2 

1 
3 
1 
2 

1 


15 


21 


Total , 


6 


1 
11 

4 

1 
1 


1 
16 


M 

4 
2 
2 
6 
3 
19 
2 
4 
9 


1 

20 
4 
3 
2 
5 
1 
4 
7 

34 
8 
2 
3 

10 
1 
2 
1 
5 

34 

2 

394    1.292 

8         19 

1  2 

1 

10 
2 
5 

2 

1 

1 

13 

3 
1 


4 
1 

51 
4 

13 
1 
5 
8 
3 

43 
1 
5 
4 


374         13     397     377 

tebritories  and  possesions 

Auburn     Clin-  Great    Sing 


511    1,659     13 


Hawaii    

Philippine  Islands 
Porto  Rico 


Total 
ton   M'dow  Sing 
M         F   Male  Male   Male      M     F 

1         ..  1     .. 

11     .. 

2  3  5     .. 


Total 
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TWENTY-SECOND  ANNUAL  REPORT  OF  THE 


FOREIGN  BOBN 


Auburn    Clin-  Great    Sing 
tx)n   M'dow  Sing 


Total 


M 

Africa    

Austria  10 

Belgium    

Bermuda 

Brazil    1 

British    Columbia 

Canada    16 

China    

Cuba    2 

Denmark 2 

England    2 

Finland    

France  2 

Germany 3 

Gibraltar    1 

Gieece 1 

Guiana    

Holland    

Hungary 

Ireland    4 

Italy    64 

Newfoundland 

Norway 

Nova  Scotia 

Poland 6 

Portugal  

Roumania 1 

Russia 8 

Scotland  8 

Servia   

Spain 

Sweden  4 

Switzerland     

Syria 

Turkey    

West    Indies 1 

Total 136 


F   Male  Male   Male      M 


,  , 

, . 

, , 

1 

1 

, , 

3 

5 

38 

32 

85 

3 

2 

, , 

, , 

2 

1 

1 

2 

. . 

. , 

1 

2 

1 

1 

, . 

2 

3 

6 

4 

29 

1 

1 

1 

3 

. , 

2 

2 

6 

1 

2 

, , 

5 

3 

7 

6 

18 

1 

3 

2 

6 

1 

3 

1 

1 

7 

1 

1 

9 

15 

40 

67 

1 

1 

1 

6 

7 

15 

1 

1 

2 

i 

2 

3 

2 

5 

2 

9 

3 

3 

10 

6 

28 

3 

3 

42 

133 

120 

1 

359 

1 

3 

1 

3 

2 

6 

1 

1 

1 

8 

1 

14 

2 

28 

1 

1 

2 

1 

2 

6 

10 

2 

21 

45 

73 

147 

2 

3 

2 

1 

14 

1 

1 

1 

. 

1 

2 

2 

1 

9 

1 

, . 

1 

2 

1 

1 

') 

1 

1 

2 

4 

•• 

3 

8 

7 

13 

114 

305 

324 

879 

13 

BECAPITULATION 


Auburn     Clin-  Great    Sing 
ton   M'dow  Sing 


M 

T'liitod   States    374 

Territories  and  Possessions 

Fcreign  born 136 

(;r:uid  total 510 


Total 


F 

Male 

Male 

Male   M 

F 

13 

397 

877 

511  1.6r)J) 
4     7 

13 

18 

114 

805 

824   879 

18 

26 

511 

^\^'^ 

889  2.5 4-> 

2'? 
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Number  of  Caset  of  Insanity  Occurring  During  Eacb  Month  In  tb«  Tear 
Ending  September  SO,  1915.  and  During  tbe  Nine  Montbs  Ending  Jane  S0»  1916. 


MONTH 

AUBURN 

CLINTON      j^ 

3RBAT 
EADOW 

SING  SING 

TOTAL 

1916 

1916 

1916 

1916      19 

15 

1916 

1915 

1916 

1915  1  1916 

M     F 

M     F 

M 

M    1    1 

I 

M 

M 

M 

M     F 

M     F 

October 

Kertmbtr .  r  - 

i  ;; 

3  :: 

..  .. 

4     .. 

2     '.'. 

2 
1 
3 
3 

4 
2 
2 

1 

1 
3 
1 

i       '. 

1 

1 

2     ; 

1 

■ 

i 

6 
2 

4 
1 

3 

1 
1 

i 

5 

2     .. 
2     .. 
7     .. 
6     .. 

■7  ;; 
5  .. 
4  .. 
4  ., 
1  .. 

7  .. 
3     .. 
3     .. 
5     .. 
2     .. 

8  .. 
1     .. 

9  .. 
1     .. 

DMemb«r.. 

January. . . 

i 

3 

February 

March   

. . 

i.^"::::::;:;:::-,:::::::.:::.::;: 

3    '.'. 
2    '.'. 

June 

July 

August 

8«pt«mb«. 

Total 

6     .. 

9     . 

18 

10 

1 

4 

19 

16 

45  .. 

39  .. 

1' 

Sbowlng  tbe  Number  of  Actual  Commitments  During  tbe  Nine  Tears 
Ending  September  30,  1915,  and  tbe  Nine  Montbs  Ending  June  30,  1918. 


YEAR 

Auburn 

Clinton 
Male 

Great 

Meadow 

Sing  Sing 
Male 

Total 

Male 

Female 

Male 

Male 

Female 

1907 

278 
378 
842 
885 
816 
385 
374 
366 
365 
385 

38 
46 
66 
50 
50 
39 
85 
37 
56 
26 

135 
163 
192 
155 
139 
160 
171 
146 
200 
137 

786 
1.097 
1093 
1.022 

914 
1,183 
1.049 
1,298  If 
1,473 

839 

1,199 
1.638 
1.627 
1,512 
1.868 
1.678 
1.594 
1.805 
2.038 
1.811 

88 

1908 

46 

1909 

€6 

1910 

50 

1911 

50 

1912 

39 

1918 

36 

1914 

88 

1916         

56 

1916 

26 

•• 

Total 

3,468 

448 

1.598 

10,699  If 

15.766 
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Showing  the  Counties  in  Which  the  Pbisonebs  Admitted  Dubing  the 
Nine  Months  Ending  June  30,  1916,  Were  Convicted. 


Alhauy    

Allegany  .... 

Bronx    

Broome  .... 
Cattaraugus 

Cayuga   

Chautauqua 
Chemung    . . . 
Chenango   . . . 

Clinton    

Columbia  . . . 
Cortland  . . . 
Delaware  . . . 
r)utchess    . . . 

Erie  

Essex    

Franklin     . . . 

Fulton     

Genesee    .... 

Greene    

Herkimer  . . . 
Jefferson    . . . 

Kings     

Lewis    

Li\  ingston   . . 

Madison    . 

Monroe   

Montgomery    , 

Nnssau 

New   York . . . , 

Niagara    

Oneida    , 

Onondaga     . . , 

Ontario , 

Orange    , 

Oswego     

Otsego     

Queens 

Rensselaer  . . . 
Richmond     . . . 

Rockland    

St.  Lawrence, 
Saratoga  .... 
Schenectady  . 
Schoharie     . . . 

Schuyler 

Seneca    

Steul>en    

Suffolk    

Sullivan    

Tioga     

Tompkins     ... 

I'i<?ter    

Warren 


Auburn    Clin- 

Great 

Sing 

T 

ton 

M'dow 

Sing 

M         ] 

F   Male  Male 

Male 

M 

. . 

47 

25 

, , 

Tl' 

4 

3 

4 

1 1 

20 

. 

47 

77 

144 

5 

1 

1 

7 

20 

. 

6 

26 

10 

. 

1 

11 

11 

1 

2 

14 

10 

2 

2 

. , 

14 

9 

2 

. . 

, . 

11 

2 

, , 

2 

2      .  . 

3 

5 

. . 

10 

3 

. 

1 

. . 

4 

3 

. 

3 

6 

2 

. 

7 

8 

17 

69 

1       15 

18 

1 

103 

5 

2 

7 

. . 

1 

1 

. , 

o 

2 

1 

3 

5 

1 

2 

1 

9 

1 

6 

2 

, . 

9 

6 

4 

10 

28 

4 

10 

. . 

42 

31 

5      53 

71 

147 

302 

2 

. 

3 

, . 

5 

1 

2 

3 

6 

1 

1 

2 

24 

2 

5 

1 

32 

1 

3 

2 

. , 

6 

1 

3 

11 

15 

30 

85        1 

1     231 

288 

496 

LlOO 

6 

2 

3 

11 

32 

2        5 

20 

1 

58 

39 

4 

9 

52 

12 

1 

5 

IS 

3 

9 

21 

33 

16 

3 

3 

. . 

22 

7 

1 

4 

12 

5 

1       13 

24 

27 

69 

, . 

.       22 

8 

, . 

SO 

2 

2 

2 

10 

16 

1 

2 

5 

8 

.       12 

3 

15 

.       10 

6 

16 

9 

4 

13 

4 

2 

6 

1 

,        . , 

. , 

1 

6 

. 

5 

11 

7 

1         1 

3 

11 

, , 

1 

7 

7 

15 

•  •          • 

2 

9 

11 

4 

.        . . 

4 

8 

6 

1 

1 

8 

. . 

5 

3 

8 

2 

1 

3 
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Showing  the  Counties,  etc.,     (Continued) 


Washington   

Wayne    

Westchester 

"W  yoming   

Yates     

Total    510         26     511     686       839    2,545     26 


Aub 

urn 

Clin- 

Great 

Sing 

Total 

ton 

M'dow 

Sing 

M 

F 

Male  Male 

Male 

M      F 

1 

1 
7 
4 

1 

1 

3 

6 

9 
1 
1 

1 

16 
3 
1 

22 

8       1 

1       1 

54       3 

8     .. 
2 
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STATE  FARM   FOR  WOMEN 


Number  of  Prisoners  in  Custody  June  30,  1916, 75 

Number  of  Prisoners  Received  During  the  Nine  Months  Ending  June 

30,     1916, 33 

Number  of  Prisoners  Discharged  During  the  Nine  Months  Ending  June 

30,  1916, 24 

Number  of  Prisoners  Paroled  During  the  Nine  Months  Ending  June 

30,  1916, 22 

Number  of  Prisoners  on  Parole  but  not  Discharged  on  June  30,  1916,  37 
Number  of  Prisoners  Transferred  to  State  Hospitals  During  tihe  Nine 

Months  Ending  June  30,  1916, 2 

Greatest  Number  of  Prisoners  in  Custody  at  any  one  Time  During  the 

Nine  Months  Ending  June  30,  1916, 89 

I^east  Number  of  Prisoners  in  Custody  at  any  one  Time  During  the 

Nine  Months   Ending   June  30,   1916 60 

Average  Number  of  Prisoners  in   Custody   During  the  Nine  Months 

Ending  June  30,  1916 71 

Capacity   of  Institution 52  rooms 


Showing  the  Crimes  fob  Which  the  Pbisonebs  Admitted  During  the 

Nine  Months  Ending  June  30,  1916,  Were  Convicted 

Intoxication 32 

Violation  of  Section  887  C.  C 1 

Total 33 


Showing  the  Ages  of  Prisoners  Admitted  During  the  Nine  Months 

Ending  June  30,  1916 

Thirty  years 1 

Thirty-six  years S 

Thirty-eight  years 3 

Thirty-nine   years 2 

Forty  years S 

Forty-two  years 6 

Forty-four  years 2 

Forty-flve  years 1 

Forty-seven    years, 8 

Forty-eight    years 1 

Forty-nine  years 2 

Fifty   years 1 

Fifty-four  years 2 

Fifty-six  years, 2 

Fifty-nine    years r 1 

Sixty-one   years 1 

ToUl   38 


h 
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Showing  the  Previous  Occupations  of  the  Prisoners  Admitoed  During 
THE  Nine  Months  Ending  June  30,  1916 

Collar  turners, 1 

Cooks,   2 

Domestics 12 

Dressmakers   1 

Clovemakers    2 

Kjilters 1 

Kouseworkers 10 

Laundresses 2 

Proof  reader 1 

Teachers 1 

Total   33 


Showing  Number  of  Prisoners  Who  Have  Previously  Been  Confined  in 

Other  Institutions 

Penitentiaries   18 

Beformatories  10 

Jails    5 


Total 


0'3 


Total  Number  of  Persons  in  Custody  on  the  First  Working  Day  of  Each 

Month  During  the  Year  Ending  September  30,  1915  and  the 

Nine  Months  Ending  June  30,  1916,  and  the  Number 

Employed  on  the  Same  Dates 

1915  1915  1916  1916 

Number  in  Number      Number  in        Number 

Custody  Employed        Custody  Employed 

October 6  6  72  72 

November 18  18  71  71 

December  31  31  65  65 

Januarv 36  36  63  63 

Februarv    39  39  60  60 

March    48  48  63  63 

(  April    53  53  77  77 

Mav  56  56  89  89 

June    60  60  75  75 

;  July  65  65 

t  August    71  71 

!  September    66  66 

Number  of  Cases  of  Insanity'  Occurring  During  the  Nine  Months 

Ending  June  30.  1916 

Dec  ember   1 

May   1 


\ 


Total 
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Social  Relations  of  Persons  Admitted  During  the  Nine  Months 

Ending  June  30,  1916 

Married    17 

Single    2 

"Widowed 14 

Total 33 

Education  of  Prisoners  Admitted  During  the  Nine  Months 

Ending  June  30,  1916 

Academic   4 

Common  School 27 

Can  Read  and  Write 2 

Total 33 

Habits  of  Lite  or  Prisoners  Admitted  During  the  Nine  Months 
Ending  June  30,  1916 

Used  liquor  freely 8t 

Used  tobacco 19 

Did  not  use  tobacco  14 

Total 33 


Color  of  Prisoners  Admitted  During  the  Nine  Months 

Ending  June  30,  1916 

WMte    32 

Negro 1 

Total 33 

Religious  Instruction  of  Prisoners  Admitted  During  the  Nine  Months 

Ending  June  30,  1916 

Roman  Catholics  18 

Protestants    15 

Total 33 

Nativity  of  Prisoners  Admitted  During  the  Nine  Months 

Ending  June  30,  1916 

united  states 

Connecticut   1 

New  York 26 

North  Carolina 1 

Vermont   1 

Total 28 
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FOBEIGN  BOBN 

Ireland  5 

RECAPITULATION 

United    States    28 

Foreign  Bom  5 

Total 33 

.  Showing  the  Counties  in  Which  the  Pbisonebs  Admitted  During  the 

Nine  Months  Ending  June  30,  1916,  were  Convicted 

Albany    4 

Dutcihess 1 

Erie  8 

Fulton 2 

Monroe   9 

Onondaga  2 

Schenectady 2 

Westchester 5 

Total 33 
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REFORMATORIES 


Number  of  Prisoners  In  Custody  September  30,  191 
and    June  30,  1016 

1915  1916 

Eastern  New  York 376  328 

New  York  State   1,279  988 

Total 1.655  1,316 


Number  of  Prisoners  Received  During  the  Nine  Months 
Ending  June  30,  1016 

Eastern  New  York 292 

New  York  State 760 

Total    1.052 

Number  of  Prisoners  Discharged  During  the  Nine  Months 
Ending  June  30,  1916 

Eastern  New  York 340 

New  York  State 1,051 

Total    1,391 

Number  of  Prisoners  Paroled  During  the  Nine  Months 
Ending  June  30,  1916 

Eastern  New  York    290 

New  York  State 780 

Total 1.070 

Number  of  Prisoners  Returned  for  Violation  of  Parole  During 
the  Nine  Months  Ending  June  30,  1916 

Eastern  New  York 53 

New  York  State 93 

Total 146 

Number  of  Prisoners  on  Parole  but  Not  Discharged  on 
June  to.  1916 

Eastern  New  York 1^ 

New  York  State 633 

Total 817 


STATE  COMMISSION  OF  PRISONS  445 

Nambcr  of  FrlMnen  Tnncferred  to  State  Hotpltali  Daring   the 
Nine  Months  Ending  June  10,  1916. 

Eastern  New  York 5 

New  York  State 10 

Total   15 

Number  of  Priionerg  Who  Died  During  the  Nine  Months  Ending 
June  SO,  1016 

Eaitern  New  York - 

New  York  State 3 

Total 3 

Greatest  Number  of  Prisoners  in  Custody  at  Any  One  Time  During  the 
Nine  Months  Ending  June  SO,  1916. 

Eastern  New  York 440 

New  York  State l,3ll 

Total 1,751 

Least  Number  of  Prisoners  In  Custody  at  any  one  lime  During  the  Nine 
Months  Ending  June  30,  1916. 

Eastern    New    York 320 

New    York    State 968 

Total 1,288 

ATerage  Dally  Number  of  Prisoners  in  Custody  During  the  Nine 
Months  Ending  June  80,  1916. 

Eastern  New  York 382 

New  York  State 1,145 

Total 1,427 

statistics  Kelating  to  Federal  Prisoners 

No.  received  No.  discharged      No.  in  custody 

duringgmonths  during  9  months  June  30,   1916 

Eastern  New  York 

New  York  State  6^  6_  6 

Total  6  6  6 

Capacity  of  institutions— Number  of  Cells 

Single           Double           Triple  Total 

Eastern  New  York 496                  .  .                  .  .  496 

New  York  State 1,272 136 32  1,440 

Total 1,768               136                 32  1,936 
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SHOWING    THE    CRIMES    FOR    WHICH    PRISONERS    ADMITTED    DUBINQ    THE    NINE 
MONTHS  ENDING   JUNE  30,   1916,    WERE  CONVICTED 


Abandonment    

Abduction 

Arson,  first  degree 

Arson,  second  degree 

Arson,  third  degree 

Assault,   first   degree 

Assault,   second  degree 

Assault  second  degree,  second  offense 

Attempt   abduction 

Attempt  arson,  third  degree 

Attempt  assault,  second  degree 

Attempt  assault,  second  offense 

Attempt  burglary,  first  degree 

Attempt  burglary,  third  degree 

Attempt  forgery,  first  degree 

Attempt  forgery,  second  degree 

Attempt  grand  larceny,  first  degree 

Attempt  grand  larceny,  second  degree 

Attempt  rape,  first  degree 

Attempt  rape,  second  degree 

Attempt  rape,  second  degree  and  assault,  first  and 
second  degrees   

Attempt  robbery,  first  degree 

Attempt  robbery,  second  degree 

Attempt  robbery,  third  degree 

Bigamy     

Bringing  stolen  property  into  State 

Burglary,  first  degree 

Burglary,  first  degree  and  grand  larceny,  sec- 
ond   degree 

Burglary,  second  degree 

Burglary,  second  degree  and  petit  larceny 

Burglary,  third  degree 

Burglary,  third  degree  and  grand  larceny,  first 
degree   

Bnrjrlary,  third  degree  and  grand  larceny,  second 
deu'ree     

Burglary,  third  degree,  grand  larceny,  second  de- 
gree and  receiving  stolen  property 

Burglary,  third  degree,  and  petit  larceny 

Burglary,  third  degree,  petit  larceny  and  receiv- 
ing stolen  property 

Carrying  concealed  weapons 

Compulsory  prostitution 

I^estroying  railroad  property 

Escaping  from   prison 

Extortion   

Forgery,  second  degree 

Forgery,  second  degree  and  grand  larceny,  second 
degree     

Forgery,  second  degree  and  petit  larceny 

I'orirery .   third   degree 

Grand  larceny,  first  degree 

Orand  larceny,  first  degree,  robbery  first  degree 
and  assault,  second  degree 


Eastern 

N.  Y. 

N.  Y. 

State  Total 

, , 

2 

2 

2 

2 

4 

, , 

1 

1 

, , 

1 

1 

, , 

6 

6 

, , 

5 

5 

27 

73 

100 

1 

1 

1 

1 

3 

3 

2 

4 

6 

, . 

1 

1 

2 

2 

10 

19 

29 

1 

1 

1 

, , 

1 

3 

2 

5 

8 

28 

36 

1 

1 

2 

1 

•• 

1 

1 

1 

2 

4 

6 

, . 

2 

2 

4 

4 

2 

2 

4 

, , 

2 

2 

1 

1 

2 

1 

1 

3 

6 

9 

, . 

3 

8 

99 

192 

291 

.. 

1 

1 

.. 

18 

13 

2 

2 

.• 

49 

49 

11 

11 

7 

14 

21 

1 

3 

4 

1 

1 

1 

1 

1 

1 

12 

24 

36 

2 

2 

, , 

1 

1 

2 

4 

8 

0 

18 

2T 
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SHOWING  CRIMES  WHEN  CONVICTED,    {Continued) 


Grand  larceny,  first  degree  and  receiving  stolen 
property     

Grand  larceny,  second  degree 

Grand  larceny,  second  degree  and  receiving  stolen 
property   

Incest    

Injuring  railroad   property 

Manslaughter,  first  degree 

Manslaughter,   second   degree 

Obtaining  money  under  false  pretense 

Perjury 

Petit  larceny,  second  offense 

Possessing  burglar's   tools 

Possessing  narcotics 

Rape,  first  degree 

Rape,   second   degree 

Rape,  second  degree  and  abduction 

Receiving  stolen  property 

Riot     

Robbery,  first  degree 

Robbery,  first  degree  and  grand  larceny,  first 
degree  

Robbery,   second   degree 

Robbery,  third  degree 

Seduction  

Sodomy     

Violation,   penal  law 

Violation,  U.  S.  statutes 


Eastern 

N.  Y. 

N.  Y. 

State  Total 

1 

1 

52 

106 

158 

4 

4 

1 

1 

2 

2 

2 

1 

12 

13 

1 

1 

1 

, . 

1 

1 

1 

5 

5 

1 

, . 

1 

1 

, , 

1 

1 

4 

5 

4 

10 

14 

, , 

2 

2 

14 

35 

49 

1 

4 

5 

4 

17 

21 

1 

1 

6 

7 

13 

4 

11 

15 

, , 

1 

1 

2 

10 

12 

1 

2 

3 

•• 

6 

6 

282 

TOO 

1,052 

4^8  TWENTY-S?:('OND  ANNUAL  REPORT  OF  THE 

Showing  the  Determinate  Sentences  of  Prisoners  Admitted  to  the  New  York 
State  Reformatory  During  the  Nine  Months  Ending  June  30,  l&ie 

One  year 1 

One  year  and  one  month 1 

One  year  and   six  months 8 

Three  years  1 

Total 6 


Showing  the  Mathnum  Terms  of  Prisoners  Admitted  During  the  Nine  Months 
Ending  June  30,  1416,  Under  Indeterminate  Sentences. 


One  year  and   six  months... 

Two  years  

Two  years  and  six   months   . 

Five  years  

Seven    years  

Seven  years  and  six  months. 

Ten    years  

Fifteen    years 

Twenty  years 

Twenty-five  years 

Forty  years 

Total 


Eastern 
New  York 

1 

New  York 

State 

Total 
1 

12 

18 

24 

6P 

74 

201 

m 

709 

9 

18 

22 

6 

6 

41 

100 

141 

6 

14 

» 

10 

60 

•0 

.. 

1 

1 

292 

1 
764 

1 
1,04€ 
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SHOWING  THE  AGES  WHEN  CONVICTED  OF  THE  PBIBONEBS  ADMITTED  DUEING  THE 
NINE  MONTHS  ENDING  JUNE  30,  1916 


Sixteen  years   

Seventeen  years  . . . . 

Eighteen   years    

Nineteen  years 

Twenty  years   

Twenty-one  years. . . 
Twenty-two  years... 
Twenty-three  years . 
Twenty-four  years . . 
Twenty-five  years... 
Twenty-six  years... 
Twenty-seven  years. 
Tv^enty-eight  years.. 
T w  en  ty-nine   y ea  rs . . 

Thirty    years 

Thirty-one  years . . . . 
Thirty-two  years. . . . 
Thirty-nine   years... 


Eastern 

N.  T. 

N.  Y. 

State  Total 

1 

21 

22 

1 

79 

80 

10 

112 

122 

20 

96 

116 

25 

83 

108 

27 

81 

108 

30 

73 

103 

20 

37 

67 

25 

39 

64 

21 

27 

48 

30 

26 

56 

35 

38 

73 

25 

29 

54 

11 

15 

26 

4 

1 

5 

4 

3 

7 

2 

2 

1 

•• 

1 

292 

760 

1,052 

16 
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SHOWING    THE    PBEVIOU8    OCCUPATIONS    OF    PBISONEES    ADMITTED    DUEING    THE 
NINE  MONTHS  ENDING  JUNE  30,  1916 


Eastern 
N.  Y. 

Accountant 1 

Awning  maker 1 

Bakers    7 

Bag  maker 1 

Barbers    7 

Bartenders 3 

Bellboys   1 

Blacksmiths    1 

Boiler   makers 

Bookbinders    2 

Bookkeepers    

Brassworker   

Bricklayer     1 

Brushmakers    1 

Butchers 1 

Carpenter 1 

Cartoonist    1 

C'hauffeurs 5 

Clerks     13 

Clothing  cleaners,  pressers,  etc 4 

Coal  passers 1 

C'ooks    5 

Deckhands     1 

Dentists    

Dishwashers     

Draughtsmen    > 

Drivers   36 

Electricians  4 

Elevator  men 3 

Engineers 1 

Errand  boys 2 

Farmers   17 

Firemen    7 

Foremen  1 

Furriers    2 

Glassworkers    2 

Ironworkers    2 

Jewelers     1 

Laborers     60 

Lathers     1 

Laundrymen    1 

Lawyer  

Machinists  6 

Manager     1 

Mechanics    2 

Messengers    1 

Millhands     3 

Miscellaneous    2 

Moulders    3 

Musicians 2 

Newsboys   1 

No    occupation 2 

Nurses    1 

Office    boys 

<^>ilor       


N.  Y. 

State 


18 
4 

5 

1 
2 
9 
1 
4 

3 
10 

18 
54 


11 

i 

1 

1 

54 

8 


20 
33 
17 


5 
279 

i 

1 


10 

7 
4 
4 
3 
2 
1 
1 
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PREVIOUS  OCCUPATIONS,  (Continued) 

Eastern    N.  Y. 

N.  Y.  State  Total 

Operators 2  . .  2 

Painters   12  23  35 

Papermakers 1  . .  1 

Peddlers  . .              5  5 

Photographers    . .               1  1 

Plasterer    ..              1  1 

Plumbers    7  23  30 

Porters   3              2  5 

Pressmen    1  . .  1 

Printers    3  18  16 

Roofers     1  . .  1 

Sailors    3              6  9 

Salesmen    6  17  23 

Secretary   1  . .  1 

Shoe  finisher 1  . .  1 

Shoemakers  5             6  11 

Soldier    1  ..  1 

Solicitor   1  . .  1 

Steamfitters 5  . .  5 

Student 1  . .  1 

Tailors    5              7  12 

Telephone  operators 2  . .  2 

Tile  setters 1  ..  1 

Tinsmiths     3              5  8 

Upholsterers   1  . .  1 

Veterinaries . ,              1  1 

Waiters    4  13  17 

Watchmaker   1  . .  1 


282  760       1.052 
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■kowlng  the  Namber  of  Timet  Prltonen  Have  Been  Detained  In  the 
Institution  to  Which  They  Were  Admitted  Dnrlnf  the 
Nine  Months  Ending  June  SO,  If  10 


Eastern  N.  Y.  N.  Y.  SUte  Total 

First  time  288                  667  955 

Second  time 4                      93  97 

Third  time ._.  ._•  ^ 

Total 292                     760  1 ,052 


Showing  the  Number  of  Prisoners  Admitted  During  the  Nine  Months 

Ending  June  SO,  1916,  Who  Have  PreTlouslj  Been  Confined  In 

Other  Institutions 


Eaetern  N.  Y. 

PriBons 3 

Penitentiaries 81 

Reformatories 36 

Refuges 23 

Jails 47 

Miscellaneous 190 

Total 380 


N.  Y.  State 

Total 

4 

7 

73 

»54 

65 

101 

M)0 

133 

48 

95 

190 

290 


670 
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454  TWENTY- SECOND  ANNUAL  REPORT  OF  THE 

■Mlal  B«latlons  of  Prisoners  Admitted  Daring  the  Nine  Months  Ending  Jane  M,  1916 

Eastern  N.  Y.           N.  Y.  SUte  ToUl 

Married 42                       77  119 

Single 250                      683  933 

Total 292                     760  1,052 

Bdacstlon  of  Prisoners  Admitted  During  the  Nine  Months  Ending  Jane  30, 1916 

Eastern  N.  Y.           N-  Y.  Stat©  ToUl 

Academic ..                        35  35 

Common  school . .                       500  500 

Can  read  and  write 254                      138  392 

Can  read  only 2                       68  70 

Cannot  read  or  write 36                19  55 

Total 292                     760  1 ,052 

Habits  of  Life  of  Prisoners  Admitted  Daring  the  Nine  Months  Ending  June  SO,  1916 

Eastern  N.  Y.           N.  Y.  State  Total 

Used  liquor  freely 98                       524  622 

Used  liquor  moderately 1 12                         . .  112 

Did  not  use  liquor 82                       236  318 

Total 292                     760  1 ,052 

Used  tobacco 264                         . .  264 

Did  not  use  tobacco 28                  ._  28 

Total 292                          . .  292 

Color  of  Prisoners  Admitted  During  the  Nine  Months  Ending  June  30, 1016 

Eastern  N.  Y.           N.  Y.  State  Total 

White 277                      732  I  009 

Negroes 14                         23  37 

Mongolians 3  3 

Red \_                 2  3_ 

Total 292                      760  1 ,052 

Bellglous  Instrurtion  of  Prisoners  Admitted  During  the 
Nine  Months  Ending  June  30, 1016 

Eastern  N.  Y.            N.  Y.  State  Total 

Roman  Catholic 179                      446  625 

Protestant    76                     230  306 

Hebrew —  •■•               37                         84  121 

Total 392                      760  1 ,052 
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Showing  the  Nativity  ot  the  Prisoners  Admitted  DarlngrTthe  Nine  Months 
Ending  Jane  30,  1916 

UNITED  STATES 


California    

Colorado 

Connecticut   

District  of  Columbia. 

Georgia    

Illinois 

Louisiana    

Maryland 

Massachusetts 

Michigan 

Minnesota  

Missouri  

Nebraska    

New  Hampshire 

New  Jersey   

New   York 

North  Carolina 

Ohio  

Oklahoma 

Pennsylvania 

South  Carolina 

Tenessee 

Virginia 

Wisconsin 

Total 


Eastern 

New  York 

New  York 

State 

2 

2 

1 

6 

12 

1 

1 

2 

5 

2 

1 

.     1 

8 

6 

10 

1 

3 

2 

8 

t 

,. 

1 

1 

2 

S 

12 

15 

189     . 

399 

588 

.. 

1 

8 

8 

1 

2 

4 

18 

22 

2 

2 

1 

4 

1 

1 

1 

222 

2 

470 

2 

692 

TERRITORIES  AND  POSSESSIONS 


Phillipine  Islands, 

Porto  Rico 

Total . . . . 


Eastern 
New  York 
1 
1 
2 


New  York 
State 
1 

1 

2 


Total 


FOREIGN  BORN 


Austria. . 
Barbados , 
Canada . . . 

Cuba 

England . 
Finland . . 
France  . . 
Germany , 
Greece  . . . 
Holland  . , 
Hungary , 
Ireland . . . 


Eastern 

New  York 

New  York 

State 

6 

16 

22 

1 

1 

4 

< 

10 

3 

3 

8 

2 

s 

1 

1 

2 

2 

6 

18 

18 

2 

8 

5 

1 

4 

5 

1 

1 

2 

8 

C 

i 

456  TWENTY-SECOND  ANNUAL  REPORT  OF  THE 

NATIVITY.  (Continued) 
FOREIGN  BORN 


Italy 

Norway 

Nova  Scotia... 

Poland 

Russia 

Sweden 

Turkey 

Total. 


RECAPITULATION 


Eastern 

New  York 

New  York 

State 

Tota 

23 

•9 

92 

1 

1 

2 

1 

1 

4 

4 

18 

36 

53 

1 

3 

4 

IT 

3 
174 

3 

242 

Total 

XNBW   lOFK  State 

United  States 

Territories  and  Possessions t  8  4 

Foreigrn  Bom 68  1T4  ^42 

Grand  Total 


•Does  not  include  93  prisoners  returned  for  violation  of  parole  and  21  prisoners  returned  for 
other  causes. 
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Mamber  of  Cmm  of  Inianltf  Oeenrrlng  During  Each  Month  in  the  Tear  Kadlni 
September  SO,  lfl5,  and  Nine  Months  Ending  June  SO,  191C 


MONTH 

Eastern  New  York 

New  York  State 

Total 

1915 

1916 

1915 

1916 

1915 

1916 

October 

November 

December 

8 

i 

1 

2 

4 
2 

*2 
1 

"2 

2 
2 

2 

i 
i 

*i 

1 

's 

2 

8 
2 

8 

1 

2 

*2 

5 
2 
1 

•• 

*i 

1 

4 

February  

March 

April 

May 

June 

July 

2 
2 

AuaruBt 

September 

:: 

Total 

IS 

5 

8 

10 

21 

16 

458 
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Showing  the  Counties  In  which  the  Prisoners  Admitted  During  the  Nine  Months 
Ending  June  S0»  1916,  Were  CouTleted 


County  Eastern  N. 

Albany 6 

Allegany 1 

Bronx 6 

Broome 2 

Cattaraugrus 

Cayuga 1 

Chautauqua 3 

Chemung 6 

Ch«nango 1 

Clinton 

Columbia 4 

Cortland. 2 

Delaware 1 

Dutchess 5 

Erie 30 

Essex 1 

Franklin 1 

Fulton   1 

Genesee 

Greene  

Hamilton 

Herkimer 1 

Jefferson 2 

Kings 38 

Lewis 1 

Livingston 1 

Madison 

Monroe  14 

Montgomery 5 

Nassau 1 

New  York 100 

Niagara 4 

Oneida 2 

Onondaga 9 

Ontario 

Orange 8 

Orleans 1 

Oswego 1 

Otsego •  2 

Putnam 

Queens • 

Rensselaer 

Richmond 2 

Rockland 

St.  Lawrence 7 

Saratoga 6 

Schenectady 2 

Schoharie 

Schuyler 

Seneca  8 

Steuben 4 

Suffolk 1 

SulUvan 1 

Tioga 

Tompkins 1 

Ulster 

Warren 

Washington 

Wayne. 1 

Westchester 3 

Wyoming 

Yates 

U-  S.  Prisoners ■• 

Total t9t 


Y. 


N.  Y.  State 

Total 

20 

26 

3 

4 

■i9 

36 

i 

8 

5 

5 

7 

3 

6 

9 

9 

15 

1 

2 

4 

4 

-  7 

11 

1 

3 

3 

4 

7 

12 

53 

83 

3 

4 

2 

3 

3 

4 

3 

3 

1 

1 

"i 

'5 

10 

12 

100 

138 

3 

4 

2 

3 

3 

3 

22 

3« 

9 

14 

1 

246 

346 

3 

7 

24 

29 

40 

49 

9 

9 

3 

3 

4 

9 

10 

1 

3 

i3 

i9 

■5 

'7 

2 

2 

12 

19 

4 

9 

t 

8 

2 

2 

'5 

i 

10 

14 

9 

10 

2 

3 

1 

1 

4 

5 

4 

4 

"i 

1 

1 

9 

12 

i 

1 

8 

8 

760 


1.062 
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COUNTY 


Total  Number  of 

Prisoners  in  Custody 

Sept.  30,  1915 


Male 


Female  [   Total 


Total  Number  of 

Prisoners  in  Custody 

June  30.  1916 


Male     Female    Total 


Albany i»» 

Erie 738 

Monroe ;  309 

New  York |  1,354 

Onondaga    '  353 

Total 12,942 


21 


I  i9« 
767 

i     335 

II  354 
!     374 


86  i  3,028 


158 
746 
252 
930 
309 


2.395 


24 
21 

30 


83 


166 
770 

273 

930 

339 


2.478 


COUNTY 


Number  of  Prisoners 

Received  During  the 

nine  months  ending 

June  30,  1916 


Number  of  Prisoners 

Discharged  During  the 

nine  months  ending 

June  30.  1916 


Male    I  Female;   Total   ;    Male     Female    Total 


Albany 

Erie 

Monroe  . . . 
New  York 
Onondaga  . 

Total 


625 
5.974 
1.565 
3,193 
1,057 


12.414 


14 
181 

66 
103 

65 


639 

6,155 
1,631 
3,296 
1. 122 


6551 
5.966  1 
1,622 
3.617 

MOI 


16 
186  I 

7' 
1031 

561 


671 
6,152 
1,693 
3.730 
M57 


429  1 12.843;  12,961        432!  13.393 


Total  Number  of  Prisoners  Transferred  to  State  Hospitals  During  the  Year  1915 
and  the  nine  months  ending  June  30,  1916 


COUNTY 

1915 

1916 

Male 

Female 

Total 

Male 

Female 

Total 

Albany 

Erie 

3 

34 
4 

3 

I  I 

34 
4 

19 

6 

•• 

I 

5 

■1 

Monroe 

New  York . . 
Onondaga  . . 

Total . 

51 

5. 

31     I     .. 

3' 

Number  of  Prisoners  Who  Died  During  the  Tear  1915  and  the  nine 
months  ending  June  30,  1916 


COUNTY 

1915 

1916 

Male 

Female 

Total 

Male 

Female 

Total 

Albany    

3 

10 
I 

5 

3 
10 

I 

5 

2 

2 
10 

3 

3 

2 

Erie 

Monroe 

New  York 

3 
3 

Onondaga 

Total 

21 

21 

18 

18 
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QrwitMt  Nnml^cr  of  Prlsonert  in  Cnitodf  at  any  One  Time  During  the 
nine  montiu  ending  Jone  30,  IflC 


COUNTY 

Male 

Female 

Total 

Albany 

Erie 

342 

426 

II 

?e 

18 

w, 

Monroe 

40  s 

New  York 

i.^sa 

Onondaga  

444 

Total 

3.353 

68 

3.421 

Least  Number  of  Inmates  In  Custody  at  Any  One  Time  During  the 
nine  months  ending  June  ^0,  1918 


COUNTY 

Male 

Female 

Total 

Albany  

Erie 

>5' 
638 
223 
924 
273 

2 
36 
i; 

'53 
674 
2:18 

Monroe 

New  York 

^   i. 

••    1     924 

21   I     294 

Onondaga  

Total 

2  209     i            'JA        1  281 

'^ 

Average  Dally  Number  of  Prisoners  in  Custody  During  the 
nine  months  ending   June  30,  1916 


r  -                            ■ 

COUNTY 

Male    Female 

Total 

Albany 

1 

2S I              c 

256 
772 
322 
1,119 
386 

Erie 

743 

306 

1,119 

364 

29 
16 

22 

Monroe 

New  York 

Onondaga 

Total  . . 

2,783  1     72 

3.855 

Cell  Capacity  of  Institutions  - 

-  Number  of  Cells 

COUNTY 

Sinel« 

Double 

Total 

Albany  

360 

693 

514 

1. 104 

4 

306 

360 
693 
514 
1,104 
310 

Erie 

Monroe 

New  York 

Onondaga 

Total  . . 

2.675 

306 

2.981 
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TWiENTY-SECOND  ANNUAL  REPORT  OF  THE 


SHOWING  AGES  OF  PRISONERS 
Admitted  During  the  Nine  Months  Ending  June  30,  1916. 


Albany 

Erie 

Monroe  New  York  Onondaga     Total 

M 

F 

M 

F 

M 

F 

M 

F 

M 

F 

M 

F 

Sixteen  years  

, , 

19 

1 

, , 

, . 

, , 

, . 

, , 

20 

. , 

Seventeen  years. . . 

, , 

, , 

28 

. , 

4 

1 

38 

. , 

6 

, . 

76 

1 

Eighteen  years.... 

6 

, , 

98 

1 

15 

1 

61 

, , 

24 

3 

204 

5 

Nineteen  years. . . . 

11 

. 

132 

•24 

1 

119 

. , 

14 

. . 

300 

1 

Twenty  years 

7 

, 

105 

2 

22 

105 

21 

. . 

2f;o 

2 

Twenty-one   years. 

15 

, 

136 

6 

27 

, , 

103 

. . 

36 

1 

317 

T 

T«Tenty-two  years. 

20 

. 

188 

6 

31 

2 

197 

, , 

34 

470 

8 

Twenty-three  years 

14     . 

, 

167 

9 

27 

141 

. , 

26 

3 

375 

12 

Twenty-four  years. 

8 

1 

176 

8 

36 

1 

73 

, . 

28 

3 

321 

13 

Twenty-five  years. 

20 

2 

159 

6 

27 

1 

95 

2 

18 

3 

319 

14 

Tv/enty-six  years.. 

17     , 

, 

173 

9 

24 

1 

91 

1 

27 

2 

382 

13 

Twenty-seven  years 

26 

1 

193 

5 

34 

1 

83 

3 

22 

1 

.358 

11 

Twenty-eig-ht  years 

20     . 

. 

203 

6 

57 

3 

87 

24 

2 

391 

11 

Twenty-nine  years. 

12 

1 

162 

7 

40 

2 

57 

3 

34 

1 

305 

14 

Thirty  years 

15 

1 

191 

13 

52 

5 

69 

. , 

37 

3 

.364 

22 

Thirty-one  years. . 

10 

1 

127 

4 

34 

2 

49 

13 

17 

1 

237 

21 

Thirty-two  years.. 

24     . 

, 

170 

10 

46 

5 

57 

2 

36 

3 

333 

20 

Thirty-three  years. 

14     . 

. 

139 

7 

28 

2 

53 

1 

29 

4 

2QS 

14 

Thirty-four  years. . 

15     . 

165 

4 

33 

1 

26 

26 

1 

265 

6 

Thirty-five  years. . 

23 

i 

200 

5 

49 

2 

51 

. . 

32 

5 

355 

13 

Thirty-six  years. . . 

16     . 

147 

8 

51 

2 

34 

3 

28 

2 

276 

15 

Thirty-seven    years 

0 

2 

142 

4 

30 

5 

37 

9 

33 

3 

251 

23 

Thirty-eight  years. 

27 

1 

183 

7 

47 

5 

29 

32 

35 

3 

321 

48 

Thirty-nine   years. 

21 

1 

119 

8 

39 

3 

55 

29 

1 

263 

13 

Forty  years 

11 

1 

164 

5 

69 

. . 

53 

6 

28 

3 

325 

15 

I'orty-one  years.. . 

10     . 

134 

33 

2 

27 

22 

1 

226 

3 

Forty-two  years.. . 

17     . 

150 

7 

60 

3 

42 

25 

2^ 

10 

Forty-three  years. . 

18     . 

116 

6 

44 

1 

47 

25 

1 

250 

8 

Forty-four  years.. 

8     . 

112 

2 

38 

3 

49 

23 

3 

230 

8 

Forty-five  years . . . 

12     . 

149 

1 

38 

1 

38 

18 

23 

1 

260 

21 

P'orty-six  years 

3     . 

123 

2 

30 

1 

11 

. . 

19 

3 

186 

6 

Forty-seven  years. 

9     . 

112 

3 

36 

27 

34 

2 

218 

5 

Forty-eight    years. 

11     . 

122 

3 

33 

2 

.27 

19 

212 

5 

Forty-nine   years.. 

11     . 

93 

1 

29 

38 

7 

20 

i 

191 

9 

Fifty   years 

13     . 

124 

2 

40 

1 

27 

, . 

21 

225 

3 

Fifty-one   years . . . 

5     . 

85 

1 

19 

4 

13 

2 

126 

3 

Fifty- two  years... 

13     . 

125 

2 

27 

2 

19 

2 

18 

202 

6 

Fifty-three  years.. 

10     . 

88 

1 

27 

2 

8 

24 

157 

4 

Fifty-four  years . . . 

11     . 

61 

41 

8 

9 

130 

Fifty-five   years... 

7     . 

88 

3 

29 

1 

23 

1 

17 

164 

5 

Fifty-six  years 

15     . 

78 

1 

30 

30 

12 

165 

1 

Fifty-seven  years. . 

9     . 

67 

17 

27 

, , 

12 

132 

Fifty-eight  years.. 

10     . 

67 

1 

25 

26 

. . 

10 

138 

1 

Fifty-nine  years... 

11     . 

48 

12 

4 

5 

80 

1 

Sixty  years 

16      : 

75 

29 

4 

14 

138 

3 

Sixty-one  years... 

3     . 

30 

1 

8 

13 

. . 

6 

60 

1 

Sixty-two  years.. . 

3     . 

33 

9 

8 

6 

59 

, . 

Sixty-tliree  years. . 

3     . 

29 

, , 

9 

13 

, , 

7 

61 

Si>ty-four    years.. 

5     . 

22 

5 

11 

6 

49 

. . 

Sixty-five  years... 

6     . 

36 

1 

13 

11 

, . 

4 

70 

1 

Sixty-six  years 

7     . 

23 

. . 

9 

23 

. . 

6 

6S 

Sixty-seven    years. 

2     . 

22 

1 

6 

8 

. , 

3 

41 

1 

Sixty-eight  years. . 

2     . 

22 

3 

4 

. . 

2 

33 

. , 

Sixty-nine    years.. 

1     . 

8 

1 

7 

13 

, . 

3 

32 

1 

Seventy  years 

11 

3 

8 

1 

2.'^ 

. . 
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Showing  Ages,  etc.,  (Continued) 

Albany        Erie       Monroe  New  York  Onondaga     Total 
MFMF       MFMF        MF       MF 


Soventy-one  years. 
Seventy-two  years. 
Seventy-three  years 
Seventy-four  years 
Seventy-five  years. 
Seventy-six  years. 
Seventy-seven  years 
Seventy-eight  years 
Seventy-nine  years 

Eighty  years 

Eighty-one  years . . 
Eight-four  years. . 
Eighty-five  years.. 


12 
14 
6 
8 
5 
5 
1 
5 
4 
1 
1 
1 
2 


Total 625     14  5,974  181 1,565    66  2,365  103  1,057    65  11,586  429 
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TWENTY-SECOND  ANNUAL  REPORT  OF  THE 


SHOWING  OCCUPATION  OF  PRISONERS  BEFORE  CONVICTION 


Albany        Erie       Monroe  New  York  Onondaga     Total 
MFMP        MFMF        MF        MF 


Accountants 

Actors   

Agents 

Architects    

Artists 

Axe  makers 

Bakers    

Barbers 

Bartenders 

Basket  makers. . . . 

Bellboys    

Billposters   

Blacksmiths 

Boarding-house 

keepers   

Boat  builders 

Boatmen 

Boiler    makers.... 

Bookbinders    

Bookkeepers    

Bootblacks 

Bottlers 

Boxmakers 

Brassworkers 

Bricklayers    

Brlckmakers    

P.rld,£:ebuilders  . . . 
Broommakers  .... 
Brushmakers  .. ... 

Buffers    .'.... 

Builders    . . , 

Butchers     

Butlers   

Button  makers 

Cabinet  makers . . . 

Candy    makers 

Canvassers 

Car  builders 

Cari)enters 

Carriasre  makers.. 

Carvers 

Cement  workers. . . 

Chair  caners 

Chambermaids    . . . 

Chauffeurs  

Chemists 

Cigar  makers 

Clerks   

Clotbiii^  cleaners. 

prossers,   etc.,. 


2 

10 

2 


Coachmen 
(^oal  passers. . . . 
Compositors  .  .  .  . 
Coil  fee tiionors  .  . 
Concrete  workers 

C<mtractors    

Cooks  

C<>oi>ers     


5 

8 

33 
1 
1 
2 

87 
114 

78 
1 

17 

8 

121 


6 

11 

106 

6 
10 

3 


10 

17 

67 

3 

5 

2 


32 
2 

1 
7 


103 
10 

5 
1 

22 


12 
26 

7 
1 


15 


30 


75 


32 
98 

23 


2 
12 


19 


12 
31 
12 


4 

7 
12 


20 


4 

20 

4 


4 

4 

15 


49 


46 

4 

4 

114 


1     145 
.       17 


34 
6 


38 
7 


3 

25 
1 


23 

*i 


19 


5 

32 

35 

1 

1 

2 

116 

206 

100 

2 

21 

15 

157 


6 

19 

122 

10 

16 

7 

1 

10 

20 

92 

3 

7 

6 

1 

5 

4 

73 

6 

1 

11 

5 

15 

1 

214 

10 

1 

5 

1 


81 

4 

49 

23:^» 


6 

3 

11 

4 

10 
>> 

244 
30 


6 


STATE  COMMISSION  OF  PRISONS 


Pbevioub  Occupations,  etc.,  (Continued) 


Albany        Erie       Monroe  New  York  Onondaga     Total 


M      F      M      F 

'       M      F      M 

F       M      F       M      F 

Coppersmith    .... 

t     .  •     . 

1   .. 

•       •  •     . 

1     .. 

Core  makers. 

.       1     . 

.       38     . 

i  !!     !!   ! 

5     . 

.       45     .. 

Cranemen    . . 

9     . 

9     .. 

Curriers    

1     . 

1     .. 

Cutters   

.  •      • 

'.'   .'.*     '4  ! 

4     .. 

Deckhands  . . 

.       19     . 

.       19     .. 

Decorators    . . 

.       16     . 

.       16     .. 

Dentists    .... 

.        ... 

1     .. 

Detectives    . . 

.        ... 

.'.'.'.        4     . 

4     .. 

Dishwashers 

.       18     . 

..      ..         4     . 

.       22     .. 

Domestics    . . 

.        ... 

..18       ..4 

0       ..118 

Dredgemen    . 

2     . 

2     .. 

Drillers 

.       18     . 

'.',     y,         4     ! 

.       22     .. 

Drivers   

.        ... 

.      ..     159     . 

.     159     . . 

Djers    

.       11     . 

11     .. 

Electricians  . 

.    *i    ! 

.       55     . 

3     *.*.       38     *. 

*.         5     *. 

.     102     . . 

Elevatormen 

.       11     . 

.      ..       23     . 

.       34     .. 

Engineers    . . . 

*2     .' 

.       46     . 

7     ..         7     . 

.       67     .. 

Engravers    . . 

.       21     . 

1 

.       22     .. 

Errand  boys. 

.        ... 

.      ..         4     , 

4     .. 

Expressmen  . 

2     . 

.      ..         4     . 

6     .. 

Farmers   

is    ! 

.       97     . 

!     11 

12     ..         7     . 

.     245     .. 

Finishers    . . . 

.       25     . 

1 

.       26     .. 

Fii-emen    .... 

.     18     *. 

.     239     . 

'.     : 

51     ..       49     . 

'.       22     *. 

.     359     . . 

Fishermen   . . 

2     . 

4     ..         4     . 

.       10     .. 

Florists 

5     . 

2 

7     .. 

Foremen     .... 

1     . 

2     .'.*       .'.'     .* 

4      .. 

Furriers   

•        ... 

.      ..         4     . 

4     .. 

Gardeners    . . 

2 

2     . 

!    ] 

11     ..         7     . 

.       22     .. 

Gasfitters   . . . 

9     . 

9     .. 

Glass  blowers 

.       13     . 

5     .*  .*       .' 

.       19     .. 

Glass  cutters    . . . 

4     . 

4     .. 

Glass  workers 

5     . 

. .        . 

5     .. 

Glaziers    

5     . 

5     .. 

Glove  makers 

1     . 

. 

1     .. 

Grinders  

2     . 

2     .. 

Guides 

. 

!      ..         4     . 

4     .. 

Harness  makers.. 

.       20     . 

5     ..         4     . 

.       33     .. 

Hatters  

*4     .* 

.        ... 

2     ..       12     . 

.       18     .. 

Horsemen 

.       26     . 

.       26     .. 

Horseshoers 

.       16     . 

*.      !*.       12     ! 

.       28     .. 

Hf>spital  orderlies 

.       11     . 

.       11     .. 

Hostlers    

*6  ; 

7     . 

'.     1 

L2  !!     '4  ; 

.       34     .. 

Hotel  keepers 

. .      . 

4 

7     .. 

ITotel  runners  . . . 

5     . 



5     .. 

House  keepers... 

.        ..24       . 

.37       ..      ! 

.        ..     61 

House  workers. .. 

2       ..78 

.      ..       63     . 

.       ..  153 

Hucksters 

.       18     . 

6 

.       24     .. 

Icemen 

4     . 

4     .. 

Insurance  agents. 

. 

2     ','.        '4     .' 

6     .. 

Interpreters  

.      ..         4     . 

4     .. 

Iron  workers 

*i    ! 

.       97     *. 

'.     1 

L7     ..       26     . 

.     154     .. 

Janitors    

5     . 

.      ..         4     . 

9     .. 

Jewelers  

3     . 

2     ..         4     . 

9     .. 

Jimkmen 

.       11     . 

11     .. 

Kitchen  men 

.       11     . 

!      !!     167     .' 

.     178     . . 

Knitters    

2     . 

. 

2     .. 
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TWENTY-SECOND  ANNUAL  REPORT  OF  THE 


Pbevious  Occupations,  etc.,   (Continued) 


Albany        Erie 

Monroe  New  York  Onondaga     Total 

M      F      M      F 

MFMF       MF       MF 

Laborers 

.  340     . 

.  1,696     . 

.     712     . 

.     678     . 

.     619     . 

.  4,045     . . 

Lathers 

.       3     . 

8     . 

8     . 

7     . 

2     . 

.       28     .. 

Laundrymen    

.       3     . 

9     . 

2     . 

.       11     . 

. .      . 

25      . . 

I  fiiindresses 

1       ..      . 

. 

4       ..      . 

.        ..       5 

Lawyers  

. 

4     . 

. 

4      .. 

I^eather  workers . . 

'.       2     *. 

8     . 

1     . 

. . 

.        . .      . 

11      .. 

Letter  carriers,  P. 

O.  clerks 

. . 

. . 

. . 

7     . 

.        . .      . 

7 

Linemen    

.       5     . 

17     . 

4     . 

. 

1     . 

27     .. 

Lithographers  . . . 

. 

3     . 

. 

. 

. 

3     .. 

Liverymen    

. 

1     . 

. 

. 

1     .. 

Locksmiths    

1     . 

. .      . 

.        . .      . 

.        . .      . 

1     .. 

liCngshoremen  . . . 

. 

9     . 

. 

. 

. 

9     .. 

laimber  shovers.. 

.      . . 

.       26     . 

. . 

. .      . 

. . 

.       26     .. 

I-unchmen 

. 

. 

. . 

4     . 

.        . .      . 

4     .. 

Machinists   

.      .  •      . 

.        ... 

. . 

.       61     . 

.        . .      . 

.       61     .. 

Manufacturers    . . 

. 

.        ... 

. . 

4     . 

. . 

4     .. 

Marble  workers. . 

.      . .      . 

2     . 

. .      . 

. . 

. .      . 

2 

Masons   

.       6     . 

.       35     . 

11     . 

.       12     . 

10     . 

74     ! ! 

Mattress  makers. 

8     . 

. .      . 

8     .. 

Meat  cutters 

. 

.       17     . 

. 

. 

.       17     .. 

Mechanics 

'.     13     . 

.     163     . 

49     . 

.       12     . 

.       19     . 

.     256     .. 

Merchants    

. 

. 

4     . 

4     . 

1     . 

9     .. 

Messengers    

. 

1     . 

. 

1     .. 

Metal  workers   . . 

. 

.       12     . 

. .      . 

. .      . 

12     .. 

Mill  hands 

.       8     . 

.       76     . 

4     . 

.       88     .. 

Mill  Wrights 

. .      . 

.       13     . 

5     . 

.  . 

.       18     .. 

Miners 

.       1     . 

.       20     . 

3     . 

. . 

.       24     .. 

Miscellaneous    . . . 

. 

. 

.       27     . 

.       27     .. 

Moulders 

.       5     . 

.       81     . 

12     . 

4     . 

.*       14     .* 

.     116     . . 

Musicians 

.       1     . 

4     . 

4     . 

4     . 

3     . 

16     .. 

Newsboys   

2     . 

. 

2     .. 

Newspapermen   .. 

. .      . 

4     . 

. . 

4     . 

8     .. 

Nurserymen 

. 

. 

4     . 

. 

4      .. 

Nurses 

1     . 

4     . 

, . 

1         7     . 

.       13       1 

Oilers    

. 

.       16     . 

7     . 

.       23     . . 

0])erators 

.       2     . 

9     . 

• . 

.       27     . 

.       38     .. 

Orderlies 

. 

5     . 

2     . 

7     . 

14     .. 

Packers 

.      •  •      . 

6     . 

7     . 

.       13     . . 

Painters    

.     25     . 

.     160     . 

49     . 

.       68     . 

.'       45     .* 

.     347     . . 

Paper  hangers 

.       1     . 

.       14     . 

. 

.       15     .. 

Pai)er  makers. . . . 

2 

3     . 

5     . 

.  • 

'.         3     .* 

13     .. 

Pattern   makers.. 

8     . 

. . 

.        . .      . 

8     .. 

Pavers 

1     . 

. 

1     .. 

Peddlers  

;   2  '. 

.       30     . 

12     . 

.       34     . 

.       78     .. 

Photographers  . . . 

. .      . 

. . 

11     . 

11     .. 

Physicians    

1     . 

. . 

. . 

1     .. 

Piano  makers 

.        ... 

. .      . 

4      . 

4     .. 

Piano  tuners 

6     . 

. . 

.  .      . 

6     .. 

Pile  drivers 

3     . 

.        . .      . 

3     .. 

Pipe  cutters  and 

fitters  

.       20     . 

1     . 

.  .      . 

.       21     .. 

Plasterers  

.       27     . 

. .      . 

.       15     . 

.       42     .. 

Plumbers    

'.       2     .* 

.       42     .. 

6     . 

.       26     . 

'.   12  ; 

.       88     .. 

Polishers 

.       2     . 

.       22     . 

11     . 

4     . 

.       10     . 

.       49     .. 

Porters    

.       3     . 

.       41     .. 

9     . 

.       57     . 

4     . 

.     114     . . 

Potters 

. 

4     . 

. .      • 

. 

4     .. 
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Showing  previous  occupations,  etc.,    {Continued) 

Albany        Erie       Monroe  New  York  Onondaga     Total 
MFMF       MFMF       MF       MF 


Pressmen -               -  -         1 

1     .. 

Printers 5 

.       38     . 

3     '. 

.      146      . 

1      . 

13     . 

.       12     . 

15     . 

5 
.     250     . 
.       38     . 

5     . 

3     . 

1     . 

.      i     .* 

8     . 

32     . 

1     . 

4     . . 

.       14 

..       23     . 

10     ..       90     .. 

Publishers 

Quarrymen 

Railroad  men 7     . 

Real  estate  dealers     . .     . 
Risrerers   2 

1     ..         1     .. 
3     .. 

7 

'.         4 

4     . 
4     . 
7     . 

2     ..     166     .. 

5     .. 

22     . . 

Rof>fers 

Riveters    

Rubber  workers 

16     .. 

15     .. 

5     . . 

Sailor'*    5 

8 
6 

11     . 
..       34     . 

6       .     280 

Salesmen    3     . 

Saloon  keepers 

Sawyers 

School  boys 

Seamstresses  ..... 

Ship   builders 

Shoe  cutters 

6     ..       87     .. 
1     . .         6     .  . 

3 

1     . . 

. 

..       1       ..       1 
1     . . 

8     . . 

Shoe  makers 2     . 

Showmen 

.       50 

4     . 

26     ..     114     .. 
1     . . 

Soap  makers 

Soldiers 

. 

4     . 

4      .. 

4      . . 

Solicitors 

Spinners  8 

10     . 
o 

10     . . 

1 

.'        *4     .* 

11      . . 

Stablemen 

Stajje  hands 

4     . 

4     . 

20     . 

4     *. 

8     .. 

4      .. 

Steamfitters 8     . 

Steeple   jacks 

.       14 
1     . 

7     . 

49     .. 

1      .. 

Steelworkers 

4      .. 

SlenoErraphers     ...       1 

1         4     . 

5       1 

Sionecutters    5     . 

Stonemasons 

5     . 
3     . 

1 

11     .. 

3     . . 

Storekeepers 

4      , 

4     .. 

Tailors    11     . . 

32     . 
7 
294     . 

6     ." 

.       11      . 

1     . 
.       64     . 

5     . 

11     . 

10              75 

Tanners    

8     .. 

Teamsters    16     . . 

Tele.srraphers 

Telephone  oper't'rs 

.        ..      . 

.       54     ..     428     .. 

1     ..         6     .. 

6     .. 

Tilesetters 

9 

2     .. 

Tinsmiths     2     . . 

Tool   dressers 1 

29     . 

.       10     . 

.       15     . 

4     ..       60     .. 
1 

T<x>l  makers 

14     . 

14     . . 

Trimmers     

ii    .* 

2     . 

2 

Umbrella    menders     . .     . . 

11     . . 

U]  Cloisterers 

Ushers    

25     . 
2     . 

3     . 

4     . 

2     ..       34     .. 
2     .. 

Vamishers 

10     . 

10     . . 

Waiters 5     . . 

71     . 
3     . 

12     . 

.       66     . 

5     ..     159     .. 
3     .. 

\N'atchmen 

\^  eavers   8 

10     . 
2     . 

5     . 

7     . 

3     ..       33     .. 
2     .. 

Whitewashers 

Window  trimmers 

7     . 

7     .. 

Wire  workers 

9 

2     . 

Wood   workers 1     . . 

17     . 

11      . 

2Q 

Total 625     1^ 

1 5.974  18 

1 1.565     6 

6  2,365  lO: 

51,057    6511,586  428 
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TWENTY-SECOND  ANNUAL  REPORT  OF  THE 
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Showing  the  Counties  in  Which  the  Pkisoners  Admitted  During  the 
Nine  Months  Ending  June  30,  1916,  Were  Convicted 

Albany        Erie       Monroe  New  York  Onondaga     Total 

M      F      M      F       M      F       M      F       M      F  M  F 

Albany    131      9       131  9 

Allegany 7 7  . . 

Bronx 36 36  .. 

Broome     72     16  72 

Cattaraugus Ill      3       Ill 

Cayuga 61      1  61 

Chautauqua 101      1       101 

Chemung 63      3       63 

Chenango 4     . .  4  . . 

Clinton    21      4       21  4 

Columbia    58      1       58  1 

Cortland 14     . .  14  . . 

Delaware   2 2  .. 

Datchess 68 68  . . 

Erie     5,605  172         1 5,606  172 

Essex 24 24  . . 

Franklin 4      2  4  2 

Fulton 29     ..  29  .. 

Genesee 36      3       36  3 

Greene    5     . . 5 

Hamilton 

Herkimer 40      1  40  1 

Jefferson 42      5  42  5 

Kings . .     665     23       . .      . .  665  23 

Lew  is 1     . .  1  . . 

Livingston 47       2       47  2 

Madison 34     ..  34  .. 

Monroe 1,140    47       1,140  47 

Montgomery    59 59  . . 

Nassau 164      1       ..      ..  164  1 

New   York 1,019    35       ..      ..1,019  35 

Niagara 150      5       150  5 

Oneida 3     . .  3  . . 

Onondaga 739     40  739  40 

Ontario 38 38  . . 

Orange 29       1       . .      . .  29  1 

Orleans 82       1       S2  1 

Oswego 9     . .  9  . . 

Otsego 10 10  .. 

Pntnam 19 19  . . 

Queens 78      3       ..      ..  78  3 

Rensselaer   1 1  . . 

Richmond 18 18  .. 

Rockland 11 11  .. 

St.  Lawrence 

Saratoga 176 176  ... 

Schenectady 3 3  . . 

Schoharie 5 5  ... 

Schuyler 2 2  . . 

Seneca 22 1     . .  23  . . 

Sleubon 39      6       39  6 

Suffolk 21       2       ..      ..  21  2 

Sullivan 

Tioga 4     . .  4  . . 

Tompkins 14 14  . . 
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Showing  the  Counties,  etc.,     (Continued) 

Albany        Erie       Monroe  New  York  Onondaga     Total 

M      F      M      F       M      F       M      F       M      F  M  F 

Ulster    8 8  .. 

Warren 19 19  .. 

Washington  35 35  .. 

Wavne 46      3       46  3 

Westchester 305    38       . .      . .  305  38 

Wyoming 23 23  .. 

Yates 12      1       12  1 

Total 625     14  5,974  181 1.565     66  2,365  103  1.057    65  11,586  429 
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COUNTY  JAILS 


Number  of  Prisonen  In  Custody,  Jnn*  30»  1016 


COUNTY 


Albany 

Allesrany  — 

Bronx 

Broome 

Cattarausrus.. 

Cayusra 

Chautauqua. . 

Chemung 

Chenangro 

Clinton 

Columbia 

Cortland 

Delaware 

Dutchess 

Erie 

Essex 

Franklin 

Fulton 

Genesee 

Greene 

Hamilton 

Herkimer 

Jefferson 

Kin£s 

Lewis 

Livingston. . . 

Madison 

Monroe 

Montaromery . 

Nassau 

New  York . . . 

Niagara 

Oneida,  Rome 
Oneida,  Utica 
Onondaga. 
Ontario — 
Or'ge,  Goshen 
Or'ge,  N'b'gh 

Orleans 

Oswego,  Os'go 
Oswego,  P'ski 

Otsego 

Putnam 

Queens 

Rensselaer. . . 
Richmond.. . . 

Rockland 

St.  Lawrence 

Saratoga 

Schenectady. 

Schoharie 

Schuyler 

Seneca,  Ovid . 
Seneca,  W'loo 

Steuben 

Suffolk 

Sullivan 

Tioga 

Tompkins 

Ulster. 

Warren 

Washingrton.. 

Wayne 

Westchester. 

Peekekill.... 
Weetcheeter. 

White  Pin's 

Wyoming 

Yates 

Total 


AWAITING 
TRIAL 


Male     Female 

15 

6 
41 

4 


82 


CONVICTED 
OF  CRIME 


Male     Female 


39 


WITNESSES 


Male     Female 


DEBTORS 


Male 


Female 
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•feowlnf  the  Number  of  Admisfiont,  Discharcet  and  Deaths,  During  the  Nine  Months 
Ending  June  30    1916 


County 

Albany 

Allegany 

Bronx , 

Broome 

Cattaraugrus 

Cayuga 

Chautauqua 

Chemung 

Chenango  ■ 

Clinton 

Columbia 

Cortland... 

Delaware 

Dutchess 

Erie 

Essex 

Franklin 

Fulton 

Genesee 

Greene 

Hamilton 

Herkimer 

Jefferson 

Kings 

Lewis 

Livingston 

Madison 

Monroe 

Montgomery 

Nassau 

New  York 

Niagara 

Oneida,  Rome 

Oneida,  Utica 

Onondaga 

Ontario 

Orange,  Goshen 

Orange,  Newburgh 

Orleans 

Oswego,  Oswego 

Oswego,  Pulaski 

Oteego  

Putnam 

Queens , 

Rensselaer . . . 

Richmond 

Rockland , 

St.  Lawrence 

Saratoga 

Schenectady 

Schoharie 

Schuyler 

Seneca,  Ovid 

Seneca,  Waterloo 

Steuben , 

Suffolk 

Sullivan    —     

Tioga 

Tompkins 

Ulster 

Warren 

Washington 

Wayne 

Westchester  PeekskiM 

Weetcheeter  White  Plains 

Wyoming 

Yates 

Total 


Admissions 

Discharges        I 

)ei 

Male 

Female 

Male 

Female  Mak 

1^77 

91 

1,403 

91 

57 

52 

1.510 

97 

1.510 

97 

608 

17 

634 

16 

321 

11 

330 

12 

274 

11 

289 

12 

366 

13 

375 

12 

1,456 

40 

1.459 

41 

102 

13 

102 

13 

284 

80 

303 

34 

189 

6 

192 

5 

249 

12 

252 

14 

64 

2 

62 

1 

762 

43 

767 

42 

1.987 

365 

2.012 

864 

91 

6 

93 

6 

203 

29 

210 

32 

94 

10 

96 

10 

218 

6 

225 

6 

483 

5 

496 

6 

1 

1 

. 

164 

7 

172 

6 

830 

18 

350 

17 

168 

17 

168 

19 

64 

3 

67 

3 

167 

4 

161 

4 

803 

,  4 

814 

7 

1,334 

I77 

1.350 

180 

287 

1 

298 

1 

818 

34 

804 

87      1 

234 

3 

245 

2 

630 

42 

645 

43 

509 

10 

529 

11 

1.321 

48 

1.352 

52      1 

364 

20 

382 

22 

277 

4 

278 

8 

330 

40 

347 

38 

349 

20 

350 

20 

248 

5 

263 

5 

550 

13 

564 

14 

134 

140 

131 

11 

141 

6 

152 

151 

11 

2 

11 

2 

732 

82 

762 

83 

455 

35 

495 

89 

146 

20 

154 

19  , 

274 

9 

285 

10 

643 

17 

669 

18 

896 

97 

918 

98      1 

28 

3 

36 

4 

54 

5 

54 

5 

24 

24 

343 

3 

342 

3 

289 

13 

320 

14      2 

296 

16 

828 

22      1 

90 

2 

93 

2 

66 

1 

80 

2 

220 

U 

221 

11 

264 

18 

273 

17 

92 

4 

100 

4 

289 

3 

276 

3 

98 

3 

97 

2 

782 

20 

779 

20      1 

1.524 

228 

1.533 

227      1 

185 

2 

184 

2      1 

28 

5 

28 

5 

27,379 


1.884 


27.9% 


1.915 


16 
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TWENTY- SECOND  ANNUAL  REPORT  OF  THE 


Showing  the  Social  Relations  of  Prisoners  Admitted  During  the  Nine 
Months  Ending  June  30,  1916. 


Married 


Single 


Total 


Male      Female    Male    Female    Male  Female 


Albany    398 

Allegany 10 

Bronx    627 

Broome  214 

Cjittaraugus    151 

Cayuga    Ill 

Chautuaqua  121 

Chemung    1116 

Chenango  41 

Clinton    141 

Columbia    57 

Cortland   100 

Delaware   24 

Dutchess    212 

Erie  823 

Essex    39 

Franklin 96 

Fulton    37 

Genesee    42 

Greene    77 

Hamilton    1 

Herkimer   45 

Jefferson    89 

Kings    89 

Lewis    17 

I-ivingston     37 

Madison    32 

Monroe   483 

Montgomery    56 

Nassau    163 

New  York    168 

Niagara     188 

Oneida-Rome    IIQ 

Oneida-Utica   336 

Onondaga     113 

Ontario     220 

Orange-Goshen   109 

Orange-Newburgh    145 

Orleans  40 

Oswego-Oswego    134 

Oswego- Pulaski    11 

Olsego    42 

Pr:tnam     20 

Queens    10 

Rensselaer   238 

Richmond     212 

Rockland    46 

St.  Lawrence 133 

Saratoga     140 

Schenectady    239 

Si^hoharie     17 

Schuyler     15 

Seneca-Ovid  10 

Seiieoa- Waterloo  43 


25 

52 

9 

10 

7 

7 

26 

10 

17 

o 

10 
1 

23 

213 

2 

10 
5 
4 
3 

5 

9 

11 

1 

1 

3 

105 

1 

22 

'^1 

24 

10 

29 

13 

4 

24 

11 

5 

4 


2 

44 

17 

14 

6 

4 

62 

3 

3 


979 

38 
883 
394 
170 
163 
242 
340 

61 
143 
132 
149 

40 

540 

1164 

52 
107 

57 
176 
406 

119 

241 

79 

47 

130 

271 

851 

231 

655 

66 

442 

399 

985 

251 

57 

221 

201 

208 

416 

123 

89 

132 

1 

494 

243 

100 

141 

503 

657 

11 

39 

14 

300 


45 
8 
1 
4 
6 

14 
3 

13 
2 
2 
1 

20 

152 

3 

19 
5 
1 
2 

'2 
9 
6 
2 
3 
1 

72 

12 

2 

18 

19 

7 

16 
9 

'9 

6 

38 

18 
6 
3 

13 

35 

2 


1377 

57 
1510 
608 
321 
274 
366 
1456 
102 
284 
189 
249 

64 

752 

1987 

91 
203 

94 
218 
483 
1 
164 
330 
168 

64 
167 
303 
1334 
287 
818 
234 
630 
509 
1321 
364 
277 
330 
349 
248 
550 
134 
131 
152 

11 
732 
455 
146 
274 
643 
896 

28 

54 

24 

343 


91 

97 
17 
11 
11 
13 
40 
IS 
30 

5 
12 

2 

43 

365 

5 
29 
10 

5 

5 

*7 
18 
17 

3 

4 

4 
177 

1 
34 

3 
42 
10 
43 
20 

4 
40 
20 

5 
13 

a 


82 

35 

20 

9 

17 

97 

3 

5 
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Social  Relations,  etc.,  (Continued) 


Married 


Single 


Total 


Male      Female    Male    Female    Male  Female 


Steuben    57  5  232 

Suffolk    72  7  224 

Sullivan    36  ..  54 

Tioga     17  ..  49 

Tompkins     78  8  142 

Ulster    92  8  172 

Warren     40  4  52 

Washington     72  1  217 

Wayne    31  1  67 

Westchester-Peekskill..  155  15  627 
Westchester- 

Wliite    Plains 478  85  1046 

Wyoming    25  1  160 

Yates 14  2  14 

Total  TTTT  SWr  ToT^  iaoi2 


8 

289 

13 

9 

296 

16 

2 

90 

2 

1 

66 

1 

3 

220 

11 

10 

264 

18 

. , 

92 

4 

2 

289 

3 

2 

98 

3 

5 

782 

20 

143 

1524 

228 

1 

185 

2 

3 

28 

5 

m 

i>^,i^ti) 

i^U 
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TWENTY-SECOND  ANNUAL  REPORT  OF  THE 


Showing  Education   op  Pebsons   Admitted  During  the  Nine  Months 
Ending  June  30,  1916. 

Can  read        Cannot     Can 


and 

write 


M 

Albany    1252 

Allegany 51 

Bronx    1448 

Broome 566 

Cattaraugus    286 

Cayuga   253 

Cbautauqua     360 

Chemung    1406 

92 

230 

183 

237 

51 

712 

1751 

71 

154 

74 

205 

455 

1 

144 

298 

163 

57 


Chenango  

Clinton    , 

Columbia    

Cortland     , 

Delaware   , 

Dutchess    

Erie     

Essiex    

Franklin    

Fulton     , 

Genesee 

Greene    , 

Harailton   

Herkimer     

Jefferson    , 

Kings    

Lewis    

Livingston    161 

Madison    303 

Monroe 1231 

Montgomery    259 

Nassau    753 

New   York 204 

Niagara    581 

Onoida-Rome     495 

Oneida-Utica  1220 

Onondaga     338 

Ontario     256 

Orange-Goshen   267 

Orange-Newburgh    312 

Orleans     239 

Oswego-Oswego    511 

Oswego-Pulaski    130 

Otsego 124 


Putnam     

Queens    

Rensselear  

Richmond     

Rockland    

St.   Lawrence    

Saratoga    620 

Schenectady    826 

Schoharie     24 

Schuyler  54 


148 
11 
669 
403 
129 
247 


F 

79 


17 
11 
11 
13 
40 
13 
24 

3 
12 

1 

42 

322 

2 
25 
10 

5 

5 

*7 

16 

15 

3 

3 

4 

165 

34 
3 

40 

10 

45 

18 

4 

38 

19 

5 

9 

io 

2 
77 
34 
20 

8 
17 
80 

3 

6 


read  or  read 
write   only 
M   F  M   F 
125  12 
6  .. 
62   8 
42 
35 
21 


30 
10 
54 
6 
11 
13 


1 

39  1 
236  43 
20  3 
49  3 
20 
13 
28 


20 

32 

5 

7 

6 


103  12 

28   1 

18  .. 

30  .. 

32 

14 
101 

26 

21 


34 


39  4 

4  .. 

7  1 

4  .. 


63  6 

52  1 

16  .. 

11  .. 

22  .. 

70  17 

4  .. 


6 

20 


47 


2  17 


1 
16 

1 


Total 


M 
1377 

57 
1510 
608 
321 
274 
366 
1456 
102 
284 
189 
249 

64 

752 

1987 

91 
203 

94 
218 
483 
1 
164 
330 
168 

64 
167 
303 
1334 
287 
818 
234 
630 
509 
1321 
364 
277 
330 
349 
248 
550 
134 
131 
152 

11 
732 
455 
146 
274 
643 
896 

28 

64 
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Education  op  Persons,  etc.,  {Continued) 


Can  read 
and 
write 

M  F 

Scneca-Oyld    22 

Seneca-Waterloo    341  3 

Steuben    273        12 

Suffolk    280        14 

Sullivan    80  2 

Tioga    63  1 

Tompkins     186        11 

Ulster   244        12 

Warren 92  4 

WasMngton  231  3 

Wayne    90  2 

Westcliester-Peekskill    731        17 

Westchester- Wlit«  Plains   1370      208 

Wyoming   181  2 

Yates    28  5 


Cannot     Can 

read  or    read 

write      only 


M 

2 

2 

16 

16 

9 

ii 

*  6 


58 

8  1 

51  3 

154  20 

4  .. 


F    M     F 


1 

3 

23 

14 


Total 


M 
24 
343 

289 
296 

90 

66 
220 
264 

92 
289 

98 

782 

1524 

185 

28 


3 

13 

16 

2 

1 

11 

18 

4 

3 

3 

20 

228 

2 

5 


Total   25,227    1714    1998  160  154    10  27,379    1,884 


492  TWENTY- SECOND  ANNUAL  REPORT  OF  THE 

Showing  the  Habits  of  Lite  of  Persons  Admitted  Dubing  the  Nine 

Months  Ending  June  30,  1916 

Used  liquor  Used  liquor   Did  not 

freely  moderately  use  liquor     Total 

MF  MF  MF  MF 

Aliegany 16     ..  37     ..  4     ..  57  .. 

Broome  410     13  195      4  3     ..  608  17 

Cattaraugus    280      1  40     10  1     ..  321  11 

Cayuga    138      3  116       6  20      2  274  11 

Chautauqua 341     13  25 366  13 

Chemung    301     20  1079     17  76      3  1456  40 

Chenango   .• 97      7  1     ..  4      6  102  13 

CJinton    169      5  65     15  50     10  284  30 

Cortland   200       8  ..      ..  49      4  249  12 

Dut€hess    699     35  48      5  5       3  752  43 

Erie   328    44  65     20  1594  301  1987  365 

Essex     68     . .  9     . .  14       5  91  5 

Franklin     43       1  144       1  16     27  203  29 

Genesee    69      3  122     ..  27      2  218  5 

Hamilton    . .      . .  . .      . .  1     . .  1  . . 

Herkimer   154      3  ..      ..  10      4  164  7 

Jefferson     265      9  38      4  27       5  330  18 

Montgomery    271       1  . .      . .  16     . .  287  1 

Oneida-Rome     498       8  ..      ..  11       2  '►(►f)  10 

Oneida-Utica   1158     :J0  ..      ..  163     18  1:521  48 

Onondaira   269     15  . .      . .  91       5  364  20 

Orange-Goshen    298     27  .  .      . .  32     13  .'WO  40 

Orange-Newburgh    325     15  ..      ..  24       5  349  20 

Orleans   104       1  i:;,S      4  6     . .  24S  5 

O.swego-Oswego    532     11  . .      . .  18      2  5n()  13 

Oswego-Pulaski    131 3     . .  134  . . 

Otsego 121       5  ..      ..  10      6  131  11 

Queens    11       2  . .      . .  11  2 

Richmond     10      4  409     31  36     . .  455  35 

Rockland    32     ..  30      5  84     15  146  20 

St.  Lawrence 150     . .  105      4  19      5  274  9 

Saratoga     594     12  ..      ..  49      5  643  17 

Schoharie     18      2  10      1  ..      ..  28  3 

Schuyler     36       1  15  '  . .  3       4  54  5 

Seneca-Ovid     13 11     . .  24  . . 

Seneca-Waterloo    340      3  ..      ..  3     ..  343  3 

Suffolk    277     12  ..      ..  19       4  296  16 

Sullivan 35     ..  23       1  32       1  90  2 

Tioga     31     ..  21       1  14     ..  66  1 

Tompkins     123       6  86       2  11       3  220  11 

Warren   90     ..  ..       4  2     ..  92  4 

AVashington     179      2  22     ..  88      1  289  3 

Westchester-Peekskill 276      9  364       6  142      5  782  20 

Wyoming    118       1  ..      ..  67       1  185  2 

Yates 26       1  ..      ..  2      4  28  5 

Total 9,633  331  3.218  143  2.861  471  15,712  945 

Note:     In  the  coimtJes  not  mentioned  in  the  above  table,  no  records  show- 
ing habits  of  life  were  kept. 
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Showing  the  Color  of  Persons  Admitted  During  the  Nine  Months 
Ending  June  30,  1916 


Albany    1 

Allegany     

Bronx    1 

Broome    

Cattaraugus    

Cayuga   

Chautauqua     

Chemung    1 

Chenango   

Clinton    

Columbia    

Cortland     

Delaware     

Dutchess    

Erie     1 

Essex    

Franklin     

Fulton     

Genesee    

Greene    

Hamilton    

Herkimer     

Jefferson     

Kings     

Lewis    

Tiivingston    

Madison      

Monroe    1 

Montgomery    

Nassau      

New  York    

Niagara    

Oneida-Rome     

Oneida-Utiea   1 

Onondaga     

Ontario   

Orange-Goshen    

Orange-Newburgh    

Orleans   

C>swego-Oswego    

Oswego-Pulaski    

Otsego  

Pv.tnam 

Queens    

Rensselaer     

Rif-hmond 

Rorkland    

St.  Lawrence 

Saratoga  

Schenectady     

Schoharie     

Schuyler     

Seneca-Ovid     

Seneca-Waterloo    

Steuben    


White 

Colored 

Total 

[ale 

Female 

Male 

Female 

Male 

Female 

.314 

66 

63 

25 

1,377 

91 

52 

. . 

5 

. . 

57 

. , 

,471 

91 

39 

6 

1,510 

97 

591 

17 

17 

, , 

608 

17 

302 

9 

19 

2 

321 

11 

269 

11 

5 

, , 

274 

11 

364 

11 

2 

2 

366 

13 

,406 

36 

50 

4 

1,456 

40 

100 

13 

2 

. , 

102 

13 

280 

29 

4 

1 

2S4 

30 

167 

4 

22 

1 

189 

5 

248 

12 

1 

, , 

249 

12 

61 

2 

3 

64 

2 

689 

25 

63 

18 

752 

43 

.931 

338 

56 

27 

1,987 

365 

90 

5 

1 

. . 

91 

5 

196 

29 

7 

203 

29 

91 

10 

3 

94 

10 

215 

5 

3 

. , 

218 

5 

467 

4 

16 

1 

483 

5 

1 

. . 

. . 

, , 

1 

159 

7 

5 

164 

7 

326 

18 

4 

330 

18 

164 

16 

4 

1 

168 

17 

62 

3 

2 

64 

3 

157 

4 

10 

167 

4 

298 

4 

5 

303 

4 

..298 

159 

36 

18 

1.3.34 

177 

285 

1 

2 

. . 

287 

1 

786 

26 

32 

8 

818 

34 

232 

3 

2 

234 

3 

621 

41 

9 

1 

a30 

42 

496 

9 

13 

.1 

509 

10 

U290 

39 

31 

9 

1.321 

48 

346 

17 

18 

3 

364 

20 

272 

4 

5 

.. 

277 

4 

295 

28 

35 

12 

330 

40 

302 

16 

47 

4 

349 

20 

244 

2 

4 

3 

248 

5 

545 

1.3 

5 

550 

13 

134 

. . 

. , 

134 

131 

9 

2 

131 

11 

152 

, . 

152 

11 

2 

. . 

, . 

11 

9 

699 

65 

33 

17 

732 

82 

410 

30 

45 

5 

455 

35 

113 

9 

33 

11 

146 

20 

260 

8 

14 

1 

274 

9 

aso 

11 

13 

6 

643 

17 

883 

95 

13 

9 

896 

97 

27 

3 

1 

28 

3 

52 

5 

2 

54 

5 

22 

2 

24 

338 

3 

5 

343 

3 

286 

13 

3 

289 

13 

494 


TWENTY-SECOND  ANNUAL  REPORT  OF  THE 


CoLOB  OF  Persons,  etc.,  {Continued) 

WMte  Colored  Total 

Male  Female  Male  Female  Male  Female 

Suffolk    264  11  32  5  296  16 

Sullivan   89  1  1  1  90  2 

Tioga    62  1  4  ..  66  1 

Tompkins     215  11  5  ..  220  11 

TJlfiter    246  17  18  1  264  18 

Warren 92  4  ..  ..  92  4 

Washington  289  3  ..  ..  289  3 

Wayne 95  2  3  1  98  3 

Westchester-Peekskill  ..760  16  22  4  782  20 

Westchester  -  W.  Plains       1,403  126  121  102  1,524  228 

Wyoming    182  2  3  ..  185  2 

Yates 28  5  ..  ..  28  5 

Total 26,356  1,579  1,023  305     27,379  1,884 
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Showing  the  Nativity  of  Persons  Admitted  Dubing  the  Nine  Months 
Ending  June  30,  1916  ^^ 


County 

Albany 

Allegany 

Bronx 

Broome 

Cattaraugus 

Cayuga 

Chautauqua 

Chemung 

Chenango 

Clinton 

Columbia 

Cortland 

Delawars 

Dutchess 

Erie 

Essex 

Franklin 

Fulton 

Genesee 

Greene 

Hamilton 

Herkimer 

Jefferson 

Kings 

Lewis 

Livingston 

Madison 

Monroe  — ^ 

Montgomery 

Nassau 

New  York 

Niagara 

Oneida,  Rome 

Oneida  Utica 

Onondaga 

Ontario 

Orange,  Goshen 

Orange,  Newburgh 

Orleans 

Oswego,  Oswego 

Oswego,  Pulaaki 

Otsego 

Putnam 

Queens 

Rensselaer 

Richmond 

R  ockland 

St.  Lawrence 

Saratogai 

Schenectady 

Schoharre 

Schuyler 

Seneca,  Ovid 

Seneca,  Waterloo 

Steuben  

Suffolk 

Sullivan 

Tioga  

Tompkini 

Ulster 

Warren 

Washington 

Wayne 

Westchestar,  Peekskill. . . . 
Westchester,  Whit«  Plains 

Wyoming 

Y«t« 

ToUl 


Native 
Male 

1,026 

46 
843 
462 
249 
205 
249 
1,166 

84 
267 
143 
202 

53 

690 

1,277 

70 
163 

62 
169 
873 
1 
109 
211 

72 

51 
131 
240 
961 
235 
380 

70 
405 
347 
921 
269 
224 
240 


470 

110 

110 

78 

4 

604 

221 

127 

192 

686 

616 

23 

51 

21 

813 

241 

172 

61 

63 

176 

232 

86 

251 

76 

672 

897 

148 

26 


Born 
Female 
69 

■'63 
16 

9 

8 

9 
40 
13 
26 

4 

8 

I 

88 

801 

3 
27 

7 

5 

6 

"e 

10 
9 
3 
2 

4 
139 

"26 

"33 

4 

27 

13 

4 
38 
16 

4 

4 


18 
4 
3 
2 

14 

173 

2 

4 


Foreign  Bora 
Male   Female 


362 

11 

667 

166 

72 

69 

117 

290 

18 

17 

46 

47 

11 

162 

710 

21 

40 

32 

69 

110 

"66 

119 

96 

13 

36 

64 

383 

62 

438 

164 

226 

162 

400 

96 

63 

90 

86 

46 

80 

24 

21 

74 

7 

128 

234 

19 

82 

107 

280 

6 

3 

S 

30 

48 

124 

39 

3 

46 

32 

7 

38 

23 

210 

627 

37 

3 


ToUl 

Male  Female 
91 


1.877 
67 

1.510 
608 
821 
274 
366 

1.456 
102 
284 
189 
249 
64 
752 

1.987 

91 

203 

94 

218 

483 

1 

164 

330 

168 

64 

167 

303 

1.334 
287 
818 
234 
630 
609 

1.821 
364 
277 

sso 

849 

248 

660 

134 

181 

162 

11 

732 

466 

146 

274 

643 

886 

28 

64 

24 

343 

289 

29« 

90 

66 

220 

264 

92 

289 

98 

782 

1.624 

186 


97 
17 
II 
II 
18 
40 
18 
30 

5 
12 

2 
43 
865 

6 
29 
10 

6 

6 

■■■7 
18 
17 

8 

4 

4 
177 

1 
84 

S 
42 
10 
48 
20 

4 
40 
20 

6 
18 

ii 


86 
20 
9 
17 
97 
3 
6 

'"'3 
18 
16 
2 
1 

11 

13 

4 

8 

3 

30 

238 

2 

6 


19.478 


1.446    7.906 


439 


27.879 


1,884 
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TWENTY-SECOND  ANNUAL  REPORT  OF  THE 


Showtng    B«11k1ous  Instruction  of  Prisoners  Admitted  During  the  Nine  Months 
Ending  June  30, 1916 


COUNTY 


Albany  

Allearany 

Bronx 

Broome 

Cattarauffus 

Cayufira 

Chautauqua 

Chemung 

Chenanffo 

Clinton 

Columbia 

Cortland    

Delaware 

Dutchess 

Erie  

Essex 

Franklin 

Fulton  

Genesee 

Greene 

Hamilton 

Herkimer 

Jefferson 

Kinffs 

Lewis 

Livingston  

Madison  

Monroe 

Montsromery     

Nassau 

New  York. 

Niagrara 

Oneida-Rome 

Oneida-Utica 

Onondaara 

Ontario 

Orangre-  Goshen  . . . 
Orange  -Newburgrh 

Orleans 

Oswego  -Oswego . . 
Oswego-  Pulaski . . 

Otsego 

Putnam 

Queens 

Rensselaer 

Richmond  

Rockland 

St   Lawrence 

Saratoga 

Schenectady 

Schoharie 

Schuyler 

Seneca-  Ovid 

Seneca-  Waterloo . . 

Steuben 

Suffolk 

Sullivan 

Tioga 

Tompkins 

Ulster    

Warren 

Washington 

Wayne. 

Westchester, 

Peekakill 

Werttchester. 

White  Plains 

Wyoming 

Vates 


Roman 
Catholic 


905 

18 

882 

331 

175 

183 

146 

744 

39 

195 

95 

86 

19 

415 

1,376 

57 

157 

36 

138 

274 

1 

97 

189 

74 

31 

71 

163 

695 

204 

627 

64 

419 

383 

995 

233 

172 

170 

118 

165 

362 

98 

60 

106 

7 

545 

268 

77 

164 

380 

583 

13 

22 

6 

243 

127 

175 

51 

19 

109 

114 

74 

117 


471 

957 
99 
13 


T»ui jie. 


31 


13 
204 


67 


Protestant 


35 

307 

253 

143 

91 

220 

698 

62 

86 

92 

163 

45 

325 

553 

30 

46 

58 

74 

206 


139 

40 

33 

95 

140 

564 

79 

185 

48 

201 

122 

309 

128 

99 

159 

207 

83 


253 

289 

15 

32 

18 

100 

157 

115 

36 

47 

110 

136 

18 

159 

5 

281 

493 
83 
14 


9.812 


Hebrew 


905 


21 


316 
3 


19 


778 


None  and 
misc. 


22 


356 


ToUl 


27.379 
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Showing  the  Ages  of  Persons  Admitted  During  the  Nine  Months 
Eodlng  June  30, 1916 


COUNTY 


Albany 

Allegany 

Bronx 

Broome 

Cattaraugrus 

Cayuga 

Chautauqua 

Chemung 

Chenango 

Clinton 

Columbia 

Cortland 

Delaware 

Dutchess 

Erie 

Essex 

Franklin 

Fulton 

Genesee 

Greene 

Hamilton 

Herkimer 

Jefferson 

Kings 

Lewis 

Livingston 

Madison 

Monroe 

Montgomery 

Nassau 

New  York 

Niagara 

Oneida,  Rome 

Oneida,  Utica 

Onondaga 

Ontario 

Orange,  Goshen . . . . 

Orange,  Newburgh , 

Orleans 

Oswego,  Oswego 

Oswego,  Pulaski 

Otsego 

Putnam 

Queens 

Rensselaer 

Richmond 

Rockland 

St.  Lawrence 

Saratoga 

Schenectady 

Schoharie 

Schuyler 

Seneca,  Ovid 

Seneca,  Waterloo  . . . 

Steuben 

Suffolk 

Sullivan 

Tioga 

Tompkins 

Ulster 

Warren 

Washington 

Wayne 

Westchester 

Peekskill 

Westchester 

White  Plains 

Wyoming 

"Yates 

Total 


Under  six- 
teen years 
of  age 


19 


83 


26 


Sixteen  and 

under 
twenty-one 
years  of  age 


Twenty-one         ^ 
and  not  over  ...  y^^'^ 

thirty        thirty  years 
years  of  age  *^® 


114 

349 

35 

19 

24 

19 

107 

2 

25 

16 

15 

11 

104 

414 

11 

14 

9 

42 

16 

1 

6 

22 

19 

3 

12 

3 

176 

21 

40 

15 

24 

40 

110 

64 

14 

24 

17 

11 

19 

"    "2 
2 

"43 

56 

15 

24 

25 
125 


4 
22 
10 
18 

5 
11 
21 
30 

"10 
10 

78 

145 
23 

1 

.670 


28 


441 
19 

659 

167 
95 
71 
90 

410 
29 
76 
41 
76 
22 

187 

865 
28 
54 
24 
63 

HI 


76 

79 

18 

34 

36 

485 

59 

110 

89 

146 

150 

357 

143 

56 

113 

101 

36 

94 

22 

36 

10 

3 

192 

188 

33 

94 

125 

2% 

2 

7 

7 

71 

71 

63 

19 

24 

54 

69 

4 

32 

18 

162 

431 
63 
6 


301     '  7.847 


18 
5 

10 
2 
6 
1 

14 

157 

2 


112 

1 


820 

37 
502 
406 
207 
179 
257 
927 

70 
183 
133 
151 

31 
461 
708 

51 
133 

61 
113 
353 

li2 

232 

70 

43 

121 

264 

673 

207 

668 

130 

460 

318 

854 

157 

207 

192 

230 

201 

437 

112 

93 

140 

8 

497 

211 

98 

166 

493 

476 

26 

44 

13 

249 

206 

215 

66 

31 

145 

166 

88 

247 

70 

523 

921 
106 
22 


702    16.779 


61 

41 
4 
2 
8 

10 

17 
6 
9 
3 
6 
1 

25 
136 

8 
5 

4 


Total 


26 


1377 

57 

1610 

608 

321 

274 

366 

1466 

102 

284 

189 

249 

64 

762 

1987 

91 

203 

94 

218 

483 

1 

164 

330 

168 


28! 

641 

24 

343 1 

2891 

296 

90 

66 

220 

264 

92^ 

289 


782 


91 

97 
17 
11 
11 
13 
40 
13 
30 

5 
12 

2 

43 

365 

5 
29 
10 

5 

5 

"7 
18 
17 


167 

4 

3oa 

4 

1334 

177 

287 

1 

818 

34 

234 

3 

630 

42 

609 

10 

1321 

48 

364 

20 

277 

4 

330 

40 

349 

20 

248 

5 

550 

13 

134 

131 

11 

152 

11 

2 

732 

82 

456, 

36 

1461 

20 

274! 

9 

643: 

17 

97 
3 
5 

"3 
13 
lo 

1 
11 
18 

4 

3 

3^ 

20 


1524;       228 
185;  2 

28 5 

27.3791  1.884 
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Showing  the  Occupation  of  Prisoners  Before  Admission 

Catta- 
Albany  Allegany     Bronx      Broome     raugns     Cayuga 

M      F      M      F        M      F      M      F       M  '    F       M      F 

Accountants 2 

Actors     5 2 2 

Agents    2 13 1 

Architects 2 

A-tist 1 

Auctioneer 1     . . 

Bakers    8 21     ..         2     ..         1     ..         2     .. 

Bankers    1     . .         1 


Barbers    23 13     ..         5     ..         6       1         6 

Bartenders    11 21     ..         4     ..         1     ..         1 

Bellboys 1     . .         1 

Blacksmiths    18 3     ..       10     . .         3     ..         2 

Boatbuilder     1 

Boatmen     3 

Boiler    makers....       9..         1 1..         4.. 

Bookbinders    1 2 1     .. 

Ii«x)kkeepers    5 7..         3..         1.. 

Bottlers    1 

Boxmakers    1 1 

Brassworkers    ....       1 1 

Bricklayers    9 19     ..       10     ..         3     .. 

J*'ruv*ihmaker    1 

Butchers    11 22     ,.         1     ..         1     ..         1 

Cabinet  m^akers 1     ..         4     .. 

Canvasser 1 


Car  builder 2     .. 

Carpenters     35     . .         1     ..       26     . .       18     . .         6     ..         3 

Carpet  layers 1 

Carriage  maker 1 

Cashier     1 

Cattleman 1 

Caulkers     2 

Cement    worker 1     .. 

Chairmakers 2 

Chambermaids 3       

Chaufifeurs     9 61     . .         5 3 

Cjgar  makers 2 3..       13      1        2..         1 

Civil  engineer 1 


Clerks   27 109      3        9 

Cloakmaker     1 

Coachman    1 

Coal  passer 1 

Collar  turners  ....       1 1 

Collectors     2 2     ..        2 

Contractors     5     . . 

Cooke    34      4       ....       12      1        5 

Co<^»pers    1 1     .  • 

Coremakers     3     . .         2 

Cowboy 

Craneman 1 

Cutlers 

Cutters 6     ..         1 

DenUsts    3 3     .. 

Designers     9     •  • 

Detectives    8 1     .. 
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Pbevious  Occupation,  etc.,  (Continued) 


Domestics    

Albany^  Allegany 

M     F      M     F 

..       6       ..     .. 

1 

i  y,   y  y 
26 

i  y   y  y 

13 

9  y  y  y 
1 

3 

45     ..         7     .. 

ie  y   y  y 

*i  y   y  y 

ii  .*.*   y  y 
1 

i  y   y  y 

*i  !!     !!   !! 

1 

*i  y   y  y 

i  y   y  y 
1 

7  y   y  y 

2     ..         2     .. 
..       7       ..     .. 

..     58       ..     .. 

i  y   y  y 
1 

16 

6 

594     y       34     *.*. 

2 

4 

..       6       ..     .. 
2 

Bronx 

M     F 

..     71 

1     .. 

4  ."! 

109     .. 

2  !! 

22     .. 

5  .. 

*9     .. 

1  .. 
19     .. 

2  .. 

i2  y 

4  .. 

1  .. 

5  .. 

3  y 

i  y 
1  .. 

12     .. 

*i   !! 

9  y 

2  .. 

ii    !*. 

16     .. 

7  .. 
16     .. 

255     .. 
2     .. 

8  .. 

2     .. 

Broo 
M 

i 

1 

2 

1 
1 
4 

*4 

24 
4 
8 

1 

*i 

*i 

1 

*i 

*i 

'2 
2 

*i 

*i 
10 

*2 
256 

2 

i 
1 

1 
2 

me 

F 
2 

Catta- 
raugus 

M     F 

Cayuga 
M     F 

Draughtsmen    .... 

Dredgeman    

Drillers    

Drivers     

•• 

1 
1 

Drugffist     

Dyers    

•• 

'4 

*i 

28 

1     .. 

Electricians 

Flevatormen   

Embroiderer   

Engineers    

Engravers    

Errand  boys 

Farmers   

Finishers    

1     .. 

Firemen 

•• 

3 
2 

Florist    

Foremen     

Furriers   

Gardeners    

G'lsfitters 

Gatemen     

Glassblowers     .... 
Glasscutter    

.• 

*6 

Glassworker    

Glazier   

Grooms 

Gunsmith 

•• 

'i 

Hall    boys 

Harness    makers.. 
Hatters     

•• 

i 

4 

Horsemen    

Horseshoers    

Hostlers   

Hotel  keepers 

Housekeepers    

Houseworkers     . . . 

*6 
2 

•  • 

Huckster    

Icemen    

Inspectors    

Insurance   agents  . 

i 

Ironworkers    ..... 

Janitors    

Jewelers  

Junkmen    

I-aborers     

Lathers    

3 
i 

146 

170  y 

Laundry  men    

Laundresses    

Linemen   

'3 

Lithographer    .... 

Longsihoremen    . . . 

i 

1 

5 
4 

Lumbermen     

Machinists     

Managers     

Marble    worker. . . 

•  . 

1 

6 

500 
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Previous  Occupation,  etc.,  (Continued) 


Albany  Allegany    Bronx 
M      F      M      F       M      F 


Masons     

2 

Meat  cutters 

Mechanics    

52 

Merciiants    

1 

Messengers    

Metal    workers 

Midwives    

Milkman     

Millhands     

5 

M  J  inner    

Miners    

*6 

Miscellaneous    

Motornien     

. . 

Moulders    

12 

Musicians     

2 

Newsboys  

4 

Newsdealers  ^ 

8 

Newspapermen   . . . 

No    occupation . . . . 

7 

Nurses     

ri 

Operators     

1 

Packers     

Painter   

26 

Pa]>erliangers    

2 

I'apermakers     

9 

I'attern  makers    . . 

1 

Pavers     

2 

Peddlers   

7 

Photographers    . . 

1 

Pnysician  

Piano  makers 

Pipe     cutters     and 

I 

fitters    

Plasterers    

1 

Plumbers    

8 

Policemen    

Polishers    

9 

Porters    

9 

Pressers    

Pressman    

1 

Printers    

10 

I'uddler     

Railroad   men 

25 

Real  estate  dealers 

5 

Riggers     

4 

Roofers     

2 

Sailmakers    

5 

Sailors    

4 

Sj'.lesmen    

16 

Saloon  keei)ers. . . 

School     boys     anc 

girls     

4 

Seamstresses     . . . 

Shirt    ironer 

1 

Shoe  i-utters 

Shoemakers   

.      10 

112 
3 

i 

1 
8 


14 

7 

39 


58 
2 

13 


4 

25 

2 

14 

30 

9 

16 

26 
2 

2 
2 

5 
59 
10 


12 


Broome 
M      F 

6 

1 
13 


1 

26 

o 


Catta- 

rau^s    Cayuga 

M      F       M      F 


40       2 


I 
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Pbevious  Occupation,  etc.,  (Continued) 


Oatta- 

Albany  Allegany 

Bronx      Broome 

rau^s     Cayuga 

M 

F      M      F 

M 

F      M      F 

M 

F       M      F 

Signalmen    

3     , 

Soldiers    

.       2 
2 

1 

Spinners 

Stablemen    

1 

6 

2 

Stagehands    

Steamfitters 

.        4 
.        1 

11 

1 

Stenographers    . . 

1       ..      . 

.. 

Stonecutters    .... 

7 
3 

2     . 

2 

Storekeepers   .... 
Tailors    

10 

.       6 

29 

2     . 

1 

1     .. 

Tanners 

1 

4     . 

3 

Teachers    

.     34 

2 

Teamsters    

11     . 

1 
1 

3     .. 

Telegraphers  

Tinsmiths 

1     . 

.       4 

9 

5 

Tool  makers 

1 

Trimmers  

.       2 

s     *2 

Tiiickman    

1 

Umbrella    mender 

1        . 

Undertakers    

2     . 

Upholsterer   

Waiters 

1     . 

.     28 

'.     14 
2 

2 

19 
5 
3 

1         5 

3 

3 

o 

Watchmen    

Weavers   

2 

1 

3 

W  Ireworkers  .... 

Woodman 

•• 

1     . 

3     . 

Wf/odworkers    . . . 

.. 

^S'<)'>l*(>i'ter*^   

o 

* 

*  * 

• .        .  •      . 

* 

Total 

1.877 

^)1       57     . 

.1 

510 

97     608     17 

321 

11    •>74    11 

Previous  Occupation 

,  ETC., 

(Continued) 

Chan 

Che- 

Chen-          Clin- 

Colum-      Cort- 

tauqua         mung 

ango            ton 

bia 

land 

M 

F       M      F 

M 

F       M      F 

M 

F       M      F 

Actor  

.. 



1     . 

, , 

Agents     

2 

2     . 

Architects    

1     . 

Awning  maker. . . 

, , 

1     . 

Bnkers    

.       11     . 

Barbers 

5 

.       16     . 

4      . 

1 

Bartenders     

, , 

4     . 

Bl'icksmiths 

4 

.       21     . 

2 

5     . 

1 

3     . 

B(»atman     

, . 

. . 

1 

Boiler    makers... 

4 

6     . 

. , 

B<)okbinder    

.  . 

. .      . 

, , 

Bockkeepers    

, . 

3     . 

Boxmakers    

. 

Brassworkers    . . . 

4      . 

Brewer    

Bricklayers    

8     . 

2 

Brickmaker   

1     . 

Bridgebuilders    .. 

3     . 

Broker    

,  . 

1     . 

.  •      . 
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Previous  Occupation,  etc.,  (Continued) 


Butchers    

Cabinet  makers . . . 

Chai 

tauQ 

M 

*i 

1 

13 

'i 

i 

1 

2 

1- 
ua 
F 

0h( 
mu 
M 
3 

1 

ng 
F 

Chen- 
ango 
M     F 

Clin- 
ton 
M     F 
1     .. 

Colum- 
bia 
M      F 

Cort- 
land 
M      F 
1     .. 

Candy   maker 

Carpenters 

Chambermaids    . . . 

*i 

1 

43 

's 

4 

5 

11 

21 

3     .. 

4     .. 

Chauffeurs  

2     .. 

1     .. 

Cigar  makers 

Civil  engineers.... 

Clerks   

Coachman    

..      .. 

1     .. 

Collar   turner 

Collectors 

..      . . 

1     .. 

Cooks  

Coppersmiths 

1     .. 

Coremaker 

Craneman    

Decorators 

Domestics    

Dressmaker 

DriUer    

Drivers  

9 

1 

1     .. 

Dyers    

Electrician    

Engineers 

Engraver    

Errand  boys 

10 

1 

1     .. 

4      ** 

Farmers    

13 

'5 

1 

i 

'2 

i 

5 

2 

*i 

1 
1 

154 

*3 

33 

4 

20 

*i 

1 
1 
1 
1 

6 
1 
3 

1 
8 
1 
1 
2 
1 

i 

1 

30 
1 
1 
1 
730 
3 

'3 

17     .. 

47     .. 

Finishers    

Firemen   

Fishermen    

1     .. 
1     .. 

1      .. 

2     .. 

Florists 

Foreman 

Oardeners      

Glass  blower. ..... 

Class    cutters 

1     . . 

Glassworkers    .... 

Glazier      

TTnrnf^s^  niakGrs. . 

Hatters     

1     .. 

Horseshoer 

Hospital   orderly.. 
Hostlers    

'.'.       '5 

Hotel  keepers 

Housekeepers    

Houseworkers 

Hucksters 

Insurance  agent. . . 

26 
5 

','.       3 

..       9 

1     .. 

1     .. 
..       3 

1      1 
..     11 

1      .. 

Janitors    

Junkmen    

Knitters    

Laborers 

Lathers 

Laundresses    

Laundrymen    

•• 

2     .. 

37     .. 

184     .. 

125     .. 

139     .. 

3 

..      .. 

. . 

. . 

. .      •  • 

^ 
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Previous  Occupation,  etc.,  (Continued) 


Lawver  

Cha 
tauc 

M 

*7 

*2 

18 

2 

12 

i 

23 

*i 

4 
3 

1 

44 

1 
1 
2 

u- 
lua 

F 

Ch 
mi 

M 

1 
2 
2 

*6 
15 

1 

7 
94 

6 

1 

1 

1 

3 

e- 

mg 

F 

Chen- 
ango 

M     F 

Clin- 
ton 

M      F 

Colum- 
bia 

M      F 

Cort- 
land 

M     F 

I^eather   workers.. 

1     .. 

Linemen   

1     .. 

1     .. 

Liveryman 

Lumbermen   

..      .. 

1     .. 

Masons    

Mattress  maker... 

..     .. 

1     .. 

1     .. 

1     .. 

Meat  cutters 

*4     !'. 

1     .. 

Mechanics    

Merchants    

1     .. 

4     .. 

3     .. 

Messenger    

Metal   workers.... 

Milkman 

Millers    

Millhands 

3     .. 

Millwrights   

Miners    

2 
23 

Miscellaneous   .... 

1     .. 

1     . . 

Moulders    

1     .. 

Musician    

Newspaperman  . . . 
No    occupation.... 
Nurse 

1 

1 

35 

..       1 
9     .. 

Painters    

Paperhanger   

Papermakers    .... 

9     .. 

6     .. 

8     .. 

1 
6 

..      .. 

5     .. 

Peddlers  

Pho<"ographer    .... 

1     .. 

Piano  tuners 

*3 

*2 

1 
1 

*5 

1 

i 

*i 

1 

2 

2 
6 
1 
3 
4 
16 

Pil>ecutt^rs     and 
fitters    

Plumbers    

Polishers    

2     .. 

1     .. 

..      .. 

4     .. 

Porters  

1     .. 

Pressmen   

Printers 

2     .. 

Puddler 

Railroad  men 

Rigger 

14 
1 
3 

19 
11 

i 

10 

1 

8 

*i 

13 
10 

2     .. 

..      .. 

1     .. 

1     .. 

Roofers     

Sailors    

Siilesmen    

2     .. 

5     . . 

Saloon  keepers. . . . 

1     .. 

1     .. 

Sawyer   

School  boys  and 

girls  

Shipbuilder    

1     .. 

13      4 

8     .. 

5     .. 

Shoemakers 

1 

Showman  

Slaters    

Soldiers    

Spinners 

Stablemen    

Steamfitters 

Steel  workers 

Stenographer    .... 

7  !! 

i    .'.' 

1     .. 

16     .. 

3     .. 

..      .. 

3     .. 

1 
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Previous  Occupation,  etc.,  (Continued) 


Stevedore  

1 
i 

1 
3 
4 
1 
1 
22 

2 
2 
6 
4 
5 

Stone  cutter   

1 

10 

Tailors    

2 

Tanner    

Teacher  

Teamsters    

Telephone  operator 
Tllemakers    

4 

1 

2     .. 

Timekeepers    

Tinsmiths 

1  ooldressers    

Toolmakers    

Umbrella    mender. 

Upholsterer   

\A'aiter    

1 

Watchmaker   

Watchman   

•  • 

1     .. 

Weavers   

3 

Wireworkers 

W<»o<:lsman  

3.. 

Total 

^66 

1^ 

1,456 

46 

1&2 

1$    2§4 

SO 

1S& 

S    24S    12 

Previous  Occupation,  etc,  (Continued) 


Delaware  Dutchess       Brie 
M      F      M      F       M      F 


Essex     Franklin    Fulton 
M      F       M      F       M      F 


Accountants    

Actors   

Agents 

Artist 

P>}ikers    

Bankers    

Parbers    

Bartenders 

Bellboys    

Blacksmiths    

Boarding  -  house 

keepers   

Boatmen  

Boiler    makers 

Bookbinder    

Bookkeepers    

Boxmakers    

Brassworkers    

Bricklayers    

Brickmaker    

Bridgebuilder    

Broker     

Buffer    

Builder   

Butchers 

Cabinet  makers... 
Candy    makers.... 

Caneniakers     

Car  builders    .... 

Carpe-nters 

Carvers 


20 

34 

4 

11 


1     .. 

8   !! 


1   . 


18 


12 
1 
3 
6 
1 
1 
1 
1 
1 

14 
3 
4 
6 
2 

48 
2 


1     .. 


8     ..         1 
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Previous  Occupation,  etc.,  (Continued) 


Delaware  Dutchess       Brie      Essex 

Franklin    Fulton 

M      F      M      F       M      F      M      F        M      F       M      F 

Cattleman 

,   , .  . 

1 

Chambermaid    . . . 

, .      . 

,   . .  . 

..   1   ..  . 

Chauffeurs 

.       1     . 

5     . 

.       36 

'.         2     '. 

Cheesemakers   . . . 

3 

Chemists 

i    . 

2       1... 

Cigar  makers 

5     . 

1 

Civil    engineer... 

1     . 

Clerks    

.       13     . 

45     14        3     * 

Coal   passers 

. . 

3 

Collector 

. . 

1 

Confectioner-    

3     ..        ..      . 

Concrete    worker. 

,        , .      . 

1 

Contractors    

.        . .      . 

1 

Cooks 

1     . 

.       23       7       ..      . 

'.         3     '. 

2 

Coopers     

. 

3 

Co])persmiths    . . . 

3 

Coremaker  

!       i    ] 



Cranemen    

,      . .     . 

5 

Cutters    

2     . 

5 

Deckhands  

,        . .      . 

2 

Decorators  

3     . 

4 

Dentist    

1     . 

,        . .      . .        , .      . 

Dishwasher   

, . 

1 

Domestics    

.        . .     S 

2       ..10       ..      . 

Draughtsman    . . . 

,        . .      . 

1 

Dressmakers   

. 

4       ..      . 

l>rillers     

1     . 

.       20 

Drivers   

,        . .      . 

18 

Electricians 

5     . 

.       13 

Engineers 

4     . 

.       17 

!       i    '.. 

Farmers    

.       20     . 

.       30     ..         2     . 

5     .. 

Finishers    

.        .  .      . 

3     ..         1     . 

Firemen    

5     . 

.       51 

Fishermen    

. 

3 

Florists 

2     . 

Foremen 

.        . .      , 

.*      'e    '.'.      'i    '. 

Fruit   dealer..'... 

. . 

1 

Furriers    

, , 

2 

Gardeners    

4     . 

2 

Ga>-fitt.er  

. 

1     ..        ..      '. 

Glass  cutters    . . . 

.        . .      . 

2 

Glaziers    

* 

1 

(Jlovecutters    

.*      3   !! 

Glove  finishers  . . 

. .      . 

3     .. 

Glove  makers   

. 

Grinders     

.       i    ! 

2 

Grocer     

. 

1     ..        ..      . 

Hnckmen    

,      ... 

2     .' 

Harness  makers  . . 

1    . 

1     . 

Hatters 

4     . 

!     '{   .,     ..    . 

H  .1  seman    

. 

1 

H  .r^eshoer    

1 

Hostlers   

..      . 

4 

'.        . .      . 

Ii>rel  clerks   

. 

3 

H.  i^el  keepers  

*.   *2  ; 

'.         2     .* 

!       i    '.'. 

H  iisekeepers    . . . 

y.  *2   .. 

7       !!  278       '.'.      ' 

i       .. 

s 

Hoiiseworkers  . . . 

. 

6 

. 

5       .  .       2 
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Pbevious  Occupation,  etc.,  (Continued) 


Del 
Hucksters    

laware  Dutc 
I     F      M 

!   !!     i 

1     ..         4 
.     ..         1 

!   !!     2 

9     '.!     4i7 
!     V.         9 

i    !*.      'i 
3    ..      .. 
.    ..       1 

.     ..       35 

.     ..        8 

3  ! !     ! ! 

.     ..        8 

2     '.  *.       i3 

.'.     '.*.         6 
..     ..         1 

'.'.    W      *i 

..     ..        2 

hess 
F 

*i 

'i 

Bi 
M 

4 

8 

2 
19 

4 

3 

1 

13 

605 

3 

2 

'3 

1 

i 

1 
2 
3 
1 
2 
4 

135 

16 

1 

1 
2 

"4 

1 

*6 
31 

1 
11 

4 

5 

2 

1 

2 
10 

7 

4 

5 
44 

3 

1 

5 

•le 
F 

Essex 
M     F 

Franklin 
M     F 

Pulton 
M     F 

Inspectors    

Insurance    agents. 

Ironworkers    

Janitors    

Jewelers     

Jockeys     

Junkmen    

Laborers    3 

1  athers     

48     .. 

114     .. 

Laundrymen 

Laundresses 

Leather  workers. .     . 
Linemen   

..     .. 

10     .. 

Littiographers     . . . 

Liveryman 

1     .. 

Lumbermen 

5     .. 

Lumbershovers  ...     . 
Malsters 

Manufacturers    ... 

Masons 

Mattress  makers.. 

1     .. 

Meat  cutters 

Mechanics    

Merchants    

Messengers    

M^tal  workers   ... 

Millhands    

Milliners    

2 

Millwrights 

Miners    

10     .. 

Miscellaneous   .... 

1     .. 

Motormen    

Moulders    

Mover     

Musicians     

1 

Newsboys     

Newspapermen   . . . 

No    occupation 

Nurses              .    ... 

1     .. 

3 

1 

1      1 

Office  boys 

Oilers          

Ojmrators     

Orderlies    

Painters   

•• 

1     .. 

6     .. 

4     .. 

Pnperhangers    .... 
Pnpermakers    .... 

Peddlers     

Photographers    . . . 
Phvsiclan^              . . 

.. 

1     .. 

1     .. 
1     .. 

..      .. 

•  • 

1 

1     .. 

Piano     maker 

Pfnno     tiinftTiR 

.• 

9 
6 

8 
4 

Pipe    cutters    and 
fitters 

Plasterers    

II 
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Pbeviotjs  Occupation,  etc.,  (Continued) 

Delaware  Dutchess       Brie      Essex     Franklin    Fulton 
MFMF       MFMF       MF       MF 


Plumbers   

7    . 

8     . 

1     . 

5     . 

Polishers    

2     . 

.       12     . 

Porters   

1   . 

.       13     . 

Potters    

. .       . 

4     . 

Pressers   

•           •  .        • 

1     . 

Pressmen   

.         ... 

.       23     . 

Printers    

7     . 

10     . 

Puddler    

.       ... 

1     . 

Railroad  men  . . . 

4     . 

38     . 

'.        2     ! 

Real  estate  dealers     . .     . 

.        ... 

4     . 

Restaurant  keepers     . .     . 

.        ... 

3     . 

Rigg:ers 

. 

2     . 

Riveters   

•        ... 

5     . 

Roofers     

. 

8     . 

Rubber    workers. 

•        ... 

2     . 

Sallmakers    

2     . 

>       ... 

Sailors    

8     . 

.       25     . 

!       i    . 

Salesmen   

*i   ! 

6     . 

46     . 

4     . 

Saleswomen    

.       ... 

,       , ,       I 

Saloon    keepers.. 

.       ... 

19     . 

Saw  fliers   

.       ... 

.  •     . 

Sawmaker    

.       ... 

1     . 

Sawyer  

.       ... 

1     . 

School  boys  &  girh 

.     12     : 

I        2      J 

;    2  .* 

Seamstresses     . . . 

•     ... 

Shipbuilders    

. 

5     .' 

Shirt  ironer 

1    . 

Shirtmaker    

.     ... 

1     . 

Shoe  cutter  

. . 

1     . 

Shoemakers 

7     . 

10     . 

Showman   

1     . 

. .      . 

Signalmen    

.        ... 

1     . 

Silversmith    

1     . 

. .      . 

Slater    

1     . 

. .      • 

Soldiers    

.        ... 

4     . 

Solicitors    

.        ... 

4     . 

Spinners  

.        ... 

2     . 

Stableman    

.        ... 

1     . 

Steamfitters     

2     . 

8     . 

Steeple  jacks   ... 

.        ... 

1     . 

Steel  workers  . . . 

1     . 

4     . 

Stenographers     . . 

. 

6     . 

Stevedores   

.        ... 

10     . 

Steward    

.        ... 

. .      . 

.*       i    ! 

Stoker  

.  •      . 

1     . 

Stone   cutters 

2     . 

4     . 

Stonemasons   .... 

.        ... 

5     . 

!       i    . 

Storekeepers   

i    '. 

•        ... 

6     . 

Students     

5     . 

. .      • 

Tailors    

2     . 

17     .. 

Tanners    

.        . . 

4     . 

Teamsters    

.       25     ., 

46     .. 

;   '5  !. 

Telegraphers 

3     .. 

1     .. 

Telephone      opera 

tors    



1       1 

L       ..      . 

Timekeeper    

.       . .     .  t 

1     .. 

Tinsmiths     

2     .. 

2     .. 
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Previous  Occupation,  etc.,  (Continued) 


Delaware 

Dutchess 

Erie 

Essex 

Franklin 

Fulton 

M 

F 

M      F 

M 

F 

M 

F 

M 

F 

M      F 

Tc^olmakers   

,      , , 

. .      . , 

4 

., 

. .      . . 

Truckmen    

•      •  • 

• .      .  • 

4 

, , 

1     .. 

Tnmkmaker    

. , 

, ,      , , 

1 

, , 

. . 

Uiihodsterers    

. . 

2 

2 

. . 

Usliers    

. . 

, , 

1 

. . 

VaJet     

•      •• 

..      .. 

2 

Varnishers 

., 

.. 

^'eterinaries    

i    .. 

, , 

. . 

\\  alters    

,      , . 

5     .. 

26 

21 

1 

2       5 

^^  atclimaker   ... 

. . 

. . 

1 

.  • 

Watelimen   

. . 

1     .. 

3 

1 

. .      . . 

Weavers     

. . 

, ,      . , 

2 

. , 

. .      . . 

"Woodsmen   

. .      . . 

2 

. . 

. . 

Woodworkers    . . 

. 

. .      . . 

2 

. .      .. 

Total    

..     64 

2 

752     431,987 

365 

91 

^  5 

203 

29 

94     10 

Previou 

s  Occupation 

etc 

..  (Contin 

ucci) 

Gene 

see 

Greene 

Hamil- 
ton 

Herki- 
mer 

Jeffer- 
son 

Kings 

M 

F 

M      F 

M 

F 

.M 

F 

M 

F 

M      F 

A<'tor  

..       1 

. . 

Artist    

, , 

1     .. 

, . 

, , 

, . 

. . 

P>akers    

1 

1     .. 
1     .. 

•  • 

3 
1 

5 

3     .. 

P>arbers    

1 

1     .. 

Bartenders     

1     .. 

Blacksmiths    . . . 

, .      , . 

, , 

. . 

3 

9 

. . 

Boiler  makers    . 

1 

, , 

. . 

. . 

1 

2 

Bookkeepers    . . . 

. . 

. . 

1 

1     .. 

Bootblacks 

1 

. . 

1 

1     .. 

Brickmaker   

. . 

1     .. 

. . 

Bridgebuilder    . . 
Brokers     

.. 

.. 

..      .. 

.. 

3     .. 

Builder   

. . 

. . 

1      .. 

Butchers     

1 

, , 

2     .. 

. . 

Cabinet  maker  . 

. . 

1 

. . 

Carpenters 

4 

. . 

. . 

10 

6 

2 

Carvers     

, , 

. . 

2     .. 

. , 

.  . 

Cement  worker  . 

..       1 

. . 

. . 

Chambermaid    . . 

. . 

. .      •  • 

. , 

. . 

. . 

Chauffeurs     

..       3 

. , 

. ,      , . 

2 

o 

Chemists     

..       1 

1     .. 

. . 

Ci.'rar  makers   . . 

. .      . . 

, . 

o 

.  • 

Clerks   

..       3 

0 

o 

8     .. 

Cloakmakers   . . . 

. . 

2 

Coal  passers. . . . 

. . 

. . 

. .      . . 

3     .. 

Concrete   worker 

1 

, . 

, ,      . . 

. , 

. . 

Cooks    

..       1 

3     .. 

3 

1     .. 

Cutters   

. . 

. , 

1     .. 

1 

1     .. 

Decorators     

. .      . . 

, , 

. ,      , . 

, . 

2 

. . 

Dishwasher   

1 

, . 

. , 

. . 

. . 

Domestics    

, .      . , 

8 

. . 

2 

Dressmakers    . . . 

i 

:; 

3 

..       1 

Drillers     

..       2 

. . 
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Previous  Occupation,  etc.,  (Continued) 


Genesee    Greene 


Hamil- 
ton 


Herki-     Jeffer- 
mer  eon 


Drivers  . . . . 
Druggists  . , 

Dyer    

Eiectricians 
Engineers  . 
Farmers  . . . 
Firemen  . . , 
Foremen  . . 
Furriers    . . . 

Glazier    

Grinders  . . 
Grocers 


10 
4 


Guide    

Harness  makers  . . 

Hatter     

Horsemen     1 

Horseshoer    1 

H((stlers 

Hotel    clerks 

Hotel  keepers  ....       2 

Hotel  runners 2 

Housekeepers 

Housevvorkers     

Iceman    

Insurance  agent  . . 

Ironworkers    1 

Janitor    

Jewelers     1 

Junkman    1 

Knitters    

I-ab€rers     118 

J-athers     

I.aundryman 

Lawyer     

Leather  worker ...       1 

Lineman     

Longshoremen 

Lumbermen 

Machinists 

Manager 

Manufacturers 

!M^nsons    

Mechanics    11 

Merchant    

Metal  workers 

Millhands     

Miners 1 

Miscellaneous 

Motorman 

Moulders    2 

Mover    

Musicians 

Newsdealer    

No  occupation 

Nurses     

Oilers 


393 

2 


195 


1 
14 


Kings 


M      F      M      F       M      F      M      F       M      F       M      F 


1 
17 
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Previous  Occupation,  etc.,  (Continued) 


Genesee    Greene 


M 


M 


Hamil- 
ton 
M      F 


Herki- 
mer 
M      F 


Jeffer- 
son 
M      F 


and 


11 
2 
1 


18 
15 


Oi>erators  . . . 
Painters  .... 
Pai>ermakers 

Peddler 

Physicians  . . 
Pipecutters 

fitters    

Plasterers    

Plumbers    

Porters    

Pressman   

Printers    

Real  estate  dealers 

Rubber  worker. .. .       1 

Sailors    10     ..         2 1     .. 

Salesmen 1     . . 

Saloon  keeper 1 

School  boys  and 

^rls 1 

Shirtmakers 

Shoe  cutter 1 

Shoemakers     3     ..         1 1     ..         1     .. 

Soldiers 3     . . 

Si  inners 1 3 

Steamfitter 1     . . 

Stewards 

Stonecutters 4     . . 

Storekeepers   2 

Students 

Tailors    2     ..         1 2     .. 

Teamsters    7 7     ..         1     .. 

Telegrapher 1 

Telephone  operator 

Timekeepers    2 

Tinsmiths 

Truckmen 

Umbrella  menders.       1     ..         1 

L'ndertaker 

W'niters     1       2       

Watchmaker   1 

Weavers   1     . .         1 

Whipmaker    1 

Wireworkers 1 

Woodsmen 2     . . 

Woodworkers 3 


Kings 

M      F 

1  2 

2  .. 


14 
6 


2 
13 


Total 218       5     483       5 


1^      7     3.30     18     168     17 


Ac(y)imtants 

Agents 

Auctioneers 


Previous  Occupation,  etc.,  (Continued) 

Lewis       Tviving-    Madison     Monroe  Mont-     Nassau 

ston  gomery 

MFMF       MFMF  MF       MF 

o 


1 
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Previous  Occupation,  etc.,  (Continued) 


Lewis       Living-    Madison    Monroe      Mont-    Nassau 

ston  gomery 

MFMF        MFMF       MF       MF 


Bakers    

Bankers    

Barbers    

Bartenders 

Bellboys    

Blacksmiths    

Boatmen     

Boiler    makers .... 

'i    .'.* 

2     '.'. 
1     .. 

4     [. 

i    !. 

1    .. 

*i    '.'. 

*i    .'.' 
1    .. 

10 
22 

31 
2 
5 

14 

7 

'2 

•• 

1  .. 

2  .*  .* 

1     .. 

1 
2 
1 

•• 

•• 

2     .. 
1     .. 

13 

.. 

Bookbinder    

Bookkeepers    

Bootblack 

Bottlers    . . .  c 

•• 

..      .. 

•• 

•• 

•• 

..      .. 

1 

•• 

Boxniakers    

1 

Brewers      

*i    '.'. 

..    .. 

3 
5 

7 

Bricklayers    

Bridgebuilders    . . . 

Broker    

Bookmaker    

•• 

1     .. 

8 

•• 

*i    V, 

1 
3 

•• 

Butchers     

Butler   

Cabinet  makers . . . 

1    . . 

1    .. 
1    .. 
1    .. 
1    .. 

1    .. 

11 
'4 

•• 

•• 

Carpenters  

6 

Cement    worker . . . 

Chambermaids    . . . 

'2   V, 

5     .. 

1     .. 

'2     '.'. 

3  ;.* 

51 

9 

76 

14 

2 

16 

2 
19 

3 

Chauffeurs   

Cigar  makers 

Clerks    

Clothing  cleaners, 
pressers,   etc.. 

1    .. 

7 

•• 

5 

..    .. 

3 

•• 

Coachmen 

Collectors     

•• 

1    .. 

1 

•• 

Commercial  travel- 
ers     

Cooks    

Cutler    

Decorator     

16 

7    .. 
1    ., 

3 

1 

Domestics 

..       2 

5     *.'. 
2     .. 

1     .. 

1 

i    .. 

5  y. 

26 
23 

3 

87 
19 

29 
3 

Dressmakers   

Drivers   

Electricians   

Engineers 

Engravers    

'2    *. 
3    . 

'.       3 
!     '3 

1 

Farmers    

.. 

7    . 
1    . 

1 
2 

6 

Firemen    

*  * 

Gardeners    

** 

Glassblowers  

i    ].* 

..  .. 

7 

*6 
2 

8 

Glazier    

Grocer 

Hackmen    

•• 

*i    '. 

1 

•  • 

Harness    makers.. 

Horseshoers 

Hostlers    

•• 

..    . 

1 

1 

2 

•• 

Hotel   clerk 

Hotel  keepers 

Housekeepers    .... 

2 

1  .. 

2  .. 
..  3 

14 

89 
17 

..    . 

•• 

Houseworkers     . . . 

31 
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Previous  Occupation,  etc.,  (Continued) 

Lewis       Living-    Madison     Monroe      Mont-     Nas 
ston  j^omery 

M      F      M      F        M      F       M      F       M      F       M 

Huckr^ters 19 

Icemen 5 

Inspectors <i 

Ironworkers 2 17     . .         1     . .         3 

Junkmen 1 10 

Laborers 43     ..       91     ..     244     ..     534     ..     219     ..     651 

Lanndrymen 1 1 

Laundresses 6       

Letter  carriers 3 

Mail   clerk 1 


Managers 4     .  . 

Masons 3     ..         1 1 

^[eeh'anics 2     ..         5 1 

Merchant 1 


Millhand 1 

Milliners 2       

Millwrights 2 

Miners     3 

Miscellaneous 1 2 

Motormen 3 1 

Moulders    4     . .         2 


Musicians 1 8 

Newspaperman 1 

No  occupation 1       1       1 

Nurseryman 1 


Nurses 1       

Opera  tor 1 

Packers 13 

Painters    3     ..         6     ..       12     . .       29     . .         8     ..       16 

Papermakers 1      ..         1 2     .. 

Peddlers    1 5     . .         2     . .         2 

PUnubers 2..         1..         6..         2..         5 

I*<)liceman 1 

Porters 11 1 

Pi  Inters 1     . .         3 

Railroad   men 1..         1..         1 2 

Real  estate  dealers 2 

Roofers 2 

Sailors 3     . .         9 

Salesmen    1 1 

Saleswomen 1       

Saloon  keepers 5 

School  boys  and 

girls 1       3       

Seamstresses 2       

Shoe  cutters 8 

Sl.<vemakers 1 26     . .         3     . . 

Solicitors 19 


Simmers     1 

Stablemen 6 

Stcamfitters 1 7 

Stenographers 

Stewards 

Stonecutters 1     ••         5 

Students 2     .. 

Tailors 1      ..       11 
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Pbevious  Occupation,  etc.,  (Continued) 

Lewis       Living-    Madison    Monroe  Mont-    Nassau 

ston  gomery 

MFMF       MFMF  MF       MF 


Tiuiiier 

Teamsters 1     . . ' 2 

Telephone  operator 1 

Tinsmiths 1..         4..         1 

Trai>per.s 2     . . 

Undertaker 

Ui»hoIst^rers 3 

Waiters 1     . .         5     . . 

Weavers 3 

Woodsmen   3 

Woodworkers 20     . . 

Total , 


64       3     167       4     303      41,334  177     287       1     818     34 


Previous  Occupation,  etc.,  (Continued) 


New 

York 

Niagara 

Oneida 
Rome 

Oneida 
Utica 

Onondaga  Ontario 

M 

F 

M 

F 

M 

F 

M 

F 

M 

F 

M      F 

Accountants     

Actors   

1 
1 
1 
1 
5 
4 
2 

•) 

1 
1 

5 

i 

1 

5 
'{ 

i 

1 

ii 

1 
s 

3 
3 

1 

2 

1 
2 

i 

7 
16 

*i 

3 

2 
5 
1 

h 

h 
1 

1 
1 

3 
3 

i 

s 

2 

15 

9 

i 
11 

.) 

o 

4 
1 
4 

2 
oo 

5 
2 

4 

■i 
11 

4 

*i 

..      .. 

Agents     

*  *      *  * 

Aatlior    

.  . 

Bakers    

Barbers     

Bartenders     

Basket  maker  .... 
BelllK»v    

3     ., 
1     .. 

Blacksmiths     

Pxarding         house 

keeper   

Boatman     

6 

2 

Boiler  makers    . . . 

li(H>kkeepers    

Boxmaker    

Brewer    

Bricklayers    

2 

..      .. 

Bridgebuilder    

Bi okers     

Br<M>mmaker    

..      .. 

Bi  ushmaker    

Builder     

Butchers     

rau<ly   maker 

C'a]>  maker 

Carflers 

i 

i    .. 

('ari)enters     

rari>et  layer   

C'ar.lker     

Chamhei-maid    

Chauffeurs  

Ci.;:ar  makers    .... 

5 
2 

..     .. 

Clerks    

24 

]     .. 

Cloth  iuir     rleaners, 

17 
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Previous  Occupation,  etc.,  (Continued) 

New  York  Niagara     Oneida    Oneida  Onondaga  Ontario 
Rome        Utica 
MFMF        MFMF       MF       MF 


pressors,   etc.  ...       1 

Coachman    

Contractors   3 

Cooks    5 

Coopers     1 

Coremakers 

Currier 

Cutters   3 

Decorators     1 

Designer     1 

Dishwasher 

Domestic    

Draughtsmen    

Drillers 

Drivers   4 

Druggists 

Electricians  2 

Engineers     1 

Engraver    

Expressman    1 

Farmers 

Finishers    

Firemen    

Fruit    dealers 2 

Furriers    4 

Gardeners    

Glass  blowers 

Glassworkers    

Grinders 

Grocer     1 

Gunsmiths 

Harness  makers  . . 

Hatter    1 

Horsemen     2 

Hospital  orderly  . . 

Hostlers    

Hotel  keepers 

Housekeepers    

House  workers 

Hucksters 

Insurance  agents..     .. 

Interpreter 1 

Ironworkers    1 

Janitors    1 

Jewelers   2 

Junkman    

Knitters    

Laborers     6 

Laundrymen 

Laundress    

Lawyer  1 

Leather    workers.. 

lietter  carrier 1 

Ivinemen    

Liquor  dealers 2 

Longshoreman    ...       1 


2      18 


28 


20 


15 


54 

8 


17 


49 
19 


1 
26 


12 


19 
1 

1 


333 

1 


1    . 

6     . 

.     588     . 

..     294     . 
1     . 

.     168     . 

.     216     . . 

1       
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Previous  Occupation,  etc.,  (Continued) 


New  York  Niagara 


Oneida    Oneida  Onondaga  Ontario 
Rome        Utica 
MFMF        MFMF        MF       MF 


Lumbermen   

Machinists   

4     . 

2  ., 

3  .. 

i     !! 

17       1 

ii    '] 

2    '.'. 

2 

8     .*.' 

2      .*.* 
1      .. 

4  .. 

i     .. 

2 

i    .. 



2     . 

2     .. 

..      .. 

1  .. 
4 

Managers   

Manufacturers    . . . 

Masons    

Meat   cutter 

6     .. 
1     .. 

2     . 

.       23     .. 

5     .. 

5     .. 

Mechanics    

Merchants    

Messenger    

16     .. 

L         6     .. 

i    .. 
1    .. 

L         1     .. 
7     .. 
1       1 

12     . 

2  . 

3  .* 

6     ! 
1     . 

.       30     .. 
1     .. 

10     .. 
3     .. 

1     .. 

Metal  worker 

1     .. 

Milkman     

1     .. 

Millhands     

94       3 

1     .. 

4     .. 

.       16     .. 

4     ,. 

Millwrights    

Miscellaneous    .... 

Moulders     

Musicians     

Newspapermen   . . . 

2     .. 

4     '.'. 
2     .. 

1  .. 
1  .. 
1     .. 

No  occupation 

Nurses     

.'.       1 

1     ., 

18      3 
1     .. 

.. 

..      .. 

Operators     

2     . . 

Opticians    

Painters    

22     .. 

4      .*. 
1      .. 
1      .. 
1      .. 
3     .. 

9     .. 
1     .. 
1     .. 

2 

i    '.'. 

,       21     .. 
1     .. 

12     .. 

7 

Paperhangers    .... 

Papermakers     .... 

4     .. 

Pattern  makers... 

1     .. 

Peddlers    

Photographers    .  . . 

13     . . 
1      .  . 

..      .. 

1      .. 

Piledrivers     

1      .. 

Pipecutters        and 
fitters    

1      .. 

Plasterer    

Plater    

2 

1    .. 

7 

1    .. 

1     .. 

1    .. 

3     '.'. 

i    .. 
1    .. 

PI  lunbers    

Polishers    

Porters    

I'ressers    

1  .. 
11     .. 

5     .. 

2  .. 

8     .. 

2 

4     '.'. 

.  . 

Pressmen    

ft 

Printers    

Publisher    

5     .. 

1       1 

..       .. 

Puddler     

2 

6   !! 

5     .. 

1  .. 

2  .. 

Railroad  men 

Real  estate  dealers 

9     .. 
1 

14     .. 

..       .. 

Restaurant  keepers 

.  .       .. 

Roofers     

1    .. 
i.5    *. ! 

..      i 

2     .. 

i    '.[ 

3     .  . 

.  . 

Rubber  worker  . . . 

1     .. 

.  . 

Sailmaker    

1     .. 

Sailors    

Salesmen    

Saleswoman     

3     .. 

6     .. 

6     v. 

2  .. 
2     .. 

Saloon  keepers. . . . 

3     .. 
1 

Seamstresses   

1 

Shirtmakers    

2     . . 

1     .. 

..    .. 

4     .. 

. . 

Shoe  cutters 

Shoemakers  

.  .      .. 

5     .. 

4 

I?,i}.:nalmen    

2     .. 

2     .. 

Soldiers    

6     .. 
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TWENTY-SECOND  ANNUAL  REPORT  OF  THE 


Previous  Occupation,  etc.,  (Continued) 


New  York  Niagara     Oneida    Oneida  Onondaga  Ontario 
Rome        Utica 
MFMF       MFMF        MF       MF 


Solicitors    

2 

2 

Spinners  

Stablemen    

12 

65 

2 

.. 

Steamfitters     

1 

1 

9 

Stereotyper    

Stonecutters    

•• 

1 
1 

!.         2 

Stonemason   

.. 

1 

Storekeepers    

Students     

o 

2 

i 

Tafllors    

19 

2 

..       24 

6 

Teamsters    

22 

15 

..       31 

10 

T(»legraphers  

Telephone  operator 
TinsmitJis     

4> 

2 
1 
1 

1 
3 

'.',       10 

T4X)ldresser    

. . 

Toolmakers    

1 

3 

Trwkmen     

1 

1 

Trunkmaker    

1 

. , 

Umbrella    menders 

, . 

3 

Undertaker    

,    . 

. , 

. .        . . 

Ui)holsterers    

Vamisher     

2 
1 

3 

Waiters     

1 

i 

3 

..       12 

Watchmaker    

Watchmen    

1 

Weavers    .  ] 

1 

..       19 

W  indow   trimmer  . 

.. 

1 

Wir6workers   

•• 

•• 

5 

o 

W<K)dsmen      

WoodAA'orker    

.. 

.. 

Wool'^orters 

.. 

1 

Total    

*^34 

3 

630 

42 

509 

10  1,321 

48 

364 

20 

277       4 

Previous  Occupation,  etc.,  (Continued) 


Orange      Orange    Orleans     Oswego    Oswego     Otsego 
(ioshen   Newburgb                   Oswego    Pulaski 
MFMF        MFMF        M      F        M      F 
A'.'t ois    1      . .          4 

A>;ents     

2 

5     . 

2 
2 
2 

1 

Auctioneer   

1 

Rakers    

3     . 

2     . .         2     . 

1     ! 

..      ,.         1     . 

P.avlH'rs        

..      . 

4     .. 
1      .. 

Kartenders     

Basket  maker. . . . 

BelllK)v    

Blacksmiths     .... 

..      . 

1  . 
4     . 

2  . 
2 

i    . 

.       12     ..         3     . 

2 

3     .. 

I*<iiitnien     

Boiler  makers  . . . 
Bottlers    

14     . 

2     . 
*.         1     \\         1     \ 

1     . 

1     .. 

Boxmakers     

Brcssworker    

di 
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Previous  Occupation,  etc.,  (Continued) 


Orange     Orange    Orleans    Oswego    Oswego     Otsego 

Goshen   Newburgh  Oswego    Pulaski 

M      F       M      F        M      F       M      F       M      F        M      F 


Brewer    

o 

2 

1 
1 
3 

1 
i 

!    '4 

4 

1 

'.     i 
1 

2 
.       2 

'.     i 
.     1 

.*  229 

\  . . 

•  • 

*i 

1     .. 

Bricklayers    .... 
I',nffer    

1     .. 

..      . 

1     .. 

Butchers     , 

.. 

I'utler   , 

Cabinet  maker. . , 
C'lii'lv    makers. . , 

•  • 

•• 

•) 

1     . 



Canvasser    

Cai-penters     

Chambermaids    . , 

2 

o 

•• 

11     .. 

..      . 

S     .. 

Chauffeurs     

Ci*:ar  maker 

Clerks   

1 

i 

2 

2 

•• 

3     .. 

..      . 

Coal  passer 

Cook*    

•• 

3  .. 

4  .. 
4     .  . 

2 

1 

Cooi>ers     

Coremaker  

Cutler    

Cutters    

•• 

•• 

•• 

3     .. 

Domestics     

Dressmakers    . . . . 

2 

Driller     

•• 

•• 

1     . . 

Drivers   

Druggist 

•• 

7 

•• 

1     . . 

Electricians   

Engineers     

larmers    

5 

o 

3     . 



17     .. 

..      . 

28     . . 

I'lnisher   

Firemen    

•• 

2 

•• 

14     .. 
1     . . 

..      ., 

1     . . 

Fisherman    

Foreman 

1 

Gardener    

Giassblowers  . . . . 

•• 

1 

GlH'^i-^  cutters 

Gunsmith    

Harness  makers.. 

2 

1     .. 

Hatter^   

Horsemen     

, , 

, , 

5     .. 

Horseshoers     . . . . 

3     .. 

Hostlers    

Hotel  keepers 

Housekeei)ers    . . . 
Houseworkers  . . . 

1     .. 

..      .. 

2 

6 

8 

.. 

1 
1 

..     13 

7 

Insurance    agent. 

Investigator    

Ironworkers    

.Ti)ckevs  

5 
2 

184 

*i 
1 

i 

•• 

2 

•• 

3     .. 

1     .. 

..      .. 

Junkman    

1 

191 

*3 

1     .. 

Lalvorers     

Lathers 

Laundresses     . . . . 

290     .. 
1     .. 

101     .. 

48     .. 
1     .. 

Law  vers    

.. 

•• 

2 

Tihiemen    

Livervmen    

2     .. 

..      .. 

1     .. 

Longshoremen  . . . 

•• 

•• 

•• 

5     .. 

lumbermen   

2     .. 

2     .. 
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TWENTY-SECOND  ANNUAL  REPORT  OF  THE 


Pbkvious  Occupation,  etc.,  (Continued) 


Orange     Orange    Orleans    Osw^o    Oswego     Otsego 


Goshen   Newburgh 


Oswego    Pulaski 


MFMF       MFMF       MF       MF 


Machinists   

12 

i 

1 

'2 
*i 

i 

1 
10 

Manufacturer   

.. 

1    .. 

Masons   

Mechanical  engin'r 

Mechanics 

Merchants    

2     .. 

1    . 

6     .. 

•• 



•• 

12     .. 
2     .. 
1     .. 

4    . 

11     .. 
1     .. 

1     . 

4     .. 

Metal  workers .... 

1     .. 

Miners    

1     .. 

Miscellaneous    .... 

1 

Motorman    

Moulders    

Musicians 

•• 

1     .. 

1    . 

6     .. 

1     . 

1     .. 

No  occupation 

Painters   

Papermakers 

Ptvttern  maker .... 

3     .. 
5     .. 

i    .. 

'7    *. 

.       16     .. 

.'         6     '.'. 

*2     '. 
9     . 

4       4 
2     .. 

Peddler 

1    .. 

Photographer    .... 

1     . . 

Pipecutter  and  fit- 
ter     

2    .. 

2    .. 

1    . 
1    . 

Plumbers    

Polisher        

1     . . 

1     . 



Porters   

Printers    

RRilroadmen    . .    . . 

1    .. 
9    .. 

3  .. 

i    .. 

4  .. 

2    . 

.       29     .. 
6     . . 

..      . 

2 

Roofers 

2     .. 

Sailors    

Salesmen    

Saloon  keeoers .... 

5     .. 
2     .. 

2     . 

'.         2     .. 
1     . . 

Sawyer   

Shoemakers  

•• 

1    .. 

.•: : 

'.         3     .'.* 
1     .. 

..      . 

1     .. 
1     .. 

Silvftr«iTnitli    .      ... 

Soldiers    

Spinners 

Steamfitters 

3    .. 

1  . 

'.         S     .. 

..      . 



7     .. 

2     . 

3     .. 

Stonemason       .... 

1     .. 

Studp-nt 

•• 

3    .. 
2    .. 
1 

*i    '. 

1     .. 

Tailor 

Teamsters    

Tinsmiths     

Tool   Ttiflkftr 

7     .. 
6     .. 

. .      . 

1     .. 
1     .. 

Trapper  

TTmbrella    menders 

..     . 

1     .. 

3     .. 
1     .. 

3     . 

•• 

..    .. 

..    . 

Uoholsterers   

2     .. 

Valet           

1 
1 

6 
1 

Wagon  maker 

WfliffTR 

1  • 

3    . . 

Wf^n  vAi*fi 

10    .. 

..    . 

4     .. 

Woodworker   

1     .. 

Total 

330 

46 

349   20 

248      5     660     18 

134     . 

:    i3i    11 
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Pbevious  Occupation,  etc.,  (Continued) 


' 

Rensse- 

Rich-        Rock-    St  Law- 

Putnam      Queens         laer 

mond         lan<^ 

I         rence 

M      F      M      F       M      F 

M 

F       M      F       M      F 

Actor 

1     .. 

Agents    

2     .. 

2 

Awning  maker... 

1     .. 

, . 

Bakers    

1     .. 

8 

!     '2  !! 

Banker   

!      i   ! 

•       . .      . . 

Barbers    

7     .. 

'3 

'.    *6  !! 

Bartenders    

6     .. 

7 

Blacksmiths    

6     .. 

2 

Boat  builders .... 



2 

Boatmen     

4 

Boiler  makers  . . . 

.       '3-.. 

5 

Bookkeepers    

6     .. 

, . 

Bootblack* 

.        . .      . . 

2 

Brewer   

1     .. 

Bricklayers    

.        . .      . . 

5 

Brushmakers     . . . 

7     .. 

Buffer   

1     .. 

Butchers     

4     .. 

'4 

Canvasser    



1 

Carpenters 

5     ! 

.       12     '.'. 

18 

Cashiers   

. 

2 

Chauffeurs 

'7   .*! 

7 

Cigar  makers 

8     .. 

, . 

Clerks  

5     .. 

10 

Coachman    

1     .. 

. , 

Coal  passers 

7     .. 

Collar    turners... 

7     .. 

Collectors     . . 

, ,      . . 

3 

Contractor   

1     .. 

, , 

Cooks    

.       13     .. 

4 

Cooper    

. . 

1     . 

Coremakers   

6     .. 

Deckhands     

.       . .     . . 

3 

Dentists    

2     .. 

, , 

Domestics    

.       ..     51 

, . 

Dredgemen    



3 

Dressmakers   

.       . .       1 

l>riller     

. 

1 

Drivers  

.        . .      . . 

11 

Dyers    

2     .. 

. . 

Electricians 

5     .. 

1 

Engineers    

9     .. 

4     . 

!       *i    '. 

Tixpressman    

.        . .      .  • 

1     . 

. 

Farmers   

.       24     .. 

7 

2     . 

Firemen    

.       10     .. 

11 

1     . 

Florists 

1     .. 

. . 

1     . 

Gardeners    

7     .. 

2 

Gatemen     



3 

Guides    

.        . .      . . 

. , 

Harness  maker  . . 

. 

, , 

Horseshoer    



1     . 

Hostler   

1     .. 

. 

Hotel  clerks 

.        . .      . . 

» 

i     ..    '. 

Hotel  keepers 

. 

Housekeepers    . . . 

!     ','.    '2     ..     6 

, , 

6       ..      . 

Houseworkers     . . 

. 

.        ..       7 

r 

Jl       ... 

5-J(> 
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Previous  Occupation,  etc.,  (Continued) 


Rerisse- 

Rich 

Ro<?k-    St.  Law- 

Putnam      Queens         laer 

mond         land 

I         rence 

M      F      M      F       M      F 

M      F       M      F       M      F 

Inspectors 

•        . .      . 

1     .. 

4     . 

..     . 

..     . 

Ironworkers 

1     . 

.       19     .. 

8     . 

. 

. 

Jewelers     

2     .. 

. . 

. . 

J('C-key     

1     .. 

Junkmen    

2 

3     .* 

. . 

. . 

Knitters 

2     '. '. 

. 

r.al)(>rers     lli.'i     . 

.     315     . . 

2C)7     . 

.     Ill 

7     200     .* 

Lather     

1     .. 

. . 

Laundrynien 

8     .. 

. 

Laiairtresses 

.        ..       3 

. 

LiiH^men 

. 

2     . 

1     . 

Liquor  dealers 

. 

. 

IJ  very  man     

1     .. 

. 

Machinists     

.       29     .. 

, .      , 

. . 

. . 

Managers 

. . 

2 

. . 

•  •      1 

Masons 4    .. 

9     .. 

4     ! 

4     . 

3 

Mechanics 

. 

10     . 

2     . 

2     . 

Merchants 

7 

2     . 

. . 

Messenger 

1     .. 

. 

Metal    workers 

4     .. 

. . 

Milkmen 

5     *. 

,        . .      . 

Miller    

1 

. 

Miners    

2     .. 

, .      , 

1     . 

2 

Miscellaneous 

7     10 

, .      , 

,        . .      . 

Motormen     

1     .. 

. .      . 

Moulders    

.       12     .. 

, ,      , 

,        . .      . 

!         3     '. 

Musicians    

6     .. 

. 

Nurse    

. .       1 

, . 

. .      • 

Operators 

. 

2     . 

. 

Oiderly     

1     .. 

. 

Painters    7     . 

.       19     .. 

9     . 

2     . 

'.        *2     ! 

Papermakers 

. 

. 

3     . 

Pavers     

3     .. 

. 

,        . .      . 

Peddlers 

6     .. 

4     . 

.        . .      . 

1     . 

Photographer 



1     . 

. 

. 

Physician 



. 

2     . 

ril)ecutters        and 

fitter    



. 

1     . 

Plasterer    

1     .. 

. 

Plumbers    1 

3     .. 

i     '. 

,        , .      . 

1     . 

Polishers    

5     .. 

. 

Porters        

.        . .      . . 

2     . 

. . 

Potter 

. . 

. 

Pressman 



1     . 

. 

Printers 

11     .. 

. . 

1     . 

Railroad  men 

8     .. 

.  • 

. , 

Real  estate  dealers     . . 



1     . 

1     . 

Riggers     

4      .. 

. 

Sfillors    

. 

10     .* 

. 

o 

Salesmen 

11      .. 

6     . 

. . 

1   . 

School  boys  &  girls     . .      . 

2     . 

. 

. 

Slilrtmakers 

'.          4     *.*. 

4      . 

. 

. 

Shoemakers     

5     .. 

2     . 

2 

Sliowman 

1     .. 

. . 

.  . 

. .      . 

Soldiers    



2     . 

. . 

3     . 

Solicitors 

. 

2     . 

. 

. 
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Previous  Occupation,  etc.,  (Continued) 


Spinners     

Putnam 
M      F 

a- 

Queens 
M      F 

i   !! 

Re] 
la 

M 

4 
3 

1 
4 
2 
13 
1 

*i 

nsse- 
er 

F 

Rich- 
mond 

M     F 

Rock- 
land 

M      F 

St.  Law- 
rence 

M     F 

Steamfitters    . . . 
Steeple   jacks... 
Stone  cutters . . . 

•• 

1     .. 

•• 

1     .. 

Tailors    

Teamsters    

Telegrapher     . . . 
Telephone      oper 

tors    

Valet  

.. 

5     .. 

1 
1 

i     !. 

.. 

2     .. 

.. 

1     .. 

Veterinary     .... 

2 

Waiters    

Watchmen    

..     .. 

•• 

•  • 

•• 

9 

4 

1 
1 
2 

2 

2     .. 
4     .. 

1     .. 

Weavers   

2     .. 

Wireworker 

AVoodsman     .... 

Woo<l workers    . . 

. . 

2 

. . 

Total   

..  152 

Pkevioi 

Sa 
toj 
M 

.' .'      *8 

..       4 
..       9 

..      i 

4 
..       3 

'.'.     *i 

...       4 

'.'.'.    *i 

...       2 
4 

IS  O 
ra- 

F 

11 

2 

732 

82    455    35 

.,  (Continued) 

ho-       Schuy- 
ie           ler 
F      M      F 

146     20" 

Seneca 
Ovid 
M     F 

'274"*  9 

Actors   

Agents    

Bakers    

Barbers    

Bartenders     . . . . 

CCUP^ 

Sch. 
ta 
M 

3 

1 

7 
24 
19 

13 

1 

13 

2 

1 
1 

3 

4 
2 
2 

ii 

1 

13 
3 
3 
1 

9 
4 

i 

lTION 

enec- 
F 

*i 

'3 
'3 

,  ETC 

Scl 
hai 
M 

*i 

Seneca 

Waterloo 

M      F 

2     ,. 

1  .. 
9     .. 

2  .. 

Basket  makers 

Blacksmiths 

1 

1     .. 

Boatmen     

Boiler  makers  . . 
Bookkeepers    . . . 

Bottler 

Brassworkers    . . 

•• 

i    .! 

" 

•  • 

•• 

•  • 

..      .. 

Bricklayers    

Buffers    

Butchers     

•  • 

•• 

..    .. 

1 

•  • 

1     .. 

Candy    makers.. 

Canvasser    

Carder  

Carpenters     

Cement    worker 
Chauffeurs    . . . , 
Cigar  makers. . 
Clerks 

*i 

2 

"1 
1 . 

•• 

'3    *.*. 

5     . . 

Contractors   . . . 

Cooks    

Coremakers   . . . 

Currier   

Decorators 

Dentist    

. .  *.     *  i 

•• 

•• 

..     .. 

*i 

•• 

1     .. 
1     .. 
1     .. 

5ri2  TWENTY-SECOND  ANNUAL  REPORT  OF  THE 

Previous  Occupation,  etc,  (Continued) 

Sara-      Schenee-    Sctio-       Schuy-     Seneca      Seneca 
toga  tady       harie  ler  Ovid    Waterloo 

MFMF       MFMF       MF       MF 

Domestics 2 

Draughtsmen 2 

Dressmakers 6       

Drivers ?» 

Eloctricans     2     . .       21 3     . . 

Elevatoi'inon 2 

Engineers 2 2 

Expressman 1 

Farmers    15     . .       24     . .         1     ..         4     ..         2     ..       14     . . 

Firemen    11      . .         4 1 

Fruit   dealer 1 

Gardeners 1     . .         1 

Glassblower *    1 

Harness  makers 2 

Horsemen o 

Flostlers    2 

H(,tel  keepers 1     ..         1 1 

Housekeepers 17       . .     46       . .       3       . .       3       1 

Houseworkers 13       

If emen    4 

Inspectors 4 

Ironworkers 5     . .         9 2     . . 

Janitors 2 

Jeweler 1 

Knitters    1     . .         7 

Laborers 411     . .     320     . .       24     . .       41     . .       13     . .     231     . . 

I/aundrymen    1     ..         1 

Itather   worker...       1 

Linemen   2     . .       10 

liUml>ermen   4 

Machinists 91 

Masons    7     . .        11 1     . .         3     . .         4     . . 

Meatt  cutters 1      ..         4 

Mechanics    10     ..         3 3 16     .. 

Merchants 2 

Messengers 1     . .         1 

Metal   worker..... 1 

Milliners 7       

Millwrights    2     . .         7 

Miners 2 

Miscellaneous    8     ..         4       7       

Motormen 5 

Moulders    16     ..       12 7 

Musicians 4 

Newsboys 4 

No  occupation 1       2       

Nurserymen 2 

Operators 6 

Painters   18     ..       34 1     ••         8     . 

Pnpermakers 14     . .         4 

Pattern   makers 2 

Peddlers   1     . .       15 

Photographer    ....       1 

Physician 1       

Plumbers    2 

Polisher 1 
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Previous  Occupation,  etc.,  (Continued) 


Porter  

Potter   

r  resaman   

Printers    

Kail  roadmen    . . . 

lloof  ers 

Sailors    

Salesmen    

Saleswomen 

Saloon  keepers. . 
School  boys  and 

girls  

Shoemakers     . . . 

Spinners   

Steamfitters 

Steeple   jacks... 
Stonecutters    . . . 

Tailors    

Tanners    

Teamsters    

Telegraphers   . . . 
Telephone  oi>er 

Tinsmiths 

Truckmen     . . . 
Umbrella  menders 
Upholsterers 
Waiters    . . . 
Weavers   . . . 


Total 643     17 


itor 


Sara- 

Schenec- 

Scho- 

toga 

tady 

harie 

M      F 

M      F 

M      F 

2 
21 


Schuy-      Seneca     Seneca 

ler  Ovid    Waterloo 

M      F        M      F        M      F 


1 
1 
3 
10 
5 
3 


3 
9 
2 
9 
1 
1 
2 

26 
3 
1 
3 
1 
1 
2 


97       28 


54 


24 


343       3 


Previous  Occupation,  etc,  (Continued) 


Bakers    

Barbers    

F-artenders  .  . . 
Blacksmiths  . . 
Boiler  makers. 
Bookkeepers  . . 
Bricklayers  . . . 
Bridgebuilder    . 

Butcher     

Carpenters     . . . 
Carriage  makers. 
Chauffeurs  . . . 
Cigar  makers. 

Clerks   

Clothing     cleaners, 
pressers.   etc. 

Cooks    

Coopers 


Steuben     Sufifolk    Sullivan     Tioga      Tompkins    Ulster 


MFMF       MFMF        MF 


M      F 


524  TWENTY-SECOND  ANNUAL  REPORT  OF  THE 

Pbeviotjs  Occupation,  etc.,  (Continued) 

Steuben    Suffolk    Sullivan     Tioga     Tompkins   Ulster 
MFMF       MFMF       MF       MF 


Cutter     

1     .. 

Decorator    

1     .. 

. 

Detective    

1     .. 

Domestics    

Dressmakers     . . . . 

..      .. 

..      ., 

..  . 

. 

'. .       3 

Drillers    

Drivers  

Druggists   

Electricians  

..      .. 

..      .. 

1   ., 

..  . 

!       i    '. 

2     .. 

1  . 

Engineers     

3     . . 

i'a  liners   

26     .. 

8     .. 

1     .. 

3     .. 
1     .. 
1     .. 

7   .. 
3   .. 

2  . 

*i    *. 

2    . 

.     10    . 
4    . 

21     .. 

Firemen   

Fishermen    

5     .. 

Foreman     

Gardeners    

1    . 

Gasfitters     

2     .. 

Glassblowers     . . . . 

16     .. 

Glazier    

1     .. 

Gunsmith 

PTackmen    

Harness    miaker. . . 

1     .. 

..      .. 

..    .. 

,.     . 

1    . 

!      2   .. 

Hatter     

Horseman    

i    .. 

..      .. 

..    .. 

..     . 

..    . 

1   .. 

Hostlers    

Hotel  clerk 

!.'      *8 

5     '.! 

i    .. 

*i    ! 

6     . 

1   .. 

Hotel  keepers  .. . . 

Housekeepers    

Houseworkei'S 

1     . 

1   .. 

..     15 

..   12 

Insurance  agent  . . 

1   .. 

Ironworkers    

1     . . 

3    . 

Jjinitor    

Jewelers     

1     . . 

..      .. 

..    .. 

1     . 

1    . . 

Junkmen     

131  y. 

0 

T.aborei's     

Li^undrvman   

255     .. 

56     .. 

37    . 

.     118     . 

.      141      . . 
.      .  .1      .  . 

Laundress    

2     .*.* 

1 

IJneman     

Lithographers 

..      .. 

2  ; 

..      . 



Lumbei*man     

1     . 

Machinists     

14     .. 

6     .. 

Masons    

1  .. 

2  .. 
1     . . 

3     .. 

1     . 
3     . 
1     ., 

3     .. 

Me<*hanics    

Merchants    

1     .. 

1     .. 

3  ., 

2 

Metal  "worker 

1      . . 

Millers    

1     .. 

..      .. 

1     .. 

Millhand     

Millwright   

1      .. 

Miner    

1     .. 

]Miscellaneous    .... 

1     .. 
1     .. 

..      .. 

1     .. 

Moulder    

Musicians     

No  occupiition 

Piicker    

Painters    

P.'iT^ermaker     

Pattern  maker.... 

10     . . 

..      .. 

..      .. 

..  .. 

2     .. 

12       8 

'9      '.'. 
1      .. 

3     '.'. 

3  '.; 

2 

1     .. 

8     .. 

12     '.'. 

1     .. 

Peddlers   

1      .. 

1      .. 

1      .. 
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Previous  Occupation,  etc.,  (Continued) 

Steuben    Suffolk    Sullivan     Tioga     Tompkins    Ulster 
M      F      M      F        M      F       M      F        M      F       M      F 


Plumbei*s    

2 

3     .. 

3 

Polisher    

, , 

, . 

1 

.. 

Porters   

. . 

2 

Printers    

. . 

. . 

1 

2     .. 

Quarryman 

. . 

1 

. . 

, . 

Kailroart  men 

4     .. 

, , 

2 

1     .. 

Sailors    

2 

5     .. 

Salesmen    

1      .. 

1 
3 

q 

5 

School  bovs  &  girls 

Shoemakers     

4      .. 

1 

1 

So'idiers    

1      .. 
1      .. 

•  • 

•• 

2 

Steamfltters 

1 

1     .. 

Stenographers     . . . 

2 

Stiaiecutters    

. . 

1 

2     .. 

Students     

. . 

3 

Tailor    

1      .. 

*i    *.'. 

•  • 

•• 

Tanner    

Teamsters    

«^ 

1    .. 

1 

Telegraphers     

3     .. 

. . 

. . 

.  . 

Tlnsiniths     

1     .. 

o 

Umbrella    menders 

1 

•• 

1 

1      . . 

Upholsterers    

1      .. 

Veterinary     

1     .. 

\^'aiters     

2 
2 

2 

1 

•• 

Weavers   

1      .. 

TV'  Irew^orker     

. .      . . 

.. 

1 

*  • 

•  •      •  • 

Total      

289     13 

296     16 

90 

o 

66 

1 

220 

11 

264     18 

Previous  Occupation, 

,   ETC. 

,  (Contin 

tied) 

Warren 

Wash- 

Wayne 

Westch'r 

Westch'r 

Wyom- 

ington 

Peekskill 

Wli. 

PI. 

ing 

M      F 

M      F 

M 

F 

M 

F 

M 

F 

M      F 

Act(»rs    

. . 

6 

7 

. . 

Agents     

. . 

. . 

4 

. . 

Architects    ....... 

. . 

2 

Artist    

. . 

. . 

1 

Bakers    

2 

2 

6 

1     .. 

I'.arbers     

i    .. 

. . 

5 

11 

. . 

Bartenders     

. . 

. , 

2 

11 

F>eUlmys    

. . 

1 

4 

Billposter     

. . 

1 

. . 

Klac-ksmitbs     

1    .. 

1 

6 

19 

3     .. 

P'tarding         house 

Keepers     

1 

i'-oatnien      

.. 

8 

3 

I'dih'i-    inakei-s.  .  . . 

. . 

. . 

:', 

1 

Bookbinders     

2 

1      .. 

Bor.rkM-    

1 

Boxmakers    

..    .. 

•• 

2 

5 

Bricklayers    

12 

Bridge!)uilders    . .  . 

3 

.  . 

. . 

Brokers     

. . 

3 

BiifiVr    

1 

52«  TWENTYSECOND  ANNUAL  REPORT  OF  THE 

Pbevious  Occupation,  etc.,  (Continued) 

Warren  Wash-  Wayne  Westch'r  Westoh'r  Wyom- 
ingtoQ  Peekskill  Wlh.  PI.        Ing 

MFMF       MFMF       MF       MF 

Builders 3 

Butchers 1     ..         2     ..         9     ..         1     .. 

Birtlers 2 

Button  maker 1     . . 

Cabinet  maker 1 

Carpenters 1     ..         3     ..      ..9     ..       38     ..         3     .. 

Chauffeurs 4     . .       21 

Cigar  makers 2     ..         4     ..         1 

Clerks   1 2     ..         4     ..       31     ..         1     .. 

Cooks    3 1      10     ..       20      6        1     .. 

Coopers 2 2     . . 


Cutler 1 

Dentists    2 1     ..         4     .. 

l>esigner 1 

Dishwashers 2     . . 

Domestics 4       . .       3       13       

Dressmaker 1       

Drillers 3     ..         2     ..         2 

Drivers 2     . .       68     . . 

l^ruggists 2     . . 

Electricians 3     . .         9     . . 

Elevatorman 1 

Eijgineers 1     •  •         9     . .       11     . . 

Engraver 1     . . 

Errand   boys 5 

Express-men 4     . . 

B^armers    1 2     ..         3     ..       22     ..       10 

Firemen    1 4     ..         9     ..         8     ..         5 

Florists 5     . . 

Foremen  1 2     ..         1     .. 

Gardeners 9     . .       33     . . 

Gasfttter 1     . . 

Glassblower 1     .  •         2     . . 

Glaziers 2     . . 

Grocer 1 

Gunsmith 1 

Harness    maker 1     .. 

Hatters 8     ..         2     ..         1 

Horsemen 2 

Horseshoers 2     . . 

Hospital  orderlies 1     ..         2     .. 

Hostlers 10     . . 

Hotel  clerks 4     .. 

Houfiekeepers 1       179 

Houseworker 1       

Iiisi)octor 1 

ln>n\vorkers 5     . . 

Jnnitors 2     .. 

Junkmen 1 5     . . 

Kit<^hen  men 2 

I,nl>orers 72     .  .     281     . .       57     . .     412     . .     760     . .       97 

Lnthers 2     .. 

L.'uindrymen 2     ..         1 

TiJuiixlresses 5 

Lawyers 6     . . 

Leather  worker 1     .. 
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Previous  Occupation,  etc.,  (Contin/ued) 


Wiam-en     Wash-     Wayne    Westch'r  Westch'r   Wyona- 

iD|^n 

PeekHklll  Wlh.  PI.        ing 

MFMF       MFMF       MF       MF 

IJiioiuen 

1     ..        6     . 

3     .. 

Locksmith    

1     . 

,        . .      . , 

I  ongshoremen  . . . 

2     . 

.        . .      •  • 

I-umberman   

1 

. , 

Msu-hinists   

.       24     ..       26     . 



Managers   

3     . 



Marble  worker. . . 

1 

,        . ,      , , 

Mnsons    

4     . 

2     ..       12     . 

1     .. 

Mattress   makers. 

1     . 

. 

Mechanics    

4 

6     .. 

Merchants 

2     . 

.        •  •      . . 

Metal    workers... 

7     ..         2     . 

. 

Miller    



!      1   .. 

Millhamls 

*.        '.'.'.'.         2     ' 

2       ..      .. 

Millwright   

,        . ,      . .        , . 

1     .^ 

Miners    

2 

1         .T 

Mis<-ellaneous    . . . 

1     . 

Alotormeji 

2     . 

Moulders    

.       17     ..         5     . 

i    .'. 

Musicians 

1     ..         6     . 

Nowsi)apermen    . . 

1     ..         3     . 

. .     . . 

Xo  occupation  . . . 

.       18      3      39     20        4       1 

Nnrs€^ryman 

.        •  •      .  • 



Nurses 

1      ..          4 

1     . .    .. 

Operators 

1      ..          1 

6       ..      .. 

Painters   

2 

i    . 

24     ..        42      . 

Paperhanger    

1 

Papermaker     



leavers    

1      ..          1      . 

Peddlers   

15     . 

Pho1:ographer    . . . 

Piano  makers 

2 

Pipecutters     and 

fitters 

5     ..         1     . 

Plasterers    

6     . 

Plumbers    

6     ..       15     . 

Policemen     

2     . 

Polishers    

5     ..        .t     *. 

Porters    

13     . 

Presses   

1      . 

Pressman   

1 

Printers    

8     ..         4     . 

Railroad  men 

3     ..        10     . 

Riggers  

2     ..         2     . 

Roofers 

2     . 

Sailmiaker    

i    .!      ..    '. 

Sailors 

5     ..         5     . 

Salesmen    

5     ..       11      . 

Saloon  keepers . . . 

1     ..         7     . 

Shoemakers  

6     ..         8     . 

Silversmiths    

1     ..         1     . 

Slaters    

!         2     *. 

1 

Soldiers 

S     . 

Spinners   

1 

Stableman    

1 

Stage   hands 

o 

528 
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Previous  Occupation,  etc.,  (Continued) 


Steamfitters  . 
Stenographers 
Stewards  .... 
Stonecutters  . 
Stonemasons  . 
Storekeepers   . 

Tailors    

Teamsters  . . . 
Telegrapher  . . 
Tilesetters  . . . 
Tinsmiths  .... 
Undertaker  . . 
Ui>holsterers    . 

"Waiters 

Watchmen   . . . 

Weavers   

W^heelvi^ right  . 
Woodworker    . 


Warren 


M 


Wash-      Wayne    Westch'r  Westch'r    Wyom- 
ington  Peekskill  Wh.  PI.        Ing 

MF        MFMF        MF       MF 


1 

12 

1 

4 

1 


5 
10 
10 


Total 92 


3      98      3     782     201,524  228    185 


Previous  Occupation,  etc.,  (Continued) 

Yates  Tobal 

M      F  M       F 

Accountants     9     . . 

Actors   34     12 

Agents     62 

Architects    5 

Artists    4 

Auctioneers   4 

Author    1 

Awning  makers 2 

Bakers    133 

Bankers    6 

Barbers    1     ..  307 

Bartenders     199 

Basket  makers  2       1 

Bellboys    15 

Billposter     1 

Blacksmiths     258 

Boarding-house   keepers 4 

Boatbuilders    3 

Boatmen     52 

Boiler    makers 120 

Bookbinders     8 

Bookkeepers    j62 

Bootblacks     8 

Bottlers    11 

Boxmakers     12       1 

Bnissworkers    12 

B.ri'WtMs    7 

Bricklayers    109 

Bricknyakers    3 
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Previous  Occupatiox,  etc..  (Continued) 

Yates  Total 

M      F  M       F 

Bridgebuilders    17 

Brokers     ._  14 

Broommakers    2 

Brushmakers     9 

Buffers    8 

Builders      22 

Butchers     4     . .  180 

Butlers    4 

Buttou   maker 1 

Cabinet   makers 22 

Candy    makers 10 

€anemakers     6 

Canvassers     5 

Cap    maker 1 

Car  builders   4 

Carder    1 

Carpenters     530 

Cari)et  layers   2 

Carriage  makers    3 

Cashiers   3 

Cattlemen     2 

Caulkei^     3 

Carvers     6 

Cement    workers 4 

Chair  makers 2 

Chambermaids    

Chauffeurs   266 

Cheesemakers   3 

Chemists    5 

Cigar  makers 80 

ClAnl    engineers 7 

Clerks     446 

Cloakmakers     ;*, 

Clothing  cleaners,  pressers.   etc V,) 

Coachman     8 

Coal   piissers 15 

'C<>llar    turners 10 

Collectors     .30 

Commercial   traveler 2 

Confectioners    3 

Concrete    workers 2 

Contractors    19 

Cooks    300     45 

Cooi>ers     26 

Coppei-smiths    7 

Coremakers     .30 

Cowboy     1 

Cranemen     7 

Curriers    2 

Cutlers    5 

Cutters     81 

Deckhands     .5 

Decorators     20 

Dentists    17 

r>esigners     11 

Detectives    -> 

TUsh washers    S 


5.^0 


TWENTY  SIX  OXl>  ANNUAL  REPUKT  OF  TliP: 


Previous  Occupation,  etc..  (Continued) 

Yates  Total 

M      F  M  F 

Domestics    -  .  .  'Vsl 

DriiUiSlitsmen     0  . . 

Dredgemen    4  . . 

Dressmakers   . .  "0 

Drillers     43  2 

Drivers     298  . . 

Druggists     IT  . . 

D.\  ers    10  . . 

EleK-triciaus     166 

Elevatormen    8  . . 

Embroiderer    . .  1 

Engineers     1     . .  151  . . 

Engravers    8  . . 

Errand   boys 29  . . 

Expressmen     7  . . 

Farmers    3     . .  873  . . 

Finishers    21  . . 

I'iremen 321  . . 

Fishermen    8  . . 

Florists     17  .. 

I'oremen     19  . . 

Fruit    dealers 5 

Furriers   . .      . .  14  .  . 

G^irdeners    8S  - . 

Oasfitters     n  . . 

Gatemen     6  . . 

Glass   blowers 46  . . 

Glass    cutters 7  .. 

Glass    workers 11  .. 

Glaziers    8  .. 

Glovecutters    3  . . 

Glove   finishers    3  . . 

Glovemakers   . .  3 

Grooms   1 

Grinders     7 

Grocers 4  1 

Guides     2  .. 

Gunsmiths     7  . . 

Hiukmen    10  . . 

Hall   boys 2  . . 

Harness  makers 24  . . 

Hatters     40  . . 

Horsemen     43  . . 

Horseshoers    22  . . 

Hospltiil  orderlies 5  . . 

Hostlers    56 

Hotel   clerks 21  1 

Hotel  keepers 64  3 

Hotel   runners 2 

Housekeepers    . .  78© 

Houseworkers 7  269 

Hucksters     34 

Icemen    19  . . 

Inspectors    28  . . 

Insurance   agents 13  .. 

Investigator     1  . . 

Interpreter 1 
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Previous  Occupation,  etc.,  (Continued) 

Yates  Total 

Ironworkers    234  . . 

Janitors    36  . . 

Jewelers  23  . . 

J«M'kejs     6  . . 

Junkmen    61  . . 

Kitclien  men  2  . . 

Knitters    22  . . 

Laborers     12     . .  13,699  10 

Lathers     19  . . 

Laundrymen    36  . . 

L'lundresses    . .  38 

Lawyers   13  . . 

Leather   workers 18  .. 

Ix^tter  carriers 4  .. 

liinemen   63  . . 

Liquor  dealers 6  . . 

Lithosrraphers     5  . . 

I^iverymen   4  . . 

Locksmith    1  . . 

Ijongshoremen 18  . . 

Lumbermen   35  . . 

Lumber  shovers 5  . . 

Mnchinists     221  . . 

Mail  clerk 1  . . 

Malsters   2  . . 

Managers   , 17  . . 

Manufacturers    9  . . 

Marble  workers 2  . . 

Masons   200  . . 

Mattress  makers   4  . . 

Meat   cutters 22  . . 

Mechanical  engineer 1  .. 

Mechanics    563  . . 

Merchants    2     ..  85  1 

Messengers    12  . . 

Metal  workers 80  . . 

Midwives    2 

Milkmen   8  . . 

Millers    7  1 

Millhands 143  7 

Milliners     , .  12 

Millwrights    24  . . 

Miners    67  . . 

Miscellaneous    179  25 

Motormen     24  . . 

Moulders    1     . .  198  . . 

Movers    2  . . 

Musicians     58  3 

Newsboys     13  . . 

Newsdealers    7  . . 

Newspsii>ermen   16 

No  occupation    153  58 

NurserjTnen     4  . . 

Nurses    10  12 

Office   boys 2  . . 

Oilers    12  . . 

Operators     38  14 
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Previous  Occupation,  etc.,  (Contbvued) 

All  Counties                                                                             Yates  Total 

M      F  M       F 

Oiitician   1 

Oixieiiies    5 

Packers     27 

Painters    711 

Paperhangers    12 

Papermakers     2     . .  89 

Pa  ttern  makers 10 

Pavers     7 

Peddlers     171 

Pliotoirraphers    12 

Physicians    7 

Piano    makers 16 

Piano   tuners 13 

I»iledrivers     10 

Pipe  cutters  and  fitters 23 

Plasterers    22 

Plater    1 

I'iimibers    157 

Policemen    5 

Polishers    70 

Porteirs    117 

Potters    6 

Pressers    15 

Pressmen    35 

Print  ei*s KU 

Puhlishers    1 

Puddlers     4 

Quarrymeu    1 

Railroadmen    223 

Real    estate   dealers 21 

Restaurant    keepers <> 

Riggers   20 

Ri^  eters    5 

R(K)fers     3S 

Rul»l)er    workers 4 

Sailmakers     11 

Sailors    170 

Salesmen    282 

Saleswomen     

SaloDn  keepers     .  .          00 

Saw    filers 3 

Sawniakcr    1 

Snwyoi-s    3 

School   '>ovs  and  girls . .  80     15 

St-anistresses     .^     10 

Shipbuilders    0 

Shirr    ironers 2 

Shirtnwkers    17 

Slioe  cutters    17 

Shoemakers   1      .  .  200 

Showmen    4 

Signalmen    6 

Silversmiths    4 

Slaters    6 

Soldiers     57 

Soli.-irors    29 

Spinners      121 


STATE  COMMISSION  OF  PRISONS  533 

Pbeviotjs  Occupation,  etc.,  (Contiimed) 

,    Yates  Total 

M      F  M       F 

Stablemen    31 

Stuge   hands 4 

Steamfitters     104 

Steeplejacks 3 

Steel   workers 10 

Stenographers    14 

Stevedores   11 

Stewards    6 

Stoker 1 

Stonecutters    69 

Stonemasons   12 

Storekeepers     29 

Students  1      3  20 

Tailors    181 

Tanners    17 

Teachers    3 

Teamsters    388 

Telegraphers  18 

Telephone  operators 7 

Tilemakers    2 

Tilesetters    2 

Time  keepers   5 

Tinsmiths 75 

Tooldressers    5 

Toolmakers    15 

Trappei*s    3 

Trimmers   . ,      . .  2 

Truckmen    13 

Trunkmakers    2 

Umbrella   menders    27 

Undertakers    7 

Upholsterers    23 

Ushers    1 

Valets    3 

V«ai"nishers   . .      . .  3 

Veterinaries    4 

Wagon   maker 1 

V/aiters     186     44 

Watchmakers    8 

■V\atchmen    16 

Weavers   102 

Wheelwright   1 

Whipmaker    1 

Window  trimmer ,      . .  1 

Wireworker 14 

Woodsmen    12 

Woodworkers    38 

Woolsorter«  5 


Total    28     5  27,379 1,884 
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Showing  the  Numper  of  Federal  Prisoners  Admitted  During  the  Nine 
Months  Ending  June  30,  1916. 


Male     Feamale  Total 

AllMiny    49  13  62 

Cattaraugus    12            1  i:*. 

Cayuga    21             1 

Chomimg    4  . .  4 

Chenango   2  . .  2 

Cliiit<«i    10            4  2.*: 

Erie   133  22  155 

Franklin     8            1  9 

Fulton . .             1  1 

Kings    6  . .  6 

Mcmpoe     30            7  37 

Nassau    6            1  7 

New  York    2  . .  2 

Niagara    5            1  0 

Onesidia-Rome    1  . .  1 

Oneida-Ubica     22            4  26 

Onondaga     11  . .  11 

iCensselaer     6            1  7 

St.   Imwrence    11            4  15 

S(  heneotady    2  . .  2 

Tompkins  1  •  •  1 

Westchester- White  Plains ^ 1  . .  1 

To^l    352  &4  416 

No  Federal  prisoners  were  detained  in  the  jails  of  the  counties  not 
mentioned  in  the  above  table. 
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Showing  the  Causes  of  Detention  of  Persons  Admitted  Durinc  the  Nine  Months 
Ending  June  30, 1916. 


Sentenced 

Commi  tted 

1 

1    Detained 

to  Imprison- 

for Examin- 

Detained  as  D< 

stained  at 

for  other 

ToUi 

ment 

after 

ationorTrial 

Witnesses 

Debtors 

Causes 

COUNTY 

Conviction 

V 

« 

V 

1 

« 

1 

1 

•3 
1 

1 

a 

Ec 

E:^ 

^ 

F&i 

^ 

pc, 

Albany  

650 

32 

811 

82 

3 

9 

4 

l.i^ 

1 

!       128 

Alleeany 

42 

1] 

1 

2 

2 

57 

. 

Bronx 

326 

21 

1.075 

69 

5 

7 

m 

ii4 

1.646 

1         97 

Broome. 

516 

12 

77 

1 

6 

4 

9 

1 

m 

17 

Cattaraugrus 

26£ 

9 

45 

6 

1 

2 

i 

32! 

11 

Cayuga 

91 

2 

12' 

6 

2 

1      3 

48 

274 

1         11 

Chautauqua 

276 

11 

90 

2 

1 

366 

13 

Chemung 

661 

13 

795 

27 

1.456 

1         40 

Chenango 

5( 

4 

51 

7 

i 

i 

i 

102 

!        13 

Clinton 

112 

7 

61 

13 

3 

3 

102 

7 

284 

30 

Columbia 

176 

5 

13 

1 

189 

6 

Cortland 

78 

2 

150 

io 

21 

249 

2 

Delaware 

42 

1 

21 

1      1 

1 

64 

12 

Dutchess 

297 

9 

498 

34 

795 

43 

Erie 

217 

29 

1.574 

241 

67 

24         2 

J8 

4 

loi 

67 

1.987 

365 

Essex 

39 

36 

3 

2 

1 

3 

1 

12 

91 

5 

Franklin 

108 

8 

91 

18 

2 

3 

1 

1 

203 

29 

Fulton 

59 

4 

29 

1 

3 

1 

6 

2 

94 

10 

Grenesee 

192 

5 

39 

1 

1 

1 

2a3 

6 

Greene 

59 

4 

27 

i 

397 

483 

5 

Hamilton 

Herkimer 

132 

5 

30 

2 

2 

164 

7 

Jefferson 

221 

13 

77 

1 

5 

27 

4 

330 

18 

Kings 

49 

13         S 

1 

68 

168 

17 

Lewis 

13 

i 

42 

2 

9 

64 

3 

Livingston 

130 

37 

1 

3 

167 

4 

Madison 

298 

4 

3 

2 

303 

4 

Monroe 

54 

3 

1.289 

176 

2 

2         < 

3 

1,388 

180 

Montgomery 

283 

1 

2 

2 

287 

1 

Nassau 

629 

10 

205 

24 

'.'.        23 

2 

•• 

840 
234 

34 

New  York 

3 

Niagara 

363 

22 

192 

i2 

.. 

7i 

7 

630 

42 

Oneida,  Rome.... 

409 

5 

96 

4 

1 

1 

609 

10 

Oneida,  Utica.... 

804 

18 

480 

30 

11 

] 

16 

1.321 

48 

Onondaga 

358 

16 

4 

2 

364 

20 

Ontario.. . 

213 
205 

3 
25 

58 
123 

1 
10 

• 

5 

4 

277 
330 

4 

Oi-ange,  Goshen.. 

40 

O  range,  Newb'gh 

147 

12 

196 

6 

2 

3 

349 

eo 

Orleans 

226 

23 

3 

250 

3 

Oswego,  Oswego. 

476 

9 

25 

4 

40 

650 

13 

Oswego.  Pulaski . 

126 

9 

134 

Otsego 

106 

4 

25 

6 

1 

131 

11 

Putnam 

149 

3 

162 

Queens 

577 

66 

164 

ie 

ii 

2 

11 

732 

2 

Rensselaer 

82 

Richmond 

183 

12 

268 

22 

10 

1 

466 

86 

Rockland 

96 

12 

48 

7 

1 

146 

20 

St.  Lawrence... 

232 

6 

41 

4 

274 

9 

Saratoga 

384 

6 

259 

11 

643 

17 

Schenectady 

259 

13 

632 

83 

1 

896 

»7 

Schoharie 

19 

2 

16 

1 

34 

t 

Schuyler 

21 

31 

3 

2 

64 

B 

Seneca,  Ovid 

12 

8 

4 

24 

Seneca,  Waterloo. 

164 

158 

3 

30 

343 

t 

Steuben 

204 

10 

78 

3 

6 

289 

11 

Suffolk 

247 

11 

78 

9 

4 

333 

20 

Sullivan 

44 
36 

43 
30 

2 
1 

3 

90 
66 

2 

Tioga 

1 

Tompkins 

138 

2 

76 

5 

6 

4 

220 

11 

Ulster 

155 

11 

109 

7 

264 

18 

Warren 

88 

8 

4 

96! 

4 

Washington 

187 

2 

86 

ie 

1 

289 

8 

Wayne 

64 

2 

33 

98 

1 

Westchester- 

Peekskill 

446 

2 

334 

18 

2 

782 

20 

Weitcheiter- 

White  Plains . . 

507 

62 

931 

161 

78 

16 

1.624 

228 

Wyoming 

60 

1 

137 

1 

2 

200 

2 

Yates 

28 

6 

28 

8 

ToUl 

13.387 

637 

12.433 

1.160 

282 

113       46( 

B 

13 

1,136 

98 

27.703 

1.921 
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Relating  to  Employment  of  Pbisonebs 

No.  of  day's  work  Amount 
^^,,^„^„^  performed        rec'd 

COUNTIES  NATURE  OF  EMPLOYMENT  during    for  labor 

the         of  prie- 
year.  oners 

Allegany  Cai*e  of  buildings  and  grounds .... 

Bronx  Institution  work 

Broome  Care  of  buildings  and  grounds  «nd 

breaking   stone 3,525 

Cattaraugus  Buildings  roads 

Chautauqua  Institution  work  and  care  of  county 

property    .... 

Ohemung  Breaking  stone .... 

Chenango  Care  of  buildings  and  grounds .... 

Columbia  Institution    work .... 

Dutchess  Institution   work 822         

Essex  Fanning,    lumbering    and    in    stone 

quarry  257         .... 

Franklin  Institution  work,  jxainting  and  farming        795         .... 

Genesee  On  county  farm 70        

Jefferson  Institution  work  and  on  hospital  farm       

Lflvingston  Care  of  county  buildings  and  grounds 

and  on  streets 50     |50.00 

Madison  Farming  and  care  of  grounds 2,160         .... 

Montgomery  Care  of  buildings  and  grounds .... 

Nassau  Care  of  buildings  and  grounds  and 

breaking   stone .... 

Niagara  -*  Breaking  stone  and  at  court  house *  2,320     $41.50 

Ontario  C*are  of  county  buildings  and  grounds, 

on  county  farm  and  breaking  stone     2.867i^     .... 

Orange — Goshen  Institution  work 1,510         

Oswego — Oswego         Institution  work  and  farming 

Putnam  Institution  work 

Rensselaer  Weaving  blankets  and  toweling .... 

Richmond  Care  of  buildings  and  grounds  and 

garden   1,872 

St.  Lawrence  Farming  and  breaking  stone 2,915   1724.99 

Schenectady  Eight  trusties  and  institution  work . . .      2,192         

Seneca — Waterloo       Care  of  buildings  and  grounds 

Steuben  Care  of  buildings  and  grounds,  break- 

ing stone,  grading  and  painting. . .      1.815         .... 

Suffolk  On  highways  and  county  lands 1.420         .... 

Tioga  On  county  farm 1.251         .... 

Tompkins  Institution    work .... 

Ulster  Care  of  buildings  and  grounds .... 

Westchester  Institution    work 

Wyoming  Care  of  buildings  and  grounds 

Tates  Care  of  buildings  and  grounds,  and 

gardening . .  •  • 

♦  For  seven  months  only. 

In  the  countlee  not  mentioneil  in  the  alwve  table  the  prisoners  are  aet 
employed. 
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Relating  to  Board  of  Prisoners,  Salaries,  rrc. 


COUNTIES 


Salaried 
or  fee 
office 


Albany   Salaried 

Allej^'any     

lil'OIlX    

Broome  

Cattaraugus 

Cayuga    

Chauitauqua 

Chemung    

Chenango   

Clhiton    

Columbia    

Cortland     

Delaware   

Dutchess    

Erie   

E!^sex     

Franklin     

Fulton 

Genasee 

Greene    

Hamilton    Fee 

Herkimer  Salaried 

Jefferson    " 

Kings     " 

r.ewis    " 

Livingston    " 

Madison    " 

Monroe   " 

IVlontgomery    " 

Nassau    " 

New  York    " 

Niagara    " 

Oneida-Rome " 

Oneida-Utica  " 

Onondaga  " 

Ontario  " 

Orange-Goshen   ....         " 
Orange-Newburgh    .         " 

Orleans  " 

Oswego     " 

Otsego  Fee 

Putnam   Salaried 

Queens    " 

Rensselaer   " 


Salary  re- 
ceived by 
sheriff 


$4,000.00 
1,700.(K> 

10,000.00 
3,000.00 
2,900.00 
3,000.00 
5,000.00 
4,500.00 
2,500.00 
1,500.00 
3,000.00 
2.300.00 
2,000.00 
4,000.00 
5.000.00 
1,500.00 
1.200.00 
2.000.00 
1,500.00 
2.500.00 

3,000.00 
3,000.00 

15,000.00 
1,800.00 
2,000.00 
1,500.00 
4,000.00 
4,200.00 
2,500.00 

12.000.00 
2,000.00 

6,000.00 
4,000.00 
2.000.00 
4,000.00 

2,000.00 
3,000.00 

1.200.00 

10,000.00 

4,000.00 


Cost  per  week 
for  board  of 


2.92 
1..S4 
1.81 

1.99 
1.97 
1.86 
1.75 
2.50 
2.29 
1.22 
2.87 
1.44 
2.10 
2  21 
1.24 

2.20 
2.80 
7.00 
2.54 
*1.40 
*2.73 
1.12 
1.78 
1.19 


1.25 
1.36 
\a2 


1.35 
2.29 
2.01 
2.07 
2.00 
3.01 
3.50 
5.25 
1.15 


Total  co«tof 
board  of 
prisoners 
per  year 


$1,128.92 
5,25.3.00 
2,254.34 

1.165.40 
3,272.78 
2.244.49 

854.20 
1,610.00 
1,323.17 

457.27 

990.75 
1,802.81 
6,617.10 
1.901.49 

906.52 

601.69 

1,016.40 

182.50 

993.14 

♦1.700.00 

1,395.47 

125.60 

6,85.23 

2,011.28 


1,854.84 
2,877.08 
2,851.30 
3,539.32 

1,200.62 
2.716.07 
1.247.03 
1.304.83 
4.992.87 
1,700.65 
2,791.00 
17.50 
3,049.80 
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Rklatino  to  Boabd  of  Pbisonebs.  Salabies.  etc. 

Salaried  Salary  re-  Cost  per  week 

or  fee  ceived  by  for  board  of 

office  sheriff  prisoners 
COUNTIES 

SALARIED 

Ricihmoiid "  6,000.00  2.21 

Rockland    "  2,000.00  3.01 

St.  Lawrence "  1,500.00  .83 

Saraftoga    "  2,000.00  1.10 

Schenectady    "  3,000.00  2.14 

Schoharie "  1,000.00  4.00 

Schuyler "  1,200.00  t2.34 

Seneca    "  2,000.00  §  2,50 

Steuben "  2,500.00  1.61 

Suffolk    "  3,500.00  2.19 

Sullivan    "  1,700.00  4.66 

rpi                                                   „  -,  «p^  ^  1.96  J  court       prisoners  ( 

^^^S^    ^> ^OU.UU  2.80  ( Sentd.     prisoners  ( 

Tompkins  "  1,800.00  1.17 

Ulster    "  3,500.00  1.75 

Warren    "  2,200.00  2.10 

Washington  "  2,000.00  .95 

Wayne    "  1,800.00  — 

Westchester,  P "  —  .    3.15 

Westchester,  W.  P..         "  10,000.00  1.40 

Wyoming    "  1,500.00  •2.10 

Yates "  1,000.00  3.76 

♦  Estimates 

t  Rate  since  January  1,  1916. 

§  Includes  both  jails 

t  Includes  sherifTfi  family 


Total  cost 

of  board  of 

prison«n 

per  year 

3,979.34 
2,556.79 
1,554.56 
1,716.00 
4,204.32 
937.71 

1,794.75 
2,020.37 
3,958.45 
1,515.61 
1,004.50 

561.39 
1,732.50 

984.90 


2,160.90 

5,241.62 

$1,079.06 
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SkowlBff  CommllmcBta  f«r  f  ntoxiefttlon,  m  Tramps,  y»Kr»Btf,  and  at  Drunk  and  !>!•• 
•i««tly,r«r  th«  Nine  Months  Ending  JuneM.ltlt 


COUNTY 


Intoxication 


Albany 

AUeirany 

Bronx 

Broome 

Cattarauffui 

Cayufira 

Chautauqua 

Chemunjr •  •  ■  • 

Chenanffo 

Clinton 

Columbia 

Cortland 

Delaware 

Dutchess 

Erie 

Essex 

Franklin 

Tulton 

Genesee 

Greene 

Hamilton 

Herkimer 

Jefferson  

KinsTB 

Lewis 

Livinffston 

Madison 

Monroe 

Montgomery    

Nassau 

New  York 

Niagtira 

Oneida-Rome 

Oneida-Utica 

Onondaira 

Ontario 

Oranee-Goshen 

Orangre-Newborffh 

Orleans  

Oswearo-Oswesro 

Osweffo-Pulaski 

Otsego 

Putnam 

Queens 

Rensselaer 

Richmond 

Rockland 

St.  Lawrence 

Sartloga      

Sch  eaectady 

Schoharie 

Schuyler 

Seneca-Ovid 

Seneca- Waterloo  

Steuben   

Suffolk  

SulliTan  ■ 

Tioga 

Tompkins 

Ulster  

Warren 

Washington  

Wayne 

Westchester  Peekskill 

Westchester  White  Plains  . 

Wyoming 

Yates 


Male    I  Female 


452 

27 

6 

410 

161 

166 

197 

.106 

47 

158 

86 

125 

15 

306 

252 

80 

76 


81 


173 

21 

72 

213 

410 

53 


359 
45 

485 
80 

157 

121 

"let 

271 
71 
67 

145 

246 


130 

291 

173 

18 

40 

5 

244 

159 

77 

17 

26 

6 

100 

69 

126 

57 

141 


14 


Tramps 


Male     Female 


3 
341 


212 
2 

7 


298 
81 


Vagrants 


Male 


21 
4 

3 

1 

84 

18 

"i 

8 
9 

Hi 


2 
16 
55 
266 
14 


201 
11 

1 

1 

187 


134 


Female 


Drunk 

and 

Disorderly 


Male     Female 


100 
9 


147 


Total. 


8.995 


468        1,106 


2.278 


286        294 


26 
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Number  of  Federal  Prisoners  Admitted  During  the  Nine  Months   Ending 

June  30, 1916. 


NAME  OF  INSTITUTION 

City  Prison  (The  Tombs) 

Branch  Workhouse,  Hart's  Island 

City  Prison,  Brooklyn 

Totol 


Male 


477 


Female 

Total 

11 

391 

2 

98 

13 

490 

Showing  the  Social  Relations  of  Persons  Admitted  During  the  Nine  Months 
Ending  June  30, 1916. 


NAME  OF  INSTITUTION 

Married 

1 
Single 

Total 

1 

Male 
Female 

«    ! 
1    1 

1 

City  Prison  (The  Tombs) 

2,674 

2.105 

1,061 

4.572 

1.145 

408 

1,168 

265 

834 

57 

3.542 

366 
2,615 
202 
341 
283 

61 
176 

29 
137 

■  2,2ii 

2,9971         92    5,671  i 
2,6641    1,760    4,769 
2,008!       139    3.0691 
6,4341       303  11,006 
1,549'         85    2.694! 

594!         14    1.0021 
1.721!       107    2,889 

282            7!       K471 

458 

4  375 

Third  District  Prison 

341 

Fourth  District  Prison 

644 

Fifth  District  Prison 

368 

Sixth  District  Prison 

76 

283 

Ritrhth   Di<!trirt   Pri«mn           ... 

36 
191 

sTwelfth  District  Prison 

1,093          54 

89! 

6,252!    1,285 

' ' "330I ;;:::: 

II81         17 

6,090|       276 

589;         32 

l,927i 

1       146, 

8.794i 

1 

....    1 

336! 

168  i 

10.319: 

1.1611 

llTraffic   Detention 

New  York  Workhouse 

3  496 

Branch  Workhouse,  Hart's  Island 

Branch  Workhouse.  Riker's   Island. 

8 

994 
65 

New  York  City  Reformatory.  Hart's  Island 

6 

50 

4.229 

572 

25 

City  Prison,  Brooklyn 

1  2T0 

City  Prison,  Queens 

97 

Tetal 

22,688 

7;488 

81,811i    4.171 

54,499111.669 

•Opened  November  1.  1915.        1  Open  ad  June  14.  1916. 
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TWENTy-SK('()Nl>  ANNTAI.  KKPOflT  OF  THK 


Kbowins  the  JBdueation  ef  Persons  Adinitttd  During  the  iNlne  Months  Endlnc 

June  30, 1916 


NAME  OF  INSTITUTION 


Can  read    .Cannot  r«ad 
and  wiice        or  write 


City  Prison  (The  Tombs) 

Second  District  Prison 

Third  District  Prison 

Fourth  District  Prison 

Fifth  District  Prison 

Sixth  District  Prison 

Seventh  District  Prison 

Eighth  District  Prison 

•Twelfth  District  Prison 

ITraffic  Detention     

New  York  Workhouse 

Branch  Workhouse.  Hart's  Island 

Branch  Workhouse,  Riker's  Island 

New  York  City  Reformatory,  Hart's  Is 

S  House  of  Detention 

City  Prison.  Brooklyn 

City  Prison.  Queens 

Total 


5,199 
4,734 
3,035 
10.799 
2.236 

987 
2.851 

464 
1,805: 

146 

8,599:   S.411 


330 


3071 
4.330) 
3371 
644  i 
368 
78 
280' 
27  i 
182 


9.484 
954 


1.134 
61  623  11.1721 


472' 

22; 

84  j 
2071 
458! 

16! 
38i 
83 1 
I22I 

11 
191  i 


136i 
16; 


Can  read 
only 


IS 


ToUl 


5.671 

4.769 

8.069 

ll.»0€ 

1.694, 

1.002! 

2.88»i 

M7 

1.927 

146 

8.794 

...'1 

886 1 

10.819  i 
1.161 
64.831 1 


1_ 

458 

4.S76 
341 
«44 

868 

76 
2*3 

S€ 
ISl 

S.4t6 


1.270 

97 

11.684 


'Opened  Novenaber  1.  1916 


?Opentd  June  14,  1916 


S  No  record 
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Showing 


the  Habits  of  Life  of  Persons  Admitted  During  the  Nine  Months  Ending 
June  3d,i9i6 


NAME  OF 
INSTITUTION 

Used  Liquor 
Freely 

Used  Liquor 
Moderately 

Did  Not  Use 
Liquor 

TOTAL 

Male 

Female 

Male 

Female 

Male 

Female 

Male 

Female 

City  Prison,  The  Tombs 

Second  District  Prison 

Third  District  Prison 

Fourth  District    Prison 

Fifth  District  Prison 

Sixth  District  Prison        

Seventh  District  Prison 

Eighth  District  Prison 

•Twelfth  District  Prison 

STrafRc  Detention 

156 
616 
144 
3,141 
503 
296 
143 
97 
114 

2,791 
1 
3 

3,304 

87 

72 
671 

34 
398 
144 

53 

79 
9 

57 

1,137 

429 
11 

3,760 

3,904 

813 

4.280 

1,185 

445 

1,467 

199 

905 

115 

4,193 

139 

6,100 
745 

63 
2.424 
85 
211 
83 
13 
67 
22 
59 

1,516 

353 
43 

1,755 

249 

2,112 

3,585 

1,006 

261 

1.279 

251 

908 

31 

1,810 

194 

915 
329 

323 

1.280 

222 

35 

141 

9 

137 

5 

75 

843 

488 
43 

5,671 

4,769 

3,609 

11,006 

•2,694 

1,002 

2,889 

547 

1,927 

146 

8,794 

1 

836 

10,319 
1,161 

458 
4,375 
341 
644 
368 

75 
28» 

86 
191 

New  York  Workhouse 

Branch  Workhouse,  H.  I 

N.  Y.  C.  Reformatory.   H.   I 

II House  of  Detention  

City   Prison,  Brooklyn 

City  Prison.  Queens 

3,49€ 

1,270 

97 

TOTAL                  

11.396 

3,094 

28,250 

4,939 

14,685 

3,601 

54,331 

11,634 

NAME  OF 
INSTITUTION 

Used 
Tobacco 

Did  Not  Use 
Tobacco 

TOTAL 

Male 

Female 

Male 

Female 

Male 

Female 

City  Prison,  The  Tombs  .... 

Second  District  Prison 

Third  District  Prison 

Fourth  District  Prison 

Fifth  District  Prison 

Sixth  District  Prison 

Seventh   District  Prison 

Eighth  District  Prison 

*Twelf  th  District  Prison .... 
§Traffic  Detention 

5,292 
4,401 
2,946 
9.951 
2,429 

953 
2.529 

509 
1,799 

139 

7,899 

1 

297 

9.863 
1,082 

84 
640 
152 
341 
62 
35 
62 

2 
1,104 

418 
42 

379 
368 
123 
1,055 
265 

49 
360 

38 
128 

895 

39 

456 

79 

374 
3,735 
189 
303 
306 

40 
221 

36 
189 

2,392 

852 
55 

5,671 
4,769 
3,069 
11,006 
2,694 
1,002 
2,889 

547 
1,927 

146 

8,794 

1 

336 

10.319 
1,161 

468 
4,375 
341 
644 
368 

76 
288 

36 
191 

New  York  Workhouse 

Branch  Workhouse,  H.I 

N.  Y.  C  Reformatory,  H.  I. 

II House  of  Detention 

City   Prison,   Brooklyn 

City  Prison,  Queens 

3,496 

1,270 
97 

TOTAL 

50  090 

2,942 

4,241 

8,692 

54,331 

11,634 

•Opened  November  1,  1916 
gOpened  June  14,  1916 
II No  Record. 
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TWENTY-SECOND  ANNUAL  REPORT  OF  THE 


Showing  th«  Color  of  Penons  Admltftod  Daring  the  Nine  Months  Kndlng  June  SO,  If  If 


White 

Colored 

Monfirolian 

ToUl 

NAME  OF  INSTITUTION. 

^ 

S 

1 
1 

1 

1 

^- 

1 

1 

5.332 
4.410 
3,047 
10.475 
2.594 

995 
2.624 

526 
1.596 

132 

8.283 

1 

329 

163 
9.924 
1.130 

435 
3.874 
341 
622 
330 

71 
243 

36 

3.089 

187 
353 

19 

528 

100 

7 

265 

21 
328 

14 
439 

23 
501 

""22 

38 

4 

40 

152 
6 
3 

3 

5.671 

4,769 

3,069 

11.006 

2.694 

1.002 

2.889 

547 

1.927 

146 

8,794 

1 

336 

168 

10,319 

1.161 

54.499 

458 

Second  District  Prison     

Third  District  Prison     

4.375 
341 

644 

368 

Siyf-h    Diqtpipt    Priion 

75 

3ev©nth  District  Prison        ..•       ..• 

283 

KiirhtVi    District     Ppiqftn 

36 

135 

3 

191 

New  York  Workhouse  

407 



3.496 

Tlran^h    WrtrlrVirtiian     FTn  rf'q    T<ilAnrl 

New  York  City  Rif  jrntiatory,   Hart's  Is 

"zi 

1.127 
79 

7 

6 

383 

28 

4 

143 

18 

25 

12 
3 

1,270 

City  Prison,  Queens 

97 

Total 

51.561 

10.324 

2,684 

1.335 

254 

lll.67f 

Opened  November  1,  1915. 


lOpenei  June  14,  1916. 
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TWENTY-SECOND  ANNUAL  REPORT  OF  THE 


Sbowlnc  tho  Natlrity  of  Persons  Admitted  During  the  Nine  Months  Ending  June  80,  lllf 


NAME  OF  INSTITUTION. 


Native 
Born 


City  Prison  (The  Tombs) 

Second  District  Prison 

Third  District  Prison 

Fourth  District  Prison 

Fifth  District  Prison 

Sixth  District  Prison 

Seventh  District  Prison 

Eilf hth  District  Prison 

§  Twelfth    District  Prison 

tTraffic  Detention 

New  York  Workhouse '. 

Branch  Workhouse,  Hart's  Island  

New  York  City  Reformatory,  Hart's  Island 

House  of  Detention 

City  Prison,  Brooklyn  

City  Prison.  Queens 

Total 


2.511 

2,701 

838 

6,295 

1,427 

616 

1,912 

314 

1,204 

96 

6,111 

1 

270 

60 

6.184 

707 

!0,247 


173 
2,271 

77 
273 
155 

46 
173 

12 
134 

1,861 


13 

780 

^70 

6,038 


Foreigrn 
Born 


3.160 

2.068 

2.231 

4,711 

1.267 

386 

977 

233 

723 

50 

3.683 


4.135 
464 


24,252 


285 

2,104 

264 

371 

213 

29 

110 

24 

67 

1.'635 


12 

490 

27 

6.621 


Total 


5,671 
4, 
3, 
11.006 
2.694 
1.002 
2,889 

547 
1.927 

146 

8.794 

1 

836 

168 
10.319 
1.161 


468 
4.376 
341 
644 
868 

75 
283 

86 
191 

3.496 


26 

1.270 

97 


M'499    11.669 


gOpened  November  1.1915 


tOpened  June  14, 1916 


I 


STATE  COMMISSION  OF  PRISONS 


549 


Showing  the  Ages  of  Persons  Admitted  During  the  Nine  Months   Ending  June  30,  12) 


c 

sixteen 

unc 

t-went 

years c 

1 

and 
er 

y-one 
)f  age 

o 

1 

Twenty- one 

and  not  over   Over   thirty          Total 
thirty  years  years  of  age 
of  age 

NAME    OF  INSTITUT  ION 

0) 

V      ! 

£ 

City  Prison  (The  Tombs)    

Second  District  Prison      

812 

721 

393 

1.569 

580 

227 

422 

56 

,      237 

20 

458 

1 

85 

18 

1.769 

214 

12 
123 
58 
16 
41 

42 

11 

27 

:: 

7 

Hi 

13 

2,243 
2'167 
1.176 
3,778 
1.094 

353 

1,279 

■      121 

908 

98 

2,353 

25i 

75 
1  3.%1 
i      505 

120  2,616 
1-602    1.881| 

121  1.500 
116    5.659, 
110    1.020 

24^       422 

99    1,188 

2       370; 

74        782, 

i         28' 

870;  5.983, 

'8      "75 

336    4.589 

30       439i 

326  6 
2.650.  4,769 
162  3,06S 
512  11.006 
217!  2.694 

51!  1,002 
142;  2.889 

34  547 
106  1,927 
. . . . !  146 
2.599'  8.794 
...J  1 
....:      336 

10 :  168 
823  10.319 

54    1,161 

458 
4.375 

Third  District  Prison     

341 

644 

Fifth  District  Prison 

368 

Sixth  District  Prison     

75 

288 

Eighth  District  Priso  n  

36 

191 

■(■Traffic  Detention 

3.49« 

Branch   Workhouse,  H.  I 

N.Y.  C.  Reformatory,  H.I 

26 

City  Prison,  Brooklyn   

City  Prison,  Queens   

1,270 
97 

Total 

1    7.582 

46120.365 

3.51226,552 

7.686    54.499  11.659 

Showing  the  Cause  Of  Detention  of  Persons  Admitted  During  the  Nine  Months 
Ending  June  30, 1916 


NAME  OF  INTITUTION 

Sentenced 
to  imprison- 
ment after 
conviction 

Committed 

for 

examination 

or  trial 

Detained  as         Total 
witnesses 

es 

1 

fa 

3) 

a 

:2 

a 

1      i 

5       s 

1 

City  Prison  (The  Tombs) 

Second  District  Prison 

Third  District  Prison 

4.173 
1,869 

4,115 
1,891 

1,566 

8,794 

1 

336 

3'.297 
949 

526 
3,211 

"124 
435 

'664 

3,496 

'524 
138 

6,498 
5.749 

7,104 
3.137 

2.245 

'4S 

377 
1,591 

'686 
.    212 

'796 
217 

6 
4 

10.677 
7.622 

11.219 
5.028 

903 
4,802 

Fourth  District  Prison 

::::!  ""4 

810 

Fifth  District  Prison 

651 

Sixth  District  Prison 

Seventh  District  Prison. 

32 i                 3.a43 

748 

Eighth  District  Prison    

'168 
4 

....     9.722 

1 

430 

25        168 
10.773 

New  York  Workhouse 

3,667 

Branch  Workhouse,  Hart's  Island     

New  York  City  Reformatory,  Hart's  Island 

House  of  Detention 

City  Prison,  Brooklyn 

."25 
1,320 

City  Prison,  Queens 

2      1.517 

355 

Total 

26.991 

9.118 

32,771 

3,963 

216         29  61  000 

13.281 

Detained  for  other  causes:    N. 


Y.  Workhouse,  928  males,  171  females, 
tory.  H.  I.  94  males. 


N.  Y.  C.  Reforma- 


550 


TWENTY- SECOND  ANNUAL  REPORT  OF  THE 


New  Tork  Cltr  Institutions,  1916. 
Showing  the  Commitments  for  Intoxication,  Yasrancf,  etc. 


Disorderly      t 
conduct 

Intoxi  cation 

Vagrrancy 

NAME  OF  INSTITUTION 

.2 

1 

1 

'0 

1 

1 

• 

City  PriBon  (The  Tombs) 

621 

879 
949 

5.092 
665 
507 
728 
174 
467 

3,603 
56 

1.569 
310 

35 

1.073 

46 

151 

114 

52 

72 

7 

57 

1.114 

147 

330 

206 

1.119 

fs 

201 

36 

144 

1.316 

I'.eo? 

92 

78 

1,008 

88 

366 

95 

23 

67 

11 

38 

1.090 

366 
30 

445 

106 

319 

509 

368 

35 

59 

13 

35 

1.050 

12 

760 

36 

18 

Second  District  Prison 

1.693 

Third  District  Prison 

•^ 

Fourth  District  Prison 

46 

Fifth  District  Prison 

40 

Sixth  District  Prison 

Seventh  District  Prison 

Eighth  District  Prison 

•Twelfth  District  Prison 

14 

New  York  Workhouse 

1,152 

New  York  City  Reformatory.  Hart's  Is 

City  Prison.  Brooklyn 

392 

City  Prison,  Queens 

24 

Total 

15.620 

2.852 

5,373 

3.260 

3.747 

3.406 

Opened  November  1,  1915. 
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APPENDIX 


EXTRACTS  FROM  THE  PRISON  LAW 


§  40.  State  Commission  of  Prisons;  Appointment  and  Terms. — 
There  shall  continue  to  be  a  state  commission  of  prisons,  composed  of  seven 
members,  who  shall  be  appointed  by  the  governor,  by  and  with  the  advice 
and  consent  of  the  senate.  They  shall  be  known  as  commissioners  of  pris- 
ons, and,  except  as  herein  otherwise  provided,  shall  hold  office  for  four 
years  and  until  the  appointment  and  qualification  of  their  respective  suc- 
cessors. In  case  of  any  vacancy  in  the  office  of  any  commissioner,  the  ap- 
pointment shall  be  for  the  remainder  of  the  unexpired  term.  No  commision- 
er  shall  qualify  or  enter  upon  the  duties  of  his  office,  or  remain  therein, 
while  he  is  the  superintendent  of  state  prisons  or  the  superintendent,  man- 
ager, agent  and  warden  or  other  administrative  officer  of  one  or  more  of  the 
institutions  subject  to  the  visitation  and  inspection  of  such  commission. 

§  45.  Officiai.  Seal,  Certificates  and  Subpoenas. — The  commission 
shall  cause  a  record  to  be  kept  of  its  proceedings,  and  it  shall  have  and  use 
an  official  seal ;  and  the  records  of  its  proceedings  and  copies  of  all  papers 
and  documents  in  its  possession  and  custody  may  be  authenticated  in  the 
usual  form,  under  such  seal  and  the  signature  of  its  president  or  secre- 
tary. In  making  investigations  as  herein  authorized  said  commission  or  any 
member  thereof  is  hereby  empowered  to  issue  compulsory  process  for  the  at- 
tendance of  witnesses  and  the  production  of  papers,  to  administer  oaths 
and  to  examine  persons  imder  oath. 

§  46.  General  Powers  and  Duties  of  Commission. — The  state  com- 
mission of  prisons  shall  visit  and  inspect  all  institutions  used  for  the  de- 
tention of  sane  adults  charged  with  or  convicted  of  crime,  or  detained 
as  witnesses  or  debtors,  excepting  such  reformatories  as  are  subject  to 
the  visitation  and  inspection  of  the  state  board  of  charities ;  and  shall : 

1.  Aid  in  securing  the  just,  humane  and  economic  administration  of 
all  institutions  subject  to  its  supervision. 

2.  Advise  the  officers  of  such  institutions  or  in  control  thereof  in  the 
performance  of  their  official  duties. 

3.  Aid  in  securing  the  erection  of  suitable  buildings  for  the  accommoda- 
tion of  the  inmates  of  such  institutions,  and  approve  or  reject  plans  for 
their  construction  or  improvement. 

4.  Investigate  the  management  of  all  institutions  made  subject  to  the 
visitation  of  the  commission,  and  the  conduct  and  efficiency  of  the  officers 
or  persons  charged  with  their  management. 

5.  Secure  the  best  sanitary  conditions  of  the  buildings  and  grounds 
of  all  such  institutions,  and  protect  and  preserve  the  health  of  the  inmates. 
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6.  Collect  statistical  information  in  respect  to  tlie  property,  receipts 
and  expenditures  of  said  institutions  and  of  any  department  of  the  state 
or  any  subdivision  thereof  in  charge  of  the  same,  and  the  number  and  con- 
dition   of   the    inmates   thereof. 

7.  Ascertain  and  recommend  such  system  of  employing  said  inmates  as 
may,  in  the  opinion  of  said  commission,  be  for  the  best  interest  of  the  public 
and  of  said  Inmates  and  not  in  conflict  with  the  provisions  of  the  constitu- 
tion relating  to  the  employment  of  prisoners. 

8.  Close  any  city  jail  or  police  station,  town  or  village  jail  or  lockup 
which  is  unsanitary  or  inadequate  to  provide  for  the  separation  and  clas- 
sification of  prisoners  required  by  law.  The  powers  and  duties  of  the 
commission  under  this  subdivision  shall  be  exercised  in  the  following 
manner :  The  commission  shall  cause  a  citation  to  be  mailed  to  the  mayor 
and  the  city  clerk,  in  the  case  of  a  city  jail  or  police  station ;  to  the  super- 
visor and  town  clerk,  in  the  case  of  a  town  jail  or  lockup,  and  to  a  trustee 
and  village  clerk,  in  the  case  of  a  village  jail  or  lockup,  at  least  twenty 
days  before  the  return  day  thereof,  directing  the  authorities  of  the  city, 
town  or  village  designated  to  appear  before  such  commission  at  the  time 
and  place  set  forth  in  the  citation,  and  show  cause  why  such  city  jail  or  police 
station,  or  town  jail  or  lockup,  or  village  jail  or  lockup,  shall  not  be  closed. 
After  a  hearing  thereon  or  upon  the  failure  to  appear,  such  commission 
is  empowered  to  order  the  city  jail  or  police  station,  town  jail  or  lockup, 
village  jail  or  lockup  designated  in  the  citation  closed  within  ninety  days, 
during  which  time  the  city,  town  or  village  may  review  such  order  by  writ 
of  certiorari,  in  the  supreme  court.  Ninety  days  after  the  order  to  close 
has  been  served  by  registered  letter  upon  the  mayor  and  city  clerk,  in 
case  of  a  city  jail  or  police  station,  upon  the  supervisor  and  town  clerk, 
in  case  of  a  town  jail  or  lockup,  and  upon  a  village  trustee  and  clerk  in 
case  of  a  village  jail  or  lockup,  if  no  court  review  has  been  taken,  and 
ninety  days  after  the  order  of  such  commission  has  been  confirmed  by  the 
court,  in  case  of  court  review,  the  city  jail  or  police  station,  town  jail  or 
lockup  and  village  jail  or  lockup  designated  in  the  order  shall  be  closed, 
and  it  shall  be  unlawful  to  confine  or  detain  any  person  therein  and  any 
officer  confining  or  detaining  any  person  therein  shall  be  guilty  of  a  mis- 
demeanor.    (Chapter  379,  Laws  of  1914.) 

§  47.  Visitation  and  Inspection  of  Institutions. — The  Institutions 
subject  to  the  visitations  of  said  commission  may  be  visited  and  Inspected 
by  it  or  by  any  member  thereof  or  by  its  secretary,  when  authorized, 
or  by  any  officer  or  Inspector  duly  appointed  by  it  for  that  purpose,  at 
any  and  all  times.  Such  commission  or  any  member  thereof  may  take  proof 
and  hear  testimony  relating  to  any  matter  before  It,  or  before  such  member, 
upon  any  such  visit  or  Inspection.  Any  member  or  the  secretary  of  such 
commission,  when  authorized,  or  any  officer  or  Inspector  duly  appointed 
by  It,  shall  have  full  access  to  the  grounds,  buildings,  books  and  papers 
relating  to  any  such  institution,  and  may  require  from  the  officers  and 
persons  In  charge  or  control  thereof  any  Information  he  may  deem  necessary 
in  the  discharge  of  his  duties.  Said  commission  may  prepare  regulations 
according  to  which,  and  provide  blanks  and  forms  upon  which,  such  Infor- 
mation shall  be  furnished,  in  a  clear,  uniform  and  prompt  manner,  for  the 
use  of  the  commission.  Any  superintendent,  commissioner,  officer  or  em- 
ployee of  such  Institution,  or  In  charge  or  control  thereof,  who  shall  re- 
fuse or  cause  admission  to  be  refused  to  any  member,  officer  or  inspector 
of  the  commission,  for  the  purpose  of  visitation  and  Inspection,  or  who 
shall  refuse  or  neglect  to  furnish,  or  to  cause  to  be  furnished,  the  infor- 
mation required  by  the  commission  or  by  any  of  Its  members,  officers  or 
Inspectors,  shall  be  guilty  of  a  misdemeanor. 

§  48.  Orders  of  the  Commission  Directed  to  Institutions  or  Officebs 
in  Charge  Thereof.— If  it  shall  appear,  after  any  such  investigation,  that 
the   laws   relating  to   the  construction,   management  and   affairs   of  any 
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such  institutions  and  the  care,  treatment  and  discipline  of  its  inmates, 
are  being  violated,  or  that  inmates  of  any  such  institutions  are  cruelly, 
negligently  or  improperly  treated,  or  inadequate  provision  is  made  for 
their  sustenance,  clothing,  care,  supervision  or  other  condition  necessary 
to  their  suitable  and  proper  well  being,  said  board  may  apply  for  an 
order  of  the  supreme  court,  directed  to  the  proper  superintendent,  com- 
missioner, agent  and  w^arden,  manager,  keeper  or  other  oflBcer  of  such 
institution  or  in  control  thereof,  requiring  him  to  modify  such  treatment 
or  apply  such  remedy,  or  both,  as  shall  therein  be  specified.  The  appli- 
cation for  such  order  shall  be  made  as  prescribed  in  section  fifty-two  of 
this  chapter  and  the  court  may  thereupon  make  such  order  as  may  be 
just ;  a  failure  to  comply  with  the  terms  of  such  order  shall  be  a  con- 
tempt of  court  and  punishable  as  such.  Any  person  to  whom  such  an 
order  is  directed  who  shall  willfully  refuse  to  obey  the  same,  shall  like- 
wise, upon  conviction,  be  adjudged  guilty  of  a  misdemeanor. 

§  50.  Reports  of  Prison  Officers. — The  agent  and  warden  of  every 
prison,  the  superintendent  or  manager  of  every  penitentiary,  the  keeper 
of  every  jail  or  other  institution  used  for  the  detention  of  sane  adults 
charged  with  or  convicted  of  crime  or  detained  as  witnesses  or  debtors, 
subject  to  the  visitation  of  the  commission,  shall,  besides  such  informa- 
tion as  may  from  time  to  time  be  required  of  him  by  the  state  commission 
of  prisons  pursuant  to  the  powers  hereinbefore  conferred,  on  or  before 
the  first  day  of  August  in  each  and  every  year,  report  to  said  com- 
mission the  number  of  male  and  female  persons  charged  with  crime  and 
awaiting  trial,  the  number  convicted  of  crime,  the  number  detained  as 
witnesses  and  as  debtors  in  his  custody  on  the  first  day  of  July  last 
past,  together  with  a  statistical  exhibit  of  the  number  of  admissions, 
discharges  and  deaths  which  have  occurred  within  the  past  year,  the  na- 
ture of  the  charge,  the  period  of  detention  or  sentence,  and  such  other 
facts  and  information  as  the  commission  may  require. 

§  51.  Estimates  to  Be  Furnished  by  Certain  Officers. — The  said 
commission  shall  have  the  further  duty  and  authority  to  require  the  proper 
oflBcials  of  the  state  and  the  political  divisions  thereof,  and  of  all  public 
institutions  of  the  state,  and  political  divisions  thereof,  supported  wholly 
or  in  part  by  the  state,  or  any  political  division  thereof,  to  furnish  to  said 
commission,  annually,  estimates  for  each  ensuing  year  of  the  articles 
which  may  be  manufactured  in  penal  institutions,  required  for  the  use  of 
the  state  or  such  political  divisions,  or  said  institutions  in  their  charge 
or  under  their  management. 

§  52.  Enforcement  of  Rights  and  Powers  of  Commission  ;  Duties 
OF  THE  Attorney-General  and  District  Attorney. — The  rights  and  powers 
conferred  by  this  article  upon  the  state  commission  of  prisons,  its  mem- 
bers, officers  and  inspectors  and  each  of  them,  may  be  enforced  by  an  order 
of  the  supreme  court,  or  by  indictment  by  the  grand  jury  of  the  county, 
or  both.  The  application  for  such  order  shall  be  to  a  special  term  of  the 
supreme  court  of  the  judicial  district  in  which  the  institution  complained 
of  is  situated  after  at  least  twenty  days'  notice  to  the  oSicer  or  board 
having  charge  of  such  institution,  of  the  time  and  place  of  making  such 
application.  A  copy  of  all  the  papers  upon  which  the  application  is  based 
shall  be  served  with  the  notice  of  such  application.  On  such  hearing  the 
court  may  make  such  order  as  may  be  just,  and  a  failure  to  comply  with 
the  terms  thereof  shall  be  a  contempt  of  court  and  punishable  as  such. 
If,  in  the  opinion  of  the  commission,  any  matter  in  regard  to  the  manage- 
ment or  affairs  of  any  such  institution,  or  any  inmate  or  person  in  any  way 
connected  therewith,  require  legal  investigation  or  action  of  any  kind, 
notice  thereof  may  be  given  by  the  commission,  to  the  attorney-general, 
or  to  the  district  attorney  of  the  county,  or  both,  and  he  or  they  shall  there- 
upon make  inquiry  and  take  such  proceeding  in  the  premises  as  he  or  they 
may  deem  necessary  and  proper.     It  shall  be  the  duty  of  the  attorney- 
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general  and  of  every  district  attorney  when  so  required  to  furnish  such 
legal  assistance,  council  or  advice  as  the  commission  may  require  in  the 
discharge  of  its  duties. 

§  63.  Misdemeanor. — Except  as  in  this  article  otherwise  expressly 
provided,  any  person  who  willfully  violates  any  of  the  provisions  of  this 
article  shall  be  guilty  of  a  misdemeanor. 

§  175.  Prisoners  Employed  for  Use  of  State,  and  Division^  Thereof. 
All  convicts  sentenced  to  state  prisons,  reformatories  and  penitentiaries 
in  the  state,  shall  be  employed  for  the  state,  or  a  political  division  thereof, 
or  in  productive  industries  for  the  benefit  of  the  state,  or  the  political 
divisions  thereof,  or  for  the  use  of  public  institutions  owned  or  managed 
and  controlled  by  the  state,  or  the  political  divisions  thereof,  which  shall 
be  under  rules  and  regulations  for  the  distribution  and  diversification 
thereof,  to  be  established  by  the  state  commission  of  prisons. 

§  177.  Labor  of  Prisoners  in  Prisons,  Reformatories,  Penitentiaries 
and  County  Jails. — The  labor  of  the  convicts  in  the  state  prisons  and 
reformatories  in  the  state,  after  the  necessary  labor  for  and  manufacture 
of  all  needed  supplies  for  said  institutions,  shall  be  primarily  devoted  to 
the  state  and  the  public  buildings  and  institutions  thereof,  and  the  manu- 
facture of  supplies  for  the  state,  and  public  institutions  thereof,  and  second- 
ly to  the  political  divisions  of  the  state,  and  public  institutions  thereof; 
and  the  labor  of  the  convicts  in  the  penitentiaries,  workhouses  and  county 
jails  after  the  necessary  labor  for  and  manufacture  of  all  needed  supplies 
for  the  same,  shall  be  primarily  devoted  to  the  counties,  respectively,  in 
which  said  penitentiaries,  workhouses  or  county  jails  are  located,  and 
the  towns,  cities  and  villages  therein,  and  to  the  manufacture  of  supplies 
for  the  public  institutions  of  the  counties,  or  the  political  divisions 
thereof,  and  secondly  to  the  state  and  the  public  institutions  thereof,  pro- 
vided, however,  that  for  the  purpose  of  disposing  of  the  whole  or  any 
part  of  the  product  of  any  penal  institution  in  the  state,  other  than  said 
state  prisons  and  state  reformatories,  to  the  state  or  to  any  political 
divisions  thereof  or  to  any  public  institutions  owned  or  managed  and 
controlled  by  the  state,  or  by  any  political  division  thereof,  the  managing 
authority  of  any  such  penal  institution  and  the  state  superintendent 
of  prisons  may  enter  into  a  contract  or  contracts  which  may  determine 
the  kinds  and  qualities  of  articles  to  be  produced  by  such  institution  and 
the  method  of  distribution  and  sale  thereof  by  the  state  superintendent 
of  prisons  or  under  his  directions,  either  in  separate  lots  or  in  combi- 
nation with  the  products  of  other  such  institutions  and  with  the  pro- 
ducts of  state  prisoirs  and  may  fix  and  determine  any  and  all  terms 
and  conditions  for  the  disposition  of  such  products  of  such  institu- 
tions and  the  disposition  of  proceeds  of  sale  thereof  and  any  and  all 
other  terms  and  conditions  as  may  be  agreed  upon,  not  inconsistent 
with  the  constitution,  provided,  however,  that  no  such  contract  shall  be 
for  a  period  of  more  than  five  years  and  that  any  prices  fixed  by  such  con- 
tracts shall  be  the  current  prices  fixed  by  the  state  board  of  classifica- 
tion for  like  articles  or  shall  be  approved  by  the  state  board  of  classi- 
fication on  presentation  to  it  of  a  copy  of  such  contract  or  proposed  con- 
tract, and  provided  further  that  any  distribution  or  diversification  of 
industries  provided  for  by  such  contract  shall  be  in  accordance  with  the 
rules  and  regulations  established  by  the  state  commission  of  prisons  or 
shall  be  approved  by  the  state  commission  of  prisons  on  presentation  to 
it  of  a  copy  of  such  contract  or  proposed  contract.  Provided,  furthermore, 
that  no  product  manufactured  in  whole  or  in  part  by  or  in  any  penal  in- 
stitution of  the  state  or  of  a  political  division  thereof,  shall  be  sold,  or 
otherwise  disposed  of  for  profit,  by  any  oflicer,  or  administrative  body, 
of  such  institution,  or  by  any  oHicer,  or  administrative  body  of  the  state, 
or  of  a  political  division  thereof,  except  to  the  state  itself  or  to  a  political 
division  thereof,  or  to  any  oflicer  or  administrative  body  of  the  state,  or  of  a 
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political  division  thereof,  or  to  or  for  a  public  institution  owned  or  managed 
and  controlled  by  the  state  or  by  any  political  division  thereof;  and  in  no 
case  shall  said  products  be  purchased  for  the  purpose  of  resale  or  for 
their  disposition  for  profit  in  a  manner  not  herein  provided  for  in  the 
first  instance.  A  violation  of  any  of  the  foregoing  provisions  shall  con- 
stitute sufficient  cause  for  the  removal  of  such  officer  or  board  of  ad- 
ministration by  the  duly  constituted  authority  having  jurisdiction. 

§  182.  Articles  Manufactured  to  Be  Furnished  to  the  State  ob 
Division  Thereof. — The  superintendent  of  state  prisons,  and  the  superin- 
tendents of  reformatories  and  penitentiaries,  respectively,  are  authorized 
and  directed  to  cause  to  be  manufactured  by  the  convicts  in  the  prisons, 
reformatories  and  penitentiaries,  such  articles  as  are  needed  and  used 
therein,  and  also  such  as  are  required  by  the  state  or  political  divisions 
thereof,  and  in  the  buildings,  offices  and  public  institutions  owned  or 
managed  and  controlled  by  the  state,  including  articles  and  materials  to  be 
used  in  the  erection  of  the  buildings.  All  such  articles  manufactured  in 
the  state  prisons,  reformatories  and  penitentiaries,  and  not  required  for 
use  therein,  shall  be  of  the  styles,  patterns,  designs  and  qualities  fixed  by 
the  board  of  classification,  and  may  be  furnished  to  the  state,  or  to  any 
political  division  thereof,  or  for  or  to  any  public  institution  owned  or 
managed  and  controlled  by  the  state,  or  any  political  division  thereof,  at 
and  for  such  prices  as  shall  be  fixed  and  determined  as  hereinafter  pro- 
vided, upon  the  requisitions  of  the  proper  officials,  trustees  or  managers 
thereof.  No  article  so  manufactured  shall  be  purchased  from  any  other 
source,  for  the  state  or  public  institutions  of  the  state,  or  the  political 
divisions  thereof,  except  uniforms  for  the  inmates  of  the  New  York  State 
Soldiers  and  Sailors'  Home  or  of  the  New  York  State  Women's  Relief 
Corps  Home,  unless  said  state  commission  of  prisons  shall  certify  that 
the  same  can  not  be  furnished  upon  such  requisition,  and  no  claim  there- 
for shall  be  audited  or  paid  without  such  certificate. 

§  183.  Estimates  of  Articles  Required  to  be  Furnished  Commission 
OF  Prisons  by  Officers. — On  or  before  October  first  in  each  year,  the 
proper  officials  of  the  state,  and  the  political  divisions  thereof,  and  of 
the  institutions  of  the  state,  or  political  divisions  thereof,  shall  report  to 
the  said  commission  of  prisons  estimates  for  the  ensuing  year  of  the 
amount  of  supplies  of  different  kinds  required  to  be  purchased  by  them  that 
can  be  furnished  by  the  penal  institutions  in  the  state.  Tlie  said  com- 
mission is  authorized  to  make  regulations  for  said  reports,  to  provide  for 
the  manner  in  which  requisitions  shall  be  made  for  supplies,  and  to  pro- 
vide for  the  proper  diversification  of  the  industries  in  said  penal  in- 
stitution. 

§  184.  Board  or  Classifications  ;  Prices  to  Be  Fixed. — The  fiscal  super- 
visor of  state  charities,  the  state  commission  of  prisons,  and  the  superin- 
tendent of  state  prisons  and  the  lunacy  commission  are  hereby  constituted 
a  board  to  be  known  'as  the  Imard  of  classification.  Each  of  siiid  commis- 
sions or  officers  constituting  such  boiard  may,  respectively,  desigmite  a  mem- 
ber of  its  commission  or  a  deputy  of  such  officer  or  some  other  official  con- 
nected with  such  commission  or  the  department  of  which  such  officer  is  the 
head,  to  act  as  its  or  his  representative  at  any  or  all  meetings  of  such 
board  In  all  respects  and  to  tlie  same  extent  as  such  commission  or 
officer  might  if  it  or  he  were  present  and  act.Liig.  Said  board  shall  fix 
and  determine  the  prices  at  which  all  labor  performed,  and  all  articles 
manufactured  in  the  charitable  institutions  managed  and  controlled  by 
the  state  and  in  the  penal  institutions  in  this  state,  and  furnished  to  the 
state,  or  the  political  divisions  thereof,  or  to  the  public  institutions  there- 
of, shall  be  furnished,  which  prices  shall  be  uniform  to  all,  except  that 
the  prices  for  goods  or  labor  furnished  by  the  penitentiaries  to  or  for  the 
county  in  which  they  are  located,  or  the  political  divisions  thereof,  shall 
be  fixed  by  the  board  of  supervisors  of  such  counties,  except  New  York 
and  Kings  counties,  in  which  the  prices  shall  be  fixed  by  the  commissioners 
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of  charities  and  correction,  respectively.  The  prices  shall  be  as  near  the 
usual  market  price  for  such  labor  and  supplies  as  possible.  The  state 
commission  of  prisons  shall  devise  and  furnish  to  all  such  institutions  a 
proper  form  for  such  requisition,  and  the  comptroller  shall  devise  and 
furnish  a  proper  system  of  accounts  to  be  kept  for  all  such  transactions. 
It  shall  also  be  the  duty  of  the  board  of  classification  to  classify  the  build- 
ings, offices  and  institutions  owned  or  managed  and  controlled  by  the 
state,  and  it  shall  fix  and  determine  the  styles,  patterns,  designs  and 
qualities  of  the  articles  to  be  manufactured  for  such  buildings,  offices  and 
public  institutions,  in  the  charitable  and  penal  institutions  in  this  state. 
So  far  as  practicable,  all  supplies  used  in  such  buildings,  offices  and  public 
institutions  shall  be  uniform  for  each  class,  and  of  the  styles,  patterns, 
designs  and  qualities  that  can  be  manufactured  in  the  penal  institutions 
in  this  state. 

§  lS4-a  Farm  Products  of  Penal  Institutions  to  be  Furnished  to  Other 
Institutions. — Farm  products  used  by  any  state  charitable  institution  or 
state  hospital,  in  excess  of  those  produced  by  such  institution  or  hospital, 
shall  be  obtained  from  state  prisons,  reformatories  and  penitentiaries 
having  or  producing  a  surplus  of  such  products,  unless  it  be  more  ad- 
vantageous to  the  state  to  obtain  such  products  elsewhere,  regard  being 
had  to  prices,  quality,  distance  and  to  the  time  and  manner  of  trans- 
portation and  delivery.  Such  products  shall  be  furnished  on  the  requisi- 
tion of  the  purchasing  authorities  of  the  institution  or  hospital,  paid  for 
as  other  supplies  for  such  institution  or  hospital  and  the  moneys  received 
and  applied  by  the  prison,  reformatory  or  penitentiary  where  paid  in  the 
same  manner  as  moneys  for  other  products  of  convict  labor.  The  superin- 
tendent of  state  prisons  and  state  superintendents  of  reformatories  and  peni- 
tentiaries, where  farm  products  are  purchased,  shall  from  time  to  time 
transmit  to  the  managers  or  trustees  of  the  several  state  hospitals  and  state 
charitable  institutions  statements  of  surplus  farm  products  available  for 
sale,  together  with  prices  therefor  and  conditions  of  transportation  and 
delivery. 

§  321.  Convicts  in  Penitentiary  to  Be  Confined  at  Labor. — It  shall 
be  the  duty  of  the  agent  and  warden  of  each  of  the  penitentiaries  in  this 
state  to  require  of  every  able-bodied  convict  confined  therein  as  many  hourg 
of  faithful  labor  in  each  and  every  day  during  his  term,  as  shall  be  pre- 
scribed by  the  rules  of  such  penitentiary,  and  the  board  of  supervisors 
of  Erie  county  shall  have  power,  if  they  deem  it  proper,  to  employ  convicts 
sentenced  to  be  confined  In  a  penitentiary,  situate  within  the  territorial 
limits  of  such  county,  and  liable  to  be  employed  at  hard  labor,  upon  any 
work  being  prosecuted  by  and  within  such  county,  and  such  boards  of 
supervisors  shall  have  power  to  make  all  necessary  appointments,  rules  and 
regulations  for  such  employment  within  such  county,  including  the  right 
to  fix  a  per  diem  compensation  for  such  employment  at  a  rate  not  to  exceed 
ten  cents. 

$  347.  Either  of  Several  Jails  May  Be  Used. — The  sheriff  of  a  county, 
in  which  there  is  more  than  one  jail,  may  confine  a  civil  and  criminal 
prisoner  In  either;  and  may  remove  him  from  one  jail  to  another,  wlthl* 
the  county,  whenever  he  deems  it  necessary  for  his  safe  keeping,  or  for 
his  appearance  at  court. 

{  348.  Jail  Physician. — The  board  of  supervisors  of  each  county,  except 
New  York,  must  appoint  some  reputable  physician,  duly  authorized  to 
practice  medicine,  as  the  physician  to  the  jail  of  the  county.  If  there  Is 
more  than  one  jail  they  must  appoint  a  physician  to  each.  The  physician 
to  a  jail  holds  his  office  at  the  pleasure  of  the  board  which  appointed 
him,  except  in  the  county  of  Kings.  In  that  county,  the  term  of  his  office 
is  three  years. 
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§  349.  Liquors  Not  to  Be  Brought  Into  Nor  Sold  Within  Jails. — 
Strong,  spirituous,  or  fermented  liquor,  or  wine,  shall  not,  on  any  pre- 
tence, be  sold  within  a  building  used  and  established  as  a  jail.  Spirituous, 
fermented  or  other  liquor,  except  cider,  and  that  quality  of  beer  called 
table  beer,  shall  not  be  brought  into  a  jail  for  the  use  of  a  person  confined 
therein,  without  a  written  permit  by  the  physician  to  the  jail,  which  must 
be  delivered  to  and  kept  by  the  keeper  thereof,  specifying  the  quantity 
and  kind  of  liquor  which  may  be  furnished,  the  name  of  the  civil  priso- 
ner for  whom,  and  the  time  during  which  the  same  may  be  furnished. 


EXTRACTS  FROM  THE  COUNTY  LAW 


§     90.     Use  of  Jails.— Each  county  jail  shall  be  used, 

1.  For  the  detention  of  persons  duly  committed  to  secure  their  atten- 
dance as  witnesses  in  any  criminal  case ; 

2.  For  the  detention  of  persons  charged  with  crime,  and  committed  for 

trial  or  examination : 

3.  For  the  confinement  of  persons  duly  committed  for  any  contempt; 
or  upon  civil  process ; 

4.  For  the  confinement  of  persons  convicted  of  any  offense,  other  than 
a  felony,  and  sentenced  to  imprisonment  therein,  or  awaiting  transporta- 
tion under  sentence  to  imprisonment  in  another  county. 

5.  The  buildings,  now  used  as  the  jails  of  the  counties  of  the  state, 
shall  continue  to  be  the  jails  of  those  counties  respectively,  until  other 
buildings  have  been  designated  or  erected  for  that  purpose,  according  to 
law. 

S     91.     Rooms   Therein. — Each  county  jail  shall  contain, 

1.  A  sufficient  number  of  rooms  for  the  confinement  of  persons  com- 
iriitted  on  criminal  process,  or  detained  for  trial,  or  examination  as  wit- 
nesses in  a  criminal  case,  separately  from  prisoner.s  under  sentence : 

2.  A  suflicient  number  of  rooms  for  the  separate  confinement  of  persona 
committed  on  civil  process,  or  for  contempt ; 

3.  A  sufficient  number  of  rooms  for  the  solitary  confinement  of  priso- 
ners under  sentence. 

I  92.  Custody  and  Control  of  Prisoners. — Each  sheriff  shall  receive 
and  safely  keep,  in  the  county  jails  of  his  county,  every  person  lawfully 
committed  to  his  custody  for  safe-keeping,  examination  or  trial,  or  as 
a  witness,  or  committed  or  sentenced  to  imprisonment  therein,  or  committed 
for  contempt.  He  shall  not,  without  lawful  authority,  let  any  such  person  out 
of  jail.  Persons  in  custody  on  civil  process,  or  committed  for  contempt, 
or  detained  as  witnesses,  shall  not  be  put  or  kept  in  the  same  room  with 
persons  detained  for  trial  or  examination  upon  a  criminal  charge,  or  with 
convicts  under  sentence.  Persons  detained  for  trial  or  examination  upon 
a  criminal  charge  shall  not  be  put  or  kept  in  the  same  room  with  convicts 
under  sentence.  Minors  shall  not  be  put  or  kept  in  the  same  room  with 
adult  prisoners.  A  woman  detained  in  any  county  jail  or  penitentiary 
upon  a  criminal  charge,  or  as  a  convict  under  sentence,  shall  not  be  kept 
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In  the  same  room  with  a  man;  and  if  detained  on  civil  process,  or  for 
contempt,  or  as  a  witness,  she  shall  not  be  put  or  kept  in  the  same  room 
with  a  man,  except  with  her  husband,  in  a  room  in  which  there  are  no 
other  prisoners.  If  a  woman  committed  to  any  county  jail  or  penitentiary 
is  then  the  mother  of  a  nursing  child  in  her  care,  under  one  year  of  age,  or  if 
a  child  be  born  to  such  woman  after  her  said  commitment,  such  child 
may  accompany  its  mother  to  and  remain  in  such  institution  imtil  it  1« 
two  years  of  age,  or  until  the  mother's  discharge  from  custody  befor« 
the  child  reaches  that  age.  The  sheriff,  superintendent  or  other  officer 
in  charge  of  any  county  jail  or  penitentiary  shall  cause  such  child,  when 
it  attains  the  age  of  two  years,  while  its  mother  is  still  in  custody,  or 
at  the  expiration  of  the  extension  of  such  time  hereinafter  mentioned, 
to  be  placed  in  an  asylum  for  children  in  this  state,  or  may  commit  such 
child  to  the  care  and  custody  of  some  relative  or  proper  person  willing 
to  assume  such  care;  provided,  however,  that  the  said  child  shall  con- 
tinue to  remain  with  its  said  mother  in  such  jail  or  penitentiary  after  it 
becomes  two  years  of  age  for  such  a  period  as  the  physician  employed  to 
treat  and  visit  prisoners  in  said  jail  or  penitentiary  certifies  in  writing 
to  be  necessary  or  advisable.  If  such  woman  at  the  time  of  such  commit- 
ment shall  be  the  mother  of,  and  have  in  her  exclusive  care,  a  child  more 
than  one  year  of  age  which  might  otherwise  be  left  without  care  or  guard- 
ianship, the  justice  or  magistrate  committing  such  woman  shall  cause 
such  child  to  be  committed  to  such  asylum  as  may  be  provided  for  such 
purposes,  or  to  the  care  and  custody  of  some  relative  or  proper  person  will- 
ing to  assume  such  care.  All  persons  confined  in  a  county  jail  or  peni- 
tentiary shall,  as  far  as  practicable,  be  kept  separate  from  each  other, 
and  shall  be  allowed  to  converse  with  their  counsel,  or  religious  advisor, 
under  such  reasonable  regulations  and  restrictions  as  the  keeper  of  the 
jail  may  fix.  Convicts  under  sentence  shall  not  be  allowed  to  converse 
with  any  other  person,  except  in  the  presence  of  a  keeper.  The  keeper 
may  prevent  all  other  conversation  by  any  other  prisoner  in  the  jail  when 
he  shall  deem  it  necessary  and  proper. 

§  93.  Food  and  Labor. — Prisoners  detained  for  trial,  and  those  under 
sentence,  shall  be  provided  with  a  sufficient  quantity  of  plain  but  whole- 
some food,  at  'the  expense  of  the  county ;  such  food  shall  be  purcluised 
in  the  manner  and  subject  to  ithe  re,i,'ulat.ions  provided  in  section  two 
hundred  and  thirty-eight  of  this  chapter :  but  pri.soners  dotainefl  for  trial 
may,  at  their  own  expense,  and  under  the  direction  of  the  keeper,  be 
supplied  with  any  other  proper  articles  of  food.  Such  keeper  shall  cause 
each  prisoner  committed  to  his  jail  for  imprisonment  under  sentence,  to  be 
constantly  employed  at  hard  labor  when  practicable,  during  every  day, 
exct^pt  Sunday,  and  the  l)oard  of  supervisors  of  the  county,  or  judge  of 
the  county,  may  prescribe  the  kind  of  labor  at  which  such  prisoner  shall 
be  employed ;  and  the  keeper  shall  account,  at  least  annually,  with  the 
board  of  supervisors  of  the  county,  for  the  proceeds  of  such  labor.  Such 
keeper  may,  with  the  consent  of  the  board  of  supervisors  of  the  coimty, 
or  the  county  judge,  from  time  to  time,  cause  such  of  the  convicts  under 
his  charge  as  are  capable  of  hard  labor,  to  be  employed  outside  of  the 
jail  in  the  same,  or  in  an  adjoining  county,  upon  such  terms  as  may  be 
agreed  upon  between  the  keepers  and  the  officers,  or  persons,  under  whose 
direction  such  convicts  shall  be  placed,  subject  to  such  regulations  as  the 
board  or  judge  may  prescribe ;  and  the  board  of  supervisors  of  the  several 
counties  are  authorized  to  employ  convicts  under  sentence  to  confinement  in 
the  county  jails,  in  building  and  repairing  penal  institutions  of  the  county 
and  in  building  and  repairing  the  highways  in  their  respective  counties 
or  in  preparing  the  materials  for  such  highways  for  sale  to  and  for  the 
use  of  such  counties  or  towns,  villages  and  cities  therein ;  and  to  make 
rules  and  regulations  for  their  employment;  and  the  said  board  of  super- 
visors are  hereby  autliorized  to  cause  money  to  be  raised  by  taxation  for 
the  purpose  of  furnishing  materials  and  carrying  this  provision  into  effect ; 
and   the  courts  of  this  state  are  hereby  authorized  to  sentence  convicta 
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committed  to  detention  in  the  county  Jails  to  such  hard  labor  as  may  be 
provided  for  them  by  the  boards  of  supervisors.  This  section  as  amended 
shall  not  affect  a  county  wholly  included  within  a  city. 

§  3.  All  acts  or  parts  of  acts  conflicting  with  this  act  are  hereby  repealed 
including  all  acts  and  pai'ts  of  acts  contained  in  any  local  or  special  laws. 

§  4.  This  act  shall  take  effect  immediately  except  that  counties  in  which 
the  feeding  of  prisoners  confined  in  the  county  jails  is  at  present  pro\i.ded 
for  by  the  payment  to  the  sheriff  of  the  county  of  a  per  capita  amount  for 
such  feeding,  may  continue  to  i)rovide  for  the  feeding  of  such  prisoners  in 
the  same  manner,  during  the  term  of  office  of  the  present  sheriff  of  such 
county.   (Chapter  352  Laws  of  1917) 

§  94.  Reading  Matter;  DI\^NE  Service. — Each  keeper  shall  provide 
a  bible  to  be  kept  in  each  room  of  the  jail  in  his  charge  and  he  shall  per- 
mit the  persons  therein  confined  to  be  supplied  with  other  suitable  and 
proper  books  and  papers,  and  if  practicable,  he  shall  cause  divine  service 
to  be  conducted  for  the  benefit  of  the  prisoners,  at  least  once  each  Sunday. 
If  there  shall  be  room  in  the  prison  that  may  be  safely  used  for  that 
purpose. 

§  95.  Record  of  Commitments. — Each  keeper  shall  keep  in  a  book  to 
be  provided  at  the  expense  of  the  county  a  daily  record  of  the  commit- 
ments and  discharges  of  all  prisoners  delivered  to  his  charge,  which  shall 
contain  the  date  of  entrance,  name,  offense,  term  of  sentence,  fine,  age, 
sex,  place  of  birth,  color,  social  relations,  education,  secular  and  religious, 
for  what  and  by  whom  committed,  how  and  when  discharged,  trade  or  occu- 
pation, whether  so  employed  when  arrested,  number  of  previous  con- 
victions. The  book  contaiQing  such  record  shall  be  a  public  record,  and 
shall  be  delivered  by  each  sheriff  to  his  successor,  and  kept  on  file  in  the 
office  of  the  sheriff  or  keeper. 

§  183.  Custody  of  Jails. — Each  sheriff  shall  have  the  custody  of  the 
jails  of  his  county  and  the  prisoners  therein  and  such  jails  shall  be  kept 
by  him,  or  by  keepers  appointed  by  him,  for  whose  acts  he  shaU  be  re- 
sponsible. 

From  Section  486  of  the  Penal  Law. — "No  child  under  restraint  or  con- 
viction, actually  or  apparently  under  the  age  of  sixteen  years,  shall  be 
placed  in  any  prison  or  place  of  confinement,  or  in  any  court-room,  or  in 
any  vehicle  for  transportation  in  company  with  adults  charged  with  or 
convicted  of  crime." 
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Canajoliarie,  lockup  at 313 
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Deaths   14,  411 

Eearnings    19 

Escapes    14 

Expenditures 13 

Improvements  16 

Insanity,  number  of  cases  437 

Inspections  of  22,  87 

Population  of 12,     16,    408,     411,  551 

Pbisoneus  : 

Ages  of  426 

Average  number  in  custody  412 

Color  of   434 

Education   of    434 

Greatest  number  in  custody 411 

Habits  of  life  of  434 

In  custody  and  employed  on  the  first  working  day  of  each 

month   433 

Least  number  in  custody   411 

Nativity  of   435 

Paroled  412 


568  INDEX 

Clinton  Prison — (Continued : 

Paroled,  but  not  discharged  412 

Previously  confined  In  institution  432 

Previously  confined  in  other  Institutions 432 

Previous  occupations  of  427 

Received  and  discharged  16,  411 

Religious  instruction  of 434 

Returned  for  violation  of  parole 412 

Sentenced  for  life  412 

Social  relations  of  434 

Transferred  to  State  Hospital  411 

Sales   19 

Schools  in   23 

Terms  of  sentence   416 

Clyde,  lockup  at   , 391 

Cobleskill,  lockup  at 366 

Cohoes,  city  jail   257 

Cold  Spring,  lockup  at   351 

Columbia  County  Jail  59,  206 

Commissioners,   appointment  of 5 

Commission  on  New  Prisons   5,  9 

Corinth,  lockup  at   362 

Corning,  city  jail 370 

Cortland,  city  jail  277 

Cortland  County  Jail 207 

County  Jails: 

Admissions    487 

Ages  of  prisoners   497 

Board  of  prisoners  61 

Causes  of  detention  of  prisoners  535 

Color  of  prisoners  493 

Commitments  for  intoxication,  as  tramps  and  vagrants  and  as 

drunk  and  disorderly  539 

Cost  of  board 62,  537 

Deaths    487 

Debtors    61,  486 

Discharges  487 

Education  of  prisoners   490 

Employment  55,  536 

Federal  prisoners   534 

General  mention    54 

Habits  of  life  of  prisoners  492 

Nativity  of  prisoners  495 

New  jails  58 

Population  of    61,  409,  486,  551 

Previous  occupation  of  prisoners  498 

Prisoners  awaiting  trial  61,  486 

Prisoners  convicted  of  crime 61,  488 

Religious  instruction  of  prisoners 496 

Salaries  of  sheriffs 61,  437 

Social  relations  of  prisoners  488 

Witnesses    61,  486 

Coxsackie,  lockup  at   293 

Cuba,  lockup  at  260 

D 

Dansville,  lockup  at  304 

Delaware  County  Jail  208 
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Delevan,  lockup  at 265 

Depauville,  lockup  at  302 

Deposit,  lockup  at 262 

Dexter,  lockup  at   302 

Dobbs  Ferry,  lockup  at  399 

Dolgeville,  lockup  at   294 

Dover  Plains,  lockup  at 282 

Dundee,  lockup  at    406 

Dunkirk,    city    jail 270 

Dutchess  County  Jail 208,  209 

E 

Eastern  New  York  Reformatory  : 

Cell  capacity 31,  445 

Counties  in  which  prisoners  were  convicted 458 

Crimes  for  which  prisoners  were  convicted 446 

Deaths    445 

Expenditures     31 

General  mention    31 

Insanity,  number  of  cases 81.  457 

Inspection   of    101 

Population  of 31,  408,  444,  551 

Prisoners  : 

A?:es    of    449 

Average  number  in  custody 31.  445 

Color  of   454 

Greatest  number  in  custody  31.  445 

Habits  of  life  of  454 

In  custody  and  employed  on  the  first  working  day  in  each 

month    -. 453 

Least  number  in  custody  31,  445 

Nativity  of   455 

Paroled    31,  444 

Paroled,  but  not  discharged   444 

Previously  confined  in  institution   452 

Previously  confined  in  other  institutions  452 

Previous  occupations  of   450 

Received  and  discharged    444 

Religious  instruction  of   454 

Returned  for  violation  of  parole 444 

Social  relations  of   454 

Transferred   to   State   Hospitals    445 

Terms  of  sentence   448 

East  Hampton,  lockup  at  378 

East  Moriches,  lockup  at  378 

East  Syracuse,  lockup  at   327 

Elbridge,  lockup  at    328 

Ellenville,  lockup  at    387 

Elmira,  city  jail   272 

Elmira  Heights,  lockup  at   273 

Endicott,  lockup  at    262 

Erie  County  Jail  210 

Erie  County  Penitentiary': 

Amount  received  for  board   475 

Cell  capacity   39,  460 
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Erie  CJounty  Penitentiary:  Continued: 

Contract  price  for  board  of  prisoners 37,  474 

Counties  in  which  prisoners  were  convicted 39,  484 

Crimes  for  which  prisoners  were  convicted  461 

Deaths   39,  459 

Employment    474 

Expenditures    38,  40,  475 

Farm    34,  113 

General  mention   34 

Inspections  of  110,  113 

Population   of    39,  409,  459,  551 

Pbisonebs  : 

Ages  of 446 

Average  number  in  custody  39,  460 

Color  of   479 

Education   of    478 

For  whom  the  State  paid  board 474 

Greatest  number  in  custody  39,  460 

Habits  of  life  of  478 

In  custody  and  employed  on  the  first  working  day  of  each 

month    476 

Least  number  in  custody 39,  460 

Nativity    of    480 

Previously  detained  in  institution 472 

Previous  occupation  of  468 

Received  and  discharged   459 

Religious  instruction  of   479 

Sentenced  from  county  In  which  institution  is  located 474 

Sentenced  from  other  counties  474 

Social  relations  of   478 

Transferred  to  State  Hospital   459 

Receipts    39,  475 

Terms   of   sentence    465,  472,  473,  474 

Essex  County  Jail  55,  209 

P 

Fairport,  lockup  at 309 

Farmingdale,  lockup  at   316 

Fishkill,  lockup  at   283 

Fort  Edward,  lockup  at 391 

Fort  Plain,  lockup  at   315 

Frankfort,  lockup  at   294 

Franklin  County  Jail   57,  211 

Freeport,  lockup  at   317 

Fulton,  city  jail  344 

Fulton  Chain,  lockup  at  295 

Fulton  County  Jail    212 


General   Statement   5 

Genesee  County  Jail 213 

Geneva,  city  jail   332 

Glen  Cove,  lockup  at  318 

Glens  Falls,  city  jail  389 
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Goshen,  lockup  at ^^ 

Gbeat  Meadow  Prison: 

Actual   commitments    •*37 

Cell  capacity  12,  412 

Counties  in  wliicli  prisoners  were  convicted 438 

Crimes  for  which  prisoners  were  convioted  413 

Deaths     14,  411 

Escapes    14 

Expenditures    13 

Improvements    17 

Insanity,  number  of  cases 437 

Inspections  of  88,  89 

Population  of    12,  408,  411,  551 

Prisoners : 

Ages   of    426 

Average  number  in  custody 412 

Color  of  434 

Education  of 434 

Greatest  number  in  custody 411 

Habits  of  life  of 434 

In  custody  and  employed  on  the  first  working  day  of  each 

month    433 

Least  number  in  custody 411 

Nativity    of    435 

Paroled     412 

Paroled,   but   not  discharged 412 

Previously  confined  in  institution 432 

Previously  confined  in  other  institutions 432 

Previous  occupations  of 427 

Received  and  discharged 411 

Religious  instruction   434 

Returned  for  violation  of  parole 412 

Sentenced  for  life 412 

Social  relations  of   434 

Transferred  to  State  Hospitals 411 

Schools  in   • 23 

Terms  of  sentence   416 

Greene  County  Jail   214 

Green  Island,  lockup  at 257 


Hammondsport,  lockup  at 370 

Hancock,  lockup  at    278 

Harlem  Prison  Site 91 

Haverstraw,    lockup   at 358 

Hempstead,  lockup  at 318 

Herkimer   County  Jail    214 

Hicksville,  lockup  at 319 

Hillburn,   lockup  at 359 

Hilton,   lockup  at 309 

Holley,   lockup  at. 342 

Homer,  lockup  at 277 

Hornell,  city  jail  371 

Horseheads,  lockup  at 273 

Hume,  lockup  at  260 

Huntington,    lockup    at 379 
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I 

Ilion,   lockup  at 295,  296 

Industries  in  State  Prisons 19 

Ifclip,    lockup    at 379 

Ithaca,   city   jail 386 


Jamestown,  city  jail    270 

Jefferson  County  Jail 57,  215 

Johnson   City,   lockup   at    263 

Johnstown,  city  jail 291 

Jordan,  lockup  at 328 


Keeseville,    lockup    at 288 

Kendall,  lockup  at 342 

Kinderhook.    lockup   at 275 

Kings  County  Courthouse  Pens 216 

Kings    County    Jail 40.  216 

Kingston  City  Jail 388 


Lake   Placid,   lockup    at 288 

I/awrence,  lockup  at 319 

Lewis   County  Jail 217 

Liberty,    lockup   at 384 

Lindenhurst,    lockup    at 379 

Little  Falls,  city  jail 297 

Ivittle  Valley,  lockup  at 265 

Livingston    County    Jail 217 

Lockups    63 

Long  Beach,  lockup  at   320 

Luzerne,  lockup  at 390 

Lynbrook,  lockup  at 321 

Lyndon ville,   lockup  at 343 

M 

Macedon,   lockup  at 392 

Madison  County  Jail 218 

Malone,    lockup    at 289 

Manhasset,    lockup   at 321 

Marathon,   lockup  at 278 

Massena,    lockup   at 360 

Mattituck,  lockup  at 380 

Mechanicville,  city  jail 362 

Medina,  lockup  at 344 

Mental  Defectives   8 

Middleburgh,  lockup  at 366 

Mlddletown,  city  jail 335 

Middleville,   lockup  at 298 

Millbrook,  lockup  at 283 

Millerton,    lockup    at 283 
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Money  collected  by  probation  officers 68 

Monroe  County  Jail 219,  220 

Monroe  County  Penitentiary: 

Amount  received  for  board 475 

Cell  capacity   40,  460 

Contract  price  for  board  of  prisoners 37,  474 

Counties   in   which   prisoners   were  convicted 40,  484 

Crimes  for  which  prisoners  were  convicted 461 

Deaths    459 

Employment    474 

Expenditures    38,     40,  475 

General   mention 35 

Inspection   of    H'i^ 

Population   of    40,     409,     459,  551 

Prisoners : 

Ages   of    466 

Average  number  in  custody  460 

Color  of   479 

Education   of    478 

For  whom   the  State  paid  board 474 

(Greatest  number  in  custody    460 

Habits   of   life   of 478 

In  custody  and  employed  on  the  first  working  day  of  each 

month    476 

Least  number  in  custody 460 

Nativity  of    480 

Previously  detained  in  institution    472 

Previous  occupation  of  prisoners 468 

Received   and   discharged 459 

Religious  instruction   of 479 

Sentenced  from  county  in  which  institution  is  located 474 

Sentenced    from    other    counties 474 

Social    relations    of    478 

Transferred  to   State  Hospitals 459 

Receipts 40,  475 

Terms    of    sentence 465,     472,     473,  474 

Monroe,   lockup   at 336 

Montgomery  County  Jail 220 

Montgomery,  lockup  at 337 

Montour   Falls,   lockup   at 368 

Morris,  lockup  at 348 

Morristown.  lockup  at 361 

Mount  Morris,  lockup  at 305 

Mumford,  lockup  at 311 

Mutual  Welfare  League 14,  15 


N 


Nassau   County   Jail 60,  221 

Nassau,    lockup    at 352 

Newark,  lockup  at 392 

Newburgh,  city  jail 337 

Newport,   lockup   at 298 
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Nbw  Yobk  City  Institutions: 

Admissions    46,    540,  541 

Ages  of  prisoners 549 

Causes  of  detention  of  prisoners 549 

City  Prisons: 

Brooklyn   42,    49,     135,  540 

Manhattan    42,    49,     134,  540 

Queens    42,    50,     136,     138,  540 

Color  of  prisoners 546 

Commitments  for  intoxication,   etc 550 

Criminal  Court  Building  Pens 144 

Deaths    in 540 

Discharges  from 540,  542 

District  Prisons: 

Second   District 42,     139,  540 

Fourth    District    42,     140,  540 

Fifth    District    42,     141,  540 

Sixth   District    42,     142,  540 

Seventh  District    42,     142,  540 

Eighth  District 42,     143,  540 

Twelfth  District    42,     144,  540 

Education    of    prisoners 544 

Essex  Market  Pens 145 

Farm  Colony  for  Women 43 

Federal  Prisoners   543 

General   Mention    42,  46 

Habits  of  life  of  Prisoners 545 

House  of  Detention  46,  145 

Nativity  of  prisoners 548 

New   Hampton   Farms    43,     47,     124,  540 

New  York  City  Reformatory  124,  408 

Parole  in 44 

Penitentiary,   Hart's   Island 43,  121 

Penitentiary,  See  New  York  County  Penitentiary. 

Police   Headquarters    147 

Police  Stations,  Generally 51 

Police  Stations: 

1st   Precinct    147 

4th  Precinct    148 

7th  Precinct    148 

10th  Precinct    149 

12th  Precinct    149 

13th  Precinct    150 

15th  Precinct    151 

17th  Precinct   152 

18th  Precinct    152 

25th  Precinct    153 

32nd  Precinct   154 

37th  Precinct    155 

39th  Precinct    156 

43rd  Precinct    157 

62nd  Precinct   158 

63rd  Precinct    159 

65th   Precinct    159 

68th  Precinct    160 

74th  Precinct 161 

79th  Precinct    162 
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Police  Stations— Continued : 

80th  Precinct l^o 

143rd  Precinct   }^ 

144th    Precinct    1^ 

145th  Precinct   165 

146th  Precinct   1^ 

147th  Precinct 166 

149th    Precinct    167 

150th  Precinct   168 

151st  Precinct 169 

152nd    Precinct    169 

153rd  Precinct   170 

154th  Precinct 171 

155th  Precinct 172 

156th  Precinct   172 

157th  Precinct 173 

158th  Precinct    174 

159th  Precinct 175 

160th  Precinct    175 

161st  Precinct 176 

162nd  Precinct   177 

163rd  Precinct 178 

164th  Precinct    179 

165th  Precinct 179 

167th  Precinct    180 

168th  Precinct    181 

169th  Precinct 181 

170th  Precinct    183 

171st  Precinct 183 

173rd  Precinct 184 

174th  Precinct   184 

274th  Precinct    184 

275th  Precinct    185 

276th  Precinct    186 

277th  Precinct 187 

278th  Precinct    188 

279th  Precinct 188 

281st  Precinct 189 

283rd  Precinct   189 

Population  of 46,     408,     409,     410,     540,  551 

Prisoners  awaiting  trial 540 

Prisoners  convicted  of  crime 540 

Religious  instruction  of  prisoners 547 

Social  relations  of  prisoners 543 

Traffic  Detention  Pens 42,     50,  145 

Workhouse,  Blackwell's  Island 42,    47,     127,     128,     130,  540 

Workhouse,   Riker's  Island    42,     48,  130 

New  York  County  Jail 46,  223 

New  York  County  Pb:nitentiaby  : 

Amount   received   for   board 475 

Cell  capacity    33,     40,  460 

Contract  price  for  board  of  prisoners 37,  474 

Countias  in  which  prisoners  were  convicted 484 

Crimes  for  which  prisoners  were  convicted 461 

Deaths   41,  459 

Employment 474 

Expenditures    38,  475 

General  mention 33 

Inspections  of   118,  119 

Population  of 40,     409,     459,  551 
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Now  York  Coimty  Peintentiary — Continued : 

Prisoners  : 

Ages  of 4G(; 

Average  number  in  custody 41.  460 

Color  of    47<) 

Education  of 478 

For  whom  the  State  paid  board 474 

(greatest    number    in    custody 41.  4u0 

Habits    of    life    of 478 

In  custody  and  employed  on  the  tirst  working  day  of  each 

month    477 

Least  number  in  custody 41,  460 

Nativity  of    480 

Previously   detained    in    institution    472 

Previous  occupation  of 468 

Received  and  discharged 41.  459 

Religious  instruction  of 479 

Sentenced   from   county  in   which  institution  is  located ....  474 

Sentenced  from  other  counties 474 

Social    relations    of 478 

Transferred  to  State  Hospitals 459 

Receipts    475 

Terms  of  sentence   465,     472,     473,  474 

Warden  of  43 

New  York  State  Refoematory: 

Cell   capacity    445 

Counties  in  which  prisoners  were  convicted  458 

Crimes  for  which  prisoners  were  convicted 446 

Deaths   ._ 29,  445 

Earnings 29 

Expenditures     29 

Federal  prisoners 445 

(ieneral  mention    5,     8,  29 

Insanity,  number  of  cases 457 

Inspection  of 97 

Population   of    408,  451 

Prisoners  : 

Ages  of  449 

Average  number  in  custody 29.  445 

Color    of    454 

Education  of 454 

(Greatest    num))er    in    custody 445 

Habits   of   life   of 454 

Number  in  custody  and  employeil  on  the  first  working  day  in 

each  month 4.53 

Least  number  in  custody 445 

Nativity  of 455 

Paroled    29.  444 

Paroled,    but    not    discharged 444 

Previously    conlintMl    in    institution 452 

Previously   confined    in    other   institutions 452 

Previous    occui>ations    of    450 

Ke<*eived  and  discharged   444 

Religious   instruction   of 454 

Returned   for  violation   of  parole 444 

Social   relations  of 454 

Transferred   to  State  Hcspitals 445 
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New  York  State  Reformatory — Continuea : 

Sales     29,  30 

Terms  of  sentence 448 

New  York  State  Reformatory  for  Women 31,     104,     408,  551 

Niagara   County  Jail 224 

Niagara  Falls,  city  jail   63,  224 

North   Creek,   lockup   at 390 

NorthiK)rt,  lockup  at 380 

Norwich,    city    jail 274 

Nuuda,  lockup  at 306 


Ogflensburg,  city  jail   361 

Olean,  city  jail 265 

Oneida,  city  jail   307 

Oneida  County  Jails   54,  74 

Oneida  County  Jail,  Rome  74,  225 

Oneida  County  Jail,  Utica   228 

Oneonta,  city  jail    348 

0^0NDAGA  County  Penitentiaby  :  i 

Amount  received  for  board 475 

Cell   capacity    460 

Contract  price  for  board  of  prisoners .37,  474 

Counties  in  which  prisoners  were  convicted 41,  484 

. .     Crimes  for  which  prisoners  were  convicted 461 

Deaths   41,  459 

Employment 474 

Expenditures     38,     41,  475 

General  mention    34 

Invesitigation   of    34,  72 

Population  of  40,     409,     459  551 

Prisoners  : 

Ages   of    466 

Average  number  in  custody   41,  460 

?                Color  of   479 

Education  of 478 

For  whom  the  State  paid  board 474 

Greatest  number  in  custody  41,  4(50 

*                Habits  of  life  of '  47^ 

In  custody  and  employed  on  the  first  working  day  of  each 

month    477 

I^east  number  in  custody   4(^0 

Nativity  of 480 

Previously  detained  in  institution  472 

Previous  occupations  of 468 

Received  and  discharged 459 

Religious  instruction  of   479 

Sentenced  from  county  in  which  institution  is  located 474 

Sentenced   from  other  counties    474 

Social  relations  of   478 

Transferred  to  State  Hospital *  ] '  459 

Receipts    41*  4-5 

Terms   of   sentence    465,     472,     473,  474 

Ontario  Centre,  lockup  at   '. .'  393 

Ontario   County   Jail    229  230 

Orange  County  Jails .'. . . 231 

19 
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Orleans  County  JaU    232 

Oswego  City  Jail    345 

Oswego  County  Jail   57,  232 

Otsego  County  Jail   233 

Owego,  lockup  at 385 

Oyster  Bay,  lockup  at  322 


Painted  Post,  lockup  at  372 

Palmyra,  lockup  at   393 

Parole,    69 

Patchogue,   lockup   at    381 

Patterson,  lockup  at   351 

Pawling,  lockup  at  284 

PeeksklU,  Jail  at    399 

Penitentiaries  33,     107,    410.     459,  551 

Penn  Yan,  lockup  at  406 

Perry,  lockup  at  404 

Phelps,  lockup  at   333 

Philadelphia,   lockup  at 303 

Philmont,  lockup  at   27» 

Phoenix,  lockup  at   346 

Pike,  lockup  at   404 

Pine  Plains,  lockup  at   284 

Pittsford,  lockup  at  311 

Plattsburg,  city  jail  for  63 

Portagevllle,  lockup  at   405 

Port  Byron,  lockup  at  268 

Port  Jefferson,  lockup  at  382 

Port  Jervis,  city  jail   338 

Portland,  lockup  at 271 

Port  Washington,  lockup  at   323 

Potsdam,  lockup  at    362 

Poughkeepsle,  city  jail 285 

Prattaburg,  lockup  at    373 

Prisoners  transferred  from  prisons  to  reformatories 12 

Prison  population    6,     12,     408,     410,  551 

Probation  and  Parole   67 

Putnam  County  Jail   234 


Queens  County  Jail   255 

B 

Recommendations    70 

Red  Creek,  lockup  at   394 

Red  Hook,  lockup  at    286 

Reformatories 28,     97,     410,     444,  557 

Reports  op  IrfSPECTioif  s  : 

City   Jails,   Police   Stations  and   Lockups   Outside  of  Greater 
New  York : 

Albany    254,     255,  256 

Albion 342 

Alexandria    Bay    299 

Amenia 281 

Amityville    374 
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Reports  of  Inspection — Continued ; 

City  Jails,  etc.: — Continued: 

Amsterdam    314 

Antwerp   300 

Arcade    401 

Ardsley 397 

Attica    402 

Auburn 267 

Aurora    267 

Ausable  Forks   274 

Avoca    36» 

Babylon    374 

Bainbridge 274 

Batavia    291 

Bay  Shore  375 

Beacon    282 

Belfast    259 

Bellmore    316 

Bellport    376 

Belmont    259 

Binghamton    261 

Bliss    402 

Boonville    325 

Brewster    350 

Bridgehampton     .".77 

Brockport     308 

Bronxville    398 

Brookfield    306 

Canajobarie    314 

Cauandaigua    831,     332 

Canisteo   369 

Canton    360 

Cape  Vincent    300 

Castile    403 

Cattaraugus     264 

Central    Islip    377 

Charlotte    308 

Chatham     275 

Chaumont    301 

Cherry  Valley 347 

Chester   334 

Churchville    309 

Clayton 301 

Clyde  391 

Clifton  Springs 330 

Clinton 325 

Cobleskill  360 

Cohoes 257 

Cold  Spring ]     351 

Corinth 3^2 

Corning    370 

Cx)rtland  277 

Coxsackie 293 

Cuba    ; ;     260 

Dansville    804 

Delevan *     265 

Depauville 302 

Deposit   !!!..!     262 

Dexter 302 

Dobbs    Ferry    !!!.!..!!     39§ 
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Reports  of  Inspection — Continued  : 

City  Jails,  etc. : — Continued  : 

Dolgeville    294 

Dover  Plains 282 

Dundee   406 

Dunkirk    270 

East  Hampton   378 

East  Moriches    378 

East   Syracuse    327 

Elbridge   328 

Ellenville   387 

Elmlra     272 

Elmlra  Heights   273 

Endlcott   262 

Fairport   310 

Farmingdale   316 

Fishkill    283 

Fort   Edward    391 

Fort    Plain    315 

Frankfort    294 

Freeport    317 

Fulton     344 

Fulton  Chain   295 

Geneva   332 

Glen  Cove  318 

Glens  Falls  389 

Goshen    335 

Green   Island    257 

Hammondsport    370 

Hancock   278 

Haverstraw 358 

Hempstead    318 

Hicksville    319 

Hillburn  359 

Hilton     310 

Homer    277 

Hornell     371 

Horseheads   273 

Hume    260 

Huntington    379 

Ilion   296,  29fl 

Isllp    379 

Ithaca     389 

Jamestown    270 

Johnson  City    263 

Johnstown  291 

Jordan    328 

Keesevllle    288 

Kendall     842 

Kinderhook   275 

Kinj^ston    388 

I>akp  Placid    288 

I^awrence  319 

Liberty   384 

lyittle  F'alls  297 

Mttle  Valley  265 

lyong   Beach    320 

Ltndenhurst    379 

Luzerne    390 

Lynbrook   321 
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Lyndon  ville 343 

Macedon     392 

Malone   289 

Mauliasset   321 

Marathon     278 

Massena   360 

Mattituek     380 

Mechanicville    362 

Medina   344 

Middleburgli    36« 

Middletown   335 

Middleville    298 

Millhrook   283 

Millerton    283 

Monroe  336 

Montgomery    337 

Montour  Falls   368 

Morris 348 

Morristown    361 

Mount  Morris 305 

Mumford    311 

Nassau   352 

Newark    392 

Newburgh    337 

Newport  298 

Niagara  Falls 324 

North  Creek   390 

Northport    380 

Norwich   274 

Nunda    306 

Ogdensburg     361 

Clean    265 

Oneida    307 

Oneonta    348 

Ontario  Centre 393 

Oswego 345 

Owego  385 

Oyster  Bay   322 

Painted  Post    372 

Palmyra  393 

Patchogue 381 

Patterson  351 

Pawling    284 

Peekskill    399 

Peun  Yan 406 

Perry    404 

Phelps     333 

Philadelphia   303 

Philmont    276 

Phoenix    34fi 

Pike    404 

Pine  Plains  284 

Pittsford    311 

Portageville    405 

Port  Byron   268 

Port  Jefferson    382 

Port  Jervis  338 

Portland 271 
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City  Jails,  etc. — Continued: 

Port  Washington 323 

Potsdam 362 

Poughkeepsie    * 285 

Prattsburg    373 

Red  Creek  394 

Red  Hook   286 

Rensselaer    352,    353 

Richfield   Springs    348 

Richmondville    367 

Rome    326 

St.    Johnsville 315 

Sacketts  Harbor   303 

Sag    Harbor    382 

Salamanca 266 

Saranac  Lake 290 

Saratoga  Springs 363 

Saugerties   388 

Savannah 394 

Savona   373 

Sayville    383 

Schenectady    365 

Scotia 365 

Scottsville   312 

Sea  Cliff 32.3 

Seneca  Falls  368 

Sharon  Springs   3G7 

Sidney    279 

Silver    Springs    40.5 

Sodus    395 

Solvay    329 

Southampton    383 

Spencerport    31.3 

Springville    287 

Stamford   280 

Suffem  359 

Syracuse    330 

Theresa    303 

Troy  354,     355,     357,  358 

Tuxedo  339 

Union    263 

Union  Springs 268 

Unionville   340 

Utica    327 

Valatie   276 

Victor   334 

Walton   281 

Wappingers  Falls   286 

Warwick    340 

Washingtonville    341 

Waterford    364 

Watertown    304 

Watorvliet    258 

Waverly    385 

Webster    313 

Weedsport       268 

Wellsvillo    261 

West  Winfleld 299 

Williamson    396 
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Reports  of  Inspection — Continued: 
City  Jails,  etc. — Continued: 

Wolcott    397 

Yonkers 400,  401 

County  Jails  : 

Albany    County    190 

Allegany  County   191 

Bronx    County    191,  192 

Broome    County    194 

C^ittaraugus  County 195 

Cayuga  County   196 

Chautauqua  Comity  200 

Chemung    County    201,  202 

Chenango  County   203 

Clinton  County  203,  204 

Columbia   County    .- 206 

Cortland  County   207 

Delaware  County   208 

Dutchess  County    208,  209 

Essex    County    209 

Erie  County    210 

Franklin  County  211 

Fulton  County   212 

Genesee   County    213 

Greene  County 214 

Herkimer    County    214 

Jefferson  County  215 

Kings   County    216 

Lewis    County    217 

Livingston  County    217 

Madison   County    218 

Monroe   County    219,  220 

Montgomery    County    220 

Nassau  County    221 

New    York    County    223 

Niagara  County  224 

Oneida  County,  Rome  225 

Oneida  County,  Utica   228 

Ontario   County    229,  230 

Orange    County    231 

Orleans    County    232 

Oswego    County    232 

Otsego  County  233 

Putnam    County    234 

Queens   County    235 

Rensselaer  County 23Q 

Richmond  County  236 

Rockland   County    237 

St.  Lawrence  County   238 

Saratoga   County    239,  240 

Schenectady   County    240 

Schoharie  County 241 

Schuyler  County   * . .'  |  241 

Seneca  County,  Waterloo 242 

Steuben  County   *  243 

Suffolk   County 244 

Sullivan  County    '.'.'.'.'..'.  245 

Tioga  County   *'.**'.  245 

Tompkins  County   246 
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Reports  of  Inspection — Continued  : 
County  Jails — Continued  : 

Ulster  County    247 

Warren  County   248 

Washington    County    249 

Wayne    County    250,  251 

Westcliester  County  251 

Wyoming  County    : 252 

Yates  County  253 

Institutions  for  Women  : 

New  Yorlv  State  Reformatory  for  Women 104 

State    Farm    for    Women 93.  94 

Western  House  of  Refuge  104 

New  Yobk  City  Institutions  : 

City  Prisons : 

Brooklyn     1H5 

Manhattan  134 

Queens  130,  138 

Criminal  Courts  Building  Pens 144 

District  Prisons  : 

Second   District    139 

Fourth  District      140 

Fifth  District  141 

Sixth  District  142 

Seventh  District    142 

Eighth    District 143 

Twelfth  District    144 

Essex  Market  Pens    145 

House   of    Detention    145 

New  York  City  Reformatory  124 

Police  Stations — See  "N",  New  York  City  Institutions 

Traffic  Detention  Pens    145 

Workhouse,   Blackwell's   Island    127,     128.  130 

Workhouse.   Branch,   Riker's   Island 131,  182 

Penitentiaries  : 

Albany   County    107 

Erie   County    110,  113 

Monroe  County    117 

New  York  County 118.  119 

New  York  County,  Branch,  Hart's  Island 121 

Reformatories  : 

Eastern  New  York   101 

New    York    State 97 

State  Prisons  : 

Auburn    79 

Clinton    87 

(ireat    Meadow     88,  89 

Harlem    Site    91 

Sing    Slug    90 

Rensselaer  County  .Tail 236 

Rensselaer  Police  Stations    352.  353 

Riclitield   Springs,   lockup  at 348 

Richmond    County    Jail 230 
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Richmondville.  lockup  at 367 

Fockland  County  Jail   237 

Rome,   city   jail 326 


St.  Johnsville,  lockup  at  315 

St.  Lawrence  County  Jail 57,     60,  238 

Saekett's  Harbor,  lockup  at 303 

Sag  Harbor,  lockup  at 382 

Salamanca,  city  jail   266 

Saranac  Lake,  lockup  at  290 

Saratoga  County  Jail 239,  240 

Saratoga  Springs,  city  jail 363 

Saugerties.  lockup  at   388 

Savannah,  lockup  at    394 

Savona,  lockup  at   373 

Sayville.  lockup  at   38-3 

Schenectady  City  Jail 365 

Schenectady  County  Jail 240 

Schoharie  County  Jail    241 

Schuyler  County^Jail  241 

Scotia,  lockup  at   365 

Scottsville,  lockup  at   312 

Sea  Cliff,  lockup  at  323 

Seneca  County  Jails 61.  242 

Seneca  Falls,  lockup  at 368 

Sharon  Springs,  lockup  at  367 

Sidney,  lockup  at   279 

Silrer  Springs,  lockup  at   405 

Si:^o  Sing  Pbison  : 

Actual  commitments  , 437 

Cell  capacity 12,     18,  412 

Counties  in  which  prisoners  were  convicted 438 

Crimes  for  which  prisoners  were  convicted 413 

Deaths    14,     18,  411 

Earnings     19 

Escapes     14 

Expenditures    lii 

General  mention 5 

Improvements    9,  18 

Insanity,  number  of  cases   437 

Inspections  of   22,  90 

Psychiatric    clinic    10 

Population  of 12,    408,    411,  551 

Prisoners  : 

Ages  of 426 

Average  number  in  custody 18,  142 

Color  of    434 

Education  of 434 

Electrocuted    412 

Greatest  number  in  custody  18,  411 

Habits  of  life  of  434 

In  custody  and  employed  on  the  first  working  day  in  each- 

month    433 

Least  number  in  custody  18,  411 

Nativity  of    435 
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Sing  Sine  Prison — Con  tinned  : 

Paroled  412 

Paroled,  but  not  discharged  412 

Previously  confined  in  institution   432 

Previously  confined  in  other  institutions 427 

Previous  occupations  of 427 

Received    and    discharged    18,  411 

Religious  instruction  of   434 

Returned  for  violation  of  parole 412 

Sentenced  for  life  412 

Social  relations  of   434 

Transferred  to  State  Hospital  411 

Sales    19 

Schools  in   23 

Terms  of  sentence 416 

Wardens   of    10 

Sodus,  lockup  at  395 

Solvay,  lockup  at   . . , 829 

Special   reports    72 

Spencerport,  lockup  at   313 

Springvllle,  lockup  at 287 

Stamford,  lockup  at  280 

State  Fabm  fob  Women  : 

Actual   commitments    ". 410 

Capacity    26,  440 

Counties  in  which  prisoners  were  convicted 443 

Crimes  for  which  prisoners  were  convicted 440 

Expenditures 27 

General  mention    26 

Insanity,  number  of  cases  441 

Inspections  of   93,  94 

Population  of   26,    408,     440  551 

PaisoNEBS : 

Ages   of    440 

Average  number  in  custody   26,  440 

Color  of   442 

Education  of    442 

Greatest  niunber  in  custody  26,  440 

Habits  of  ILfe  of  442 

In  custody  and  employed  on  the  first  working  day  in  each 

month   441 

Least  number  in  custody  26,  440 

Nativity   of    442 

Paroled  440 

Paroled,  but  not  discharged  440 

Previously  confined  in  other  Institutions   441 

Previous  occupations   441 

Received  and  discharged    440 

Religious  instruction  of   442 

Social  relations  of  27,  442 

Transferred  to  State  Hospitals   440 

Warden  of  26 

State  Industrial  Commission,  Inspection  of  State  Prisons  by 2X 

State  Prisons   9,     12,     19,     23,     69,     410,  551 

Steuben  County  Jail  58,     76,  243 

Suffern,  lockup  at    359 

Suffolk  County  Jail    244 

Sullivan  County  Jail   245 

Syracuse,  city  jail    330 
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Theresa,  lockup  at  303 

Tioga  County  Jail 245 

Tompkins  County  Jail 246 

Town  lockups  66 

Troy,  police  stations  354,    855,    357,  358 

Tuxedo,  lockup  at   339 

U 

Ulster  County  Jail   247 

Union,  lockup  at    263 

Union  Springs,  lockup  at  268 

Unionyille,  lockup  at  340 

Utica  City  Jail   327 

T 

Valatie,  lockup  at  276 

Victor,  lockup  at  334 

Village  lockups    65 

W 

Walton,  lockup  at  281 

Wappingers  Falls,  lockup  at 286 

Warren  County  Jail  248 

Warwick,  lockup  at  340 

Washdngton  County  Jails  249 

WashingtouTille,  lockup  at 341 

Waterford,  lockup  at  364 

Watertown,  city  jail   304 

Watervliet,  city  jail 258 

Waverly,  lockup  at  385 

Wayne  County  Jail  250,  251 

Webster,  lockup  at  313 

Weedsport,  lockup  at 269 

Wellsville,    lockup    at 261 

Westchester  County  Jail , 251 

Westchester  County  Penitentiary 36 

Western  House  of  Refuge 31,    104,  408 

West  Winfleld,  lockup  at  299 

Whitney  Point,  lockup  at  264 

Williamson,  lockup  at  396 

Wolcott,  lockup  at   39V 

Women  prisoners    410 

T 

Yates  County  Jail  25^ 

Tonkers,  city  jail   4(^ 

Yonkers,  3rd.  Precinct  Police  Station  401 
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Appointment  of  (Commissioners 553 

Articles  manufactured  furnished  to  State   55V 

Board  of  Classification,  prices  to  be  fixed 55< 

Certificates    557 

Children  under  sixteen  years  not  to  be  placed  with  adult  prisoners . .  561 

Commitments,  record  of   561 

Control  of  prisoners  in  jail  55 j 

County  Law,  extract  from  55v^ 

Custody  and  control  of  prisoners  in  jails  561 

Divine  Service  in  jails   561 

Duties  of  Commission   553 

Estimates  of  articles  required   557 

Estimates  to  be  furnished  by  certain  officers 555 

Extracts  from  County  Law   559 

Farm  products  of  penal  institutions   558 

I  ood  and  labor  of  prisoners  in  jails 560 

Inspections  of  institutions   554 

Jail  Physician    558 

Jails,  either  of  several  may  be  used 558 

Labor  of  prisoners  556,  558 

Liquors  in  jails   559 

Manufactures    by    convicts 556 

Misdemeanor    556 

Official  seal,  certificates  and  subpoenas  553 

Orders  of  the  Commission  to  institutions  or  officers 554 

Penal  Law,  extract  from 553 

Powers  of  Commission    553 

Reading  matter  for  prisoners  in  jails  561 

Record  of  commitments  to  county  jails  56i 

Reports  of  prison  officers   555 

Rights  and  powers  of  Commission,  enforcement  of 555 

Rooms  in  jails   553 

Separation  of  prisoners  in  jails 559 

Subpoenas    g^^ 

U^^  ^^  J^il« .V.V558,  559 

\  isitation  and  inspection  of  institutions  554 
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